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TYPE 


Hose 

G8K Spiral Wire Hose 

EFG6K Spiral Wire Hose - SAE 100R15 

EFG6K Spiral Wire Hose - SAE 100R15 - 
MegaTuff® Cover 

EFG6KL Low Temp Spiral Wire Hose 

EFG5K Spiral Wire Hose - SAE 100R13 

EFG5K Spiral Wire Hose - SAE 100R 13 - 
MegaTuff® Cover 

EFG5KL Low Temp Spiral Wire Hose 

EFG4K Spiral Wire Hose - SAE 100R12 

EFG4K Spiral Wire Hose - SAE 100R12 - 
MegaTuff® Cover 

EFG4KL Low Temp Spiral Wire Hose 

EFG3K Spiral Wire Hose - SAE 100R12 

EFG3K Spiral Wire Hose - SAE 100R12 - 
MegaTuff® Cover 

Hot Oiler 2-Wire Braid Hose 

Hot Oiler 2-Wire Braid Hose - MegaTuff® Cover 

M-XP Million Impulse Xtra Performance Wire 
Braid Hose 7 

Global M6K Mega6000 

Global M5K Mega5000 - 

Global M5K Mega5000 

Global M5K Mega5000 

Global M4K Mega4000 

Global M4K Mega4000 
MegaTuff® Cover 

Global M4K Mega4000 
XtraTuff Cover 


Hose 
Hose 
Hose - 
Hose - 
Hose - 
Hose - 


MegaTuff® Cover 
XtraTuff Cover 
SAE 100R19 
SAE 100R19 - 


Hose - SAE 100R19 - 


M4KH Wire Braid Hose - High-Temp - SAE 100R19 


M4KH Wire Braid Hose - High-Temp - SAE 
100R19 - MegaTuff® Cover 

Global M4KL Mega4000° PolarFlex® Hose - 
SAE 100R19 

Global M3K Mega3000® Hose - SAE 100R17 

Global M3K Mega3000° Hose - SAE 100R17 - 
MegaTuff® Cover 

Global M3K Mega3000® Hose - SAE 100R17 - 
XtraTuff Cover 


M3KH Wire Braid Hose - High-Temp - SAE 100R17 


M3KH Wire Braid Hose - High-Temp - SAE 
100R17 - MegaTuff® Cover 
M2T® MegaF lex® 2-Wire Braid Hose - SAE 
SAE 
100R 16 - MegaTuff® Cover 
M2T® MegaFlex® 2-Wire Braid Hose - 
Wire Braid - SAE 100R16 - XtraTuff’ Cover 
Global G2 2-Wire Braid Hose - SAE 100R2 Type S 


100R16 
M2T® MegaFlex® 2-Wire Braid Hose - 
\ SAE 
100R16 - XtraTuff_ Cover 
CM2TDL MegaFlex® Connected Dual-Line 2- 
G2XH 2-Wire Braid Xtreme® Heat Hose - SAE 
100R2 Type S 


Global G2H High-Temp 2-Wire Braid Hose Type AT 


Global G2H High-Temp - MegaTuff® Cover Type 
AT 


Global G2L PolarFlex® Hose - SAE 100R2 Type S 

} 2AT 2-Wire Braid J ack Hose - 10,000 Static 
Pressure Only 

J 2AT 2-Wire Braid J ack Hose - MegaTuff® Cover 
- 10,000 Static Pressure Only 

G1 1-Wire Braid Hose - SAE 100R1 Type S 

G1H 1-Wire Braid Hose - High-Temp - SAE 
100R1 Type AT 

RFS Red Fire Suppressant Hose 

MegaTech® Il - SAE 100R2 Type AT - ACP 


MegaTech® 3000 High-Temp Oil-Air Return 

MegaTech® 1000 High-Temp Oil-Air Return 

MegaTech® 500 High-Temp Oil-Air Return 

MegaTech® 250 High-Temp Transmission Oil 
Cooler (TOC) Hose 

MegaTech® G5TB Xtreme® Heat Oil-Air Return 

M500 Wire Braid Hose . 

M500 Wire Braid Hose - XtraT uff 


TR500 High-Temp/Air Brake/Engine Hose 
G3H High-Temp 2-Fiber Braid Hose - SAE 100R3 


DESCRIPTION 
(EXAMPLE) 


12G8KXCIN 
bEFGOK X25FT 


6bEFGOK-MTF X25FT 
12EFG6KL XCTN 
6EFG5K X25FT 


6BEFGSK-MTF X25FT 
6EFG5KL XCTN 
bEFG4K X25FT 


6EFG4K-MTF X25FT 

12EFG4KLXCTN 

2ZOEFG3K X25FT 

20EFG3K-MTF 
X25FT 

24HOXCTN 

24HO-MTFXCTN 


4M-XPXREEL 
4MOKXREEL 
AM5K X50FT 
4M5K-MTFXREEL 
AM5K-XTFXREEL 
4M4K X50FT 


4M4K-MTF X50FT 


AM4K-XTF X5OFT 
4AM4KH X50FT 


4M4KH-MTF X50FT 


4M4KLXREEL 
3M3KXREEL 


4AM3K-MTF X50FT 


3M3K-XTFXREEL 
4M3KHXREEL 


4M3KH-MTFXREEL 
AM2T XSOFT 
AM2T-MTF X5OFT 


4M2T-XTFXREEL 

6CM2TDL-XTF 
X50FT 

3G2 X50FT 


4G2XH X50FT 
20G2H X50FT 


20G2H-MTFXCTN 
4G 2L X5OFT 


4) 2AT XSOFT 


4) 2AT-MTFXREEL 
3G 1XBALE 


4G1H XSOFT 
3RFSXREEL 
20ACP 
MEGATECHIIXCTN 
4MEGATECH 
3000XREEL 
4MEGATECH 
LOOOXREEL 
24MEGATECH 
S00XCTN 
4MEGATECH 
250XREEL 
4MEGATECH 
GS5TB X50FT 
4M500 X50FT 
4M500-XTFXREEL 
4TR500 X50FT 
4G3H X25FT 
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Bl 
Bl 
B2 
B3 
B4 
Bo 
B/ 
B8 
B8 
B9 

B10 
B10 
Bll 
Bll 
B12 
B12 
B13 


B14 
B14 


B15 


B16 
B16 


B17 


B18 
B19 


B19 
B20 
B21 
B21 


B22 
B22 


B23 
B24 


B25 
B25 


B26 


B26 
B27 


B28 
B28 


B29 
B29 
B30 
B30 
B31 
B32 
B32 
B33 


B34 
B34 


TYPE 


GTH High-Temp 1-Fiber Braid Hose - SAE 100R6 

GTHX High-Temp Fiber Spiral Hose - SAE 100R6 

GMV Global MegaVac® Return Line and Suction 
Hose 

G4H MegaVac® Return Line and Suction Hose 

RLA 1-Fiber Braid Return Line and Low Pressure 
Hose 

RLC 3-Fiber Braid Return Line and Low Pressure 


Hose 

MegaTech® LOC 1-Fiber Braid High-Temp Lock- 
On Hose 

LOC 1-Fiber Braid Lock-On Hose 

LOL Plus Lock-On Hose 

C5C Hydraulic Hose - SAE 100R5 

C5C-XH Xtreme® Heat Hose - SAE 100R5 

C5D High-Temp Multi-Fluid Hose 

C5M Marine Fuel Line Hose 

C5E High-Temp Flexline Hose 

Air Brake Nylon Tubing 

C14 PTFE Hose - SAE 100R14 Type A - 
Nonconductive 

C14CT PTFE Hose - SAE 100R14 Type B - 
Conductive 

TH8 Hydraulic Hose - SAE 100R8 

TH8NC Non Conductive Hydraulic Hose - SAE 
100R8 

TH7 Hydraulic Hose - SAE 100R7 

TH7NC Non Conductive Hydraulic Hose - SAE 
100R7 

TH7DL Dual Line Hydraulic Hose - SAE 100R7 

TH7NCDL Non Conductive Dual Line Hydraulic 
Hose - SAE 100R7 

TH18 Constant Pressure Hydraulic Hose - SAE 
100R 18 

TH18NC Constant Pressure Non Conductive 
Hydraulic Hose - SAE 100R18 

PolarSeal® Hose 

PolarSeal® Il Hose 


Hose/Cplg. Selection 
Hose/Cplg. Selection 


G8K Couplings 


G8K Couplings 

Caterpillar Style O-Ring Flange 

Caterpillar Style O-Ring Flange - 45° Bent Tube 
Caterpillar Style O-Ring Flange - 90° Bent Tube 
G8K Ferrule for G8K Spiral Hose 


GlobalSpiral Couplings 


GlobalSpiral™ Couplings 

Male Pipe (NP TF - 30° Cone Seat) 

API Line Pipe Connection 

Male Pipe (NPTF - 30° Cone Seat) - Long Hex 
Male O-Ring Boss 

Female MegaSeal® Swivel 

Female MegaSeal® Swivel - 45° Bent Tube 
Female MegaSeal® Swivel - 90° Bent Tube 
Male | IC 37° Flare 

Female | IC 37° Flare Swivel 

Female | IC 37° Flare Swivel - 30° Bent Tube 
Female | IC 37° Flare Swivel - 45° Bent Tube 
Female | IC 37° Flare Swivel - 60° Bent Tube 
Female | IC 37° Flare Swivel - 90° Bent Tube 
Male Flat-Face O-Ring 

Female Flat-Face O-Ring Swivel 
Female Flat-Face O-Ring Swivel - 22 1/2° Bent 
30° Bent Tube 


45° Bent Tube 


Tube 
Female Flat-Face O-Ring Swivel - 


Female Flat-Face O-Ring Swivel - 
Female Flat-Face O-Ring Swivel - 90° Bent Tube 
Female Flat-Face O-Ring Swivel - 135° Bent Tube 
Code 61 O-Ring Flange 

Code 61 O-Ring Flange Long Neck 

Code 61 O-Ring Flange - 22 1/2° Bent Tube 

Code 61 O-Ring Flange - 30° Bent Tube 

Code 61 O-Ring Flange - 45° Bent Tube 

Code 61 O-Ring Flange - 60° Bent Tube 

Code 61 O-Ring Flange - 67 1/2° Bent Tube 

Code 61 O-Ring Flange - 90° Bent Tube 

Code 61 O-Ring Flange - 100° Bent Tube 

Code 61 O-Ring Flange - 110° Bent Tube 
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DESCRIPTION 
(EXAMPLE) 


3GTHXCTN 
6GTHX X50FT 


12GMV X25FT 
12G4H X25FT 


3RLA X25FT 


16RLCXCTN 
4MEGATECHLOC 
XREEL 
4LOC X50FT 
3LOLAXREEL 
AC5C X50FT 
SCSCXH X50FT 
4C5D X50FT 
5C5MXREEL 
AC5E XS0FT 
2.5NABTA X100FT 


4C 14 X25FT 


6C14CT X25FT 
3TH8XCTN 


ATHE8NC X50FT 
2TH7XCTN 


2TH7NCXCTN 
4TH7DLXCTN 


4ATH7NCDLXCTN 
4ATH18XCTN 


4ATH18NCXCTN 
6AC134A X25FT 
6ACC-PSII X50FT 


12G8K-12FLC 
12G8K-12FLC 45-034 
12G8K-12FLC90-070 
12G8K1F 


6GS-6MP 
20GS-20MPAP| 
16GS-16MPLH 
6GS-6MB 
12GS-12F MX 
12GS-12F MX 45-032 
12GS-12FMX90-048 
6GS-6M| 

6GS-6F| X 
16GS-16F| X30M 
6GS-6F] X45S 
12GS-12F | X60-043 
6GS-6F} X90L 
6GS-6MFFOR 
6GS-6FFORX 
16GS-16F FORX22- 


011 
16GS-16F FORX30- 
14 


6GS-6FFORX45S 
6GS-6FFORX9OL 
12GS-16FFORX135 
6GS-8FL 
12GS-12FLL 
8GS-8FL22M 
8GS-12FL30M 
6GS-8FL45M 
8GS-8FL60M 
8G$-12FL67-032 
6GS-8FL9OM 
12G5S-16FL100-059 


12GS-12FL110-064 
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B35 
B36 


B36 
B37 


B37 
B38 


B39 
B39 
B40 
B41 
B42 
B43 
B43 
B44 
B45 


B46 


B47 
B48 


B48 
B49 


B49 
B50 


B51 
B51 
B52 


B52 
B53 


Ci 


E16 





TYPE 


Code 61 O-Ring Flange - 135° Bent Tube 

Code 61 Komatsu Style O-Ring Flange 

ee Komatsu Style O-Ring Flange - 45° Bent 
Tube 

ee Komatsu Style O-Ring Flange - 90° Bent 

ube 

Code 62 O-Ring Flange Heavy 

Code 62 O-Ring Flange Heavy - 

Code 62 O-Ring Flange Heavy - 

Code 62 O-Ring Flange Heavy - 

Code 62 O-Ring Flange Heavy - 

Code 62 O-Ring Flange Heavy - 

Code 62 O-Ring Flange Heavy - 

Code 62 O-Ring Flange Heavy - 

Caterpillar Style O-Ring Flange 

Caterpillar Style O-Ring Flange - 

Caterpillar Style O-Ring Flange - 

Caterpillar Style O-Ring Flange - 

Caterpillar Style O-Ring Flange - 

Caterpillar Style O-Ring Flange - 

Caterpillar Style O-Ring Flange - 

Hose Length Extender 

Hose Length Extender - 45° Bent Tube 

Hose Length Extender - 90° Bent Tube 

Hose Length Extender Caterpillar 

Male DIN 24° Cone - Light Series 

Female DIN 24° Cone Swivel - Light Series with 
O-Ring 

Female DIN 24° Cone Swivel - Light Series with 
O-Ring - 45° Bent Tube 

Female DIN 24° Cone Swivel - Light Series with 
O-Ring - 90° Bent Tube 

Male DIN 24° Cone - Heavy Series 

Female DIN 24° Cone Swivel - Heavy Series with 
O-Ring 

Female DIN 24° Cone Swivel - Heavy Series with 
O-Ring - 45° Bent Tube 

Female DIN 24° Cone Swivel - Heavy Series with 
O-Ring - 90° Bent Tube 

Male Kobelco Style 

Male British Standard Pipe Parallel 

Female British Standard Parallel Pipe O-Ring 
Swivel 

Female British Standard Parallel Pipe O-Ring 
Swivel - 45° Bent Tube 

Female British Standard Parallel Pipe O-Ring 
Swivel - 90° Bent Tube 

Female British Standard Pipe Parallel O-Ring 
Swivel - 90° Block 

Female British Flat Face Swivel 

Female French GAZ (Poclain) 24° High Pressure 
Flange 

Male French GAZ (Poclain) 24° High Pressure 
Flange 

Male French GAZ (Poclain) 24° High Pressure 
Flange - 90° Bent Tube 

Male French GAZ 

Female French GAZ Swivel (Female Kobelco) 

Female French GAZ Swivel - 90° Bent Tube 

Female Komatsu Style | apanese Metric Swivel 

Female | apanese Industrial Standard 30° Flare 
Swivel 

GS Ferrule for Wire Braid Hose 

GS Ferrule for 4-Spiral Hose 

GS Ferrule for 6-Spiral Hose 

1 1/4" Special One-Piece Couplings - 
(NPTF - 30° Cone Seat) 

1 1/4" Special One-Piece Couplings - 
37° Flare 

1 1/4" Special One-Piece Couplings - 
37° Flare Swivel 

1 1/4" Special One-Piece Couplings - 
37° Flare Swivel - 90° Bent Tube 

1 1/4" Special One-Piece Couplings - 
Face O-Ring Swivel 

1 1/4" Special One-Piece Couplings - Female Flat- 
Face O-Ring Swivel - 90° Bent Tube 

1 1/4" Special One-Piece Couplings - Code 61 O- 
Ring Flange 

1 1/4" Special One-Piece Couplings - Code 61 0- 
Ring Flange - 45° Bent Tube 

1 1/4" Special One-Piece Couplings - Code 61 0- 
Ring Flange - 90° Bent Tube 


22 1/2° Bent Tube 
30° Bent Tube 
45° Bent Tube 
60° Bent Tube 

67 1/2° Bent Tube 
90° Bent Tube 
110° Bent Tube 


30° Bent Tube 
45° Bent Tube 
60° Bent Tube 


90° Bent Tube 


Male Pipe 
Male J IC 
Female | IC 
Female | IC 


Female Flat- 


22 1/2° Bent Tube 


67 1/2° Bent Tube 


DESCRIPTION 
(EXAMPLE) 


12GS-12FL135-070 
8GS-10FLK 


10GS-10FLK45-026 


10GS-10FLK90-055 
8GS-8FLH 
12GS-16FLH22M 
12GS-12FLH30M 
8GS-8F LH45M 
12GS-12FLH60M 
16GS-16F LH67M 
8GS-8F LH90-080 
12GS-12FLH110-064 
12GS$-12FLC 
12GS-12FLC22-016 
12GS-12FLC30-022 
12GS-12FLC45-035 
12GS-16F LC 60-048 
16GS-16FLC67-057 
12GS-12FLC90-068 
8GS-8HLE 
20GS-20HLE 45-103 
8GS-8HLE 90-086 
12GS-12HLEC 
6GS-12MDL 


6GS-12F DLORX 
8GS-15FDLORX45 


6GS-12FDLORX90 
6GS-12MDH 


6GS-10FDHORX 
6GS-12FDHORX45 


6GS-12F DHOR X90 
12GS-22MKB 
6GS-6MBSPP 


6GS-6F BSPORX 
6GS-6F BSPORX45 


6GS-6F BSPORX90 

12GS- 
12FBSPORX90BL 

16GS-16FBFFX 


8GS-17FPFL 
8GS-17MPFL 


10GS-21MPFL90 
8GS-17MFG 
8GS-17FFGX 
10GS-21FFGX90 
8GS-8F KX 


12GS-12F] ISX 
6GS1F-1 
6GS1F-4 
20GS1F-6 


20MGS-20MP 

20MGS-20M| 

20MGS-20F] X 

20MGS-20F] X90M- 
078 


20MGS-20FFORX 
20MGS- 
20FFORX90M 


20MGS-20FL 
20MGS-20F L455 -032 


20MGS-20FL90M- 
090 
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E17 
E17 


E18 


E18 
E19 
E19 
E20 
E20 
E21 
E21 
E22 
E23 
E23 
E24 
E24 
E25 
E25 
E26 
E26 
E27 
E27 
E28 
E28 
E29 


E29 
E30 


E30 
E31 


ES! 
E32 
E32 
E33 
E33 
E34 
E34 
E30 


E25 
E36 


E36 
E36 
ES! 
E37 
E38 
E38 
E39 
E39 
E 


E40 
E40 


E41 
E41 
E41 
E42 
E42 
E43 
E43 
E44 
E44 


TYPE 


1 1/4" Special One-Piece Couplings - Code 62 O- 
Ring Flange 

1 1/4" Special One-Piece Couplings - Male DIN 
24° Cone - Heavy Series 

1 1/4" Special One-Piece Couplings - Female DIN 
24° Cone Swivel - Heavy Series with O-Ring 

1 1/4" Special One-Piece Couplings - Female 
British Standard Pipe Parallel O-Ring Swivel 


GlobalSpiral™ MAX Pressure Couplings 
Male | IC 37° Flare 

Male Pipe (NP TF - 30° Cone Seat) 

API Line Pipe Connection 

Female | IC 37° Flare Swivel 

Female | IC 37° Flare Swivel - 45° Bent Tube 
Female | IC 37° Flare Swivel - 90° Bent Tube 
Female Flat-Face Swivel 

Female Flat-Face Swivel - 45° Bent Tube 


Female Flat-Face Swivel - 90° Bent Tube 


Code 61 O-Ring Flange 

Code 61 O-Ring Flange - 30° Bent Tube 

Code 61 O-Ring Flange - 45° Bent Tube 

Code 61 O-Ring Flange - 60° Bent Tube 

Code 61 O-Ring Flange - 90° Bent Tube 

Code 62 O-Ring Flange Heavy 

Code 62 O-Ring Flange Heavy - 22° Bent Tube 
Code 62 O-Ring Flange Heavy - 30° Bent Tube 
Code 62 O-Ring Flange Heavy - 45° Bent Tube 
Code 62 O-Ring Flange Heavy - 60° Bent Tube 
Code 62 O-Ring Flange Heavy - 90° Bent Tube 


Code 62 O-Ring Flange Heavy With Captive Flange 


Code 62 O-Ring Flange Heavy With Captive 
Flange - 45° Bent Tube 

Code 62 O-Ring Flange Heavy With Captive 
Flange - 90° Bent Tube 

Code 62 O-Ring Flange Heavy Captive Flange 
Metric Bolts 

Caterpillar Style O-Ring Flange 

Caterpillar Style O-Ring Flange - 22° Bent Tube 

Caterpillar Style O-Ring Flange - 30° Bent Tube 

Caterpillar Style O-Ring Flange - 45° Bent Tube 

Caterpillar Style O-Ring Flange - 60° Bent Tube 

Caterpillar Style O-Ring Flange - 90° Bent Tube 

Female British Standard Parallel Pipe O-Ring 
Swivel 

Female British Standard Parallel Pipe O-Ring 
Swivel - 45° Bent Tube 

Female British Standard Parallel Pipe O-Ring 
Swivel - 90° Bent Tube 

Female DIN 24° Cone Swivel - Heavy Series with 
O-Rin 

Female DIN 24° Cone Swivel - Heavy Series with 
O-Ring - 45° Bent Tube 

Female DIN 24° Cone Swivel - Heavy Series with 
O-Ring - 90° Bent Tube 

Male British Standard Pipe Parallel 

Hose Length Extender 

Hose Length Extender for Caterpillar with 
Clamping Area 

ISO 6164 4-bolt Square Heavy Captive Flange 

GSM Butt Weld 


GlobalSpiral™ Plus Couplings 

Male Pipe (NP TF - 30° Cone Seat) 

API Line Pipe Connection 

Male Pipe (NPTF - 30° Cone Seat) - Long Hex 
Male | IC 37° Flare 

Female | IC 37° Flare Swivel 

Female | IC 37° Flare Swivel - 45° Bent Tube 
Female | IC 37° Flare Swivel - 90° Bent Tube 
Male Flat-Face O-Ring 

Female Flat-Face O-Ring Swivel 

Female Flat-Face O-Ring Swivel - 45° Bent Tube 


Female Flat-Face O-Ring Swivel - 90° Bent Tube 
Code 61 O-Ring Flange 

Code 61 O-Ring Flange - 22 1/2° Bent Tube 
Code 61 O-Ring Flange - 30° Bent Tube 

Code 61 O-Ring Flange - 45° Bent Tube 

Code 61 O-Ring Flange - 60° Bent Tube 

Code 61 O-Ring Flange - 67 1/2° Bent Tube 
Code 61 O-Ring Flange - 90° Bent Tube 
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DESCRIPTION 
(EXAMPLE) 


20MGS-20FLH 
20MGS-38MDH 
20MGS-38F DHORX 
20MGS-20FBSPORX 


24GSM-24M] 
24GSM-24MP 
24GSM-24AP ILP 
24GSM-24F] X 
24GSM-24F] X45-034 
24GSM-24F] X90M 
24GSM-24FFORX 
24GS M4K- 

24FFORX45-038 
24GS M4k- 

24FFORX90M 
24GSM-24FL 
24GSM-24FL30M 
24GSM-24FL45M 
24GSM-24FL60M 
24GSM-24FL90S 
24GSM-20FLH 
24GSM-24FLH20-024 
24GSM-24FLH30M 
24GSM-24FLH45M 
24GSM-24F LH60M 
24GSM-24FLH90-094 
24GSM-24FLHCFM 
24GSH- 

24F LHCFM45M 
24GSH- 

24F LHCFM90-094 


40GSM-40FLHCFM 
24GSM-24FLC 
24GSM-24FLC22-017 
24GSM-24FLC30-023 
24GSM-24FLC 45-039 
24GSM-24FLC60-055 
24GSM-24FLC90-087 


24GSM-24FBSPORX 
24GSM- 
24F BSPORX45 


24GSM- 
24F BSPORX90 


24GSM-38F DHORX 
24GSM- 

38F DHORX45 
24GSM- 

38F DHORX90 
24GSM-24MBSPP 
32GSM-32HLE 


24GSM-24HLEC 
40GSM-63FLSHCF 
40GSM-40XXSBW 


24GSP-24MP 
24GSP-24MPAPI 
24GSP-24MPLH 
24GSP-20MJ 
24GSP-24F] X 
24GSP-24F] X45-050 
24GSP-24F] X90-089 
24GSP-24MFFOR 
24GSP-24FFORX 
24GSP- 
24FFORX45-036 
24GSP-24FFORX9OL 
24GSP-20FL 
24GSP-24FL22M 
24GSP-24F L308 
24GSP-20FL45S 
24GSP-24FL60S 
24GSP-24F L675 
24GSP-20FL90S 
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E45 
E45 
E45 
E46 


E47 
E47 
E47 
E48 
E48 
E48 
E49 


E49 


E49 
E50 
E50 
E50 
EOL 
EDL 
E52 
E52 
E52 
E53 
Eo 
E54 
E54 


EDD 
EDD 


E55 
E56 
E56 
E56 
E5/ 
E57 
E58 


E58 
E58 
E59 
E59 
E59 


E60 
E60 
E60 


E61 
E61 
E61 


E62 
E62 
E62 
E63 
E63 
E63 
E64 
E64 
E64 


E65 
E65 
E66 
E66 
E6/ 
E6/ 
E68 
E68 
E69 





TYPE 


Code 61 O-Ring Flange - 110° Bent Tube 

Code 61 O-Ring Flange - 120° Bent Tube 

Code 61 O-Ring Flange - 125° Bent Tube 

Code 61 Flange Without O-Ring Groove 

Code 62 O-Ring Flange Heavy 

Code 62 O-Ring Flange Heavy - 45° Bent Tube 

Code 62 O-Ring Flange Heavy - 90° Bent Tube 

Hose Length Extender 

Male British Standard Pipe Tapered 

Female British Standard Parallel Pipe O-Ring 
Swivel 

Female British Standard Parallel Pipe O-Ring 
Swivel - 45° Bent Tube 

Female British Standard Parallel Pipe O-Ring 
Swivel - 90° Bent Tube 

Female Komatsu Style | apanese Metric Swivel 

Female | apanese Industrial Standard 30° Flare 
Swivel 

GSP Ferrule for 4-Spiral Hose 

GSP Ferrule for Wire Braid Hose 


PCM /PCS Ferrules 


Power Crimp® PCM & PCS Ferrules 
PCM Skive Ferrules 

PCM-G6K Ferrules 

PCS Non-Skive Ferrules 

PCS Skive Ferrules 


MegaCrimp Couplings 


MegaCrimp® Couplings 

Male Pipe (NPTF - 30° Cone Seat) 

Male Pipe Long Nose 

Male Pipe Swivel (NPTF - Without 30° Cone Seat) 

Male Pipe Swivel - 90° Block (NPTF - Without 
30° Cone Seat) 

Male Pipe Swivel - 90° Long Block (NPTF - 
Without 30° Cone Seat) 

Female Pipe (NPTF - Without 30° Cone Seat) 

Female Pipe Swivel (NPSM - 30° Cone Seat) 

Male O-Ring Boss 

Male O-Ring Boss Swivel 

Male O-Ring Boss Swivel - 45° Bent Tube 

Male O-Ring Boss Swivel - 45° Block 

Male O-Ring Boss Swivel - 90° Bent Tube 

Male O-Ring Boss Swivel - 90° Block 

Male J IC 37° Flare 

Female JIC 37° Flare Swivel 

Female | IC 37° Flare Swivel - 30° Bent Tube 

Female | IC 37° Flare Swivel - 45° Bent Tube 

Female | IC 37° Flare Swivel - 90° Bent Tube 

Female | IC 37° Flare Swivel - 90° Block 

Male SAE 45° Flare 

Female SAE 45° Flare Swivel 

Female SAE 45° Flare Swivel - 45° Bent Tube 

Female SAE 45° Flare Swivel - 90° Bent Tube 

Male Quick-Lok® High 

Male Quick-Lok® High - 45° Bent Tube 

Male Quick-Lok® High - 90° Bent Tube 

Female Quick-Lok® High to Male O-Ring Boss 
Adapter 

Male Quick-Lok® Low 

Male Quick-Lok® Low - 45° Bent Tube 

Male Quick-Lok® Low - 90° Bent Tube 

Male Flat-Face O-Ring Bulk Head Long Nose 

Male Flat-Face O-Ring 

Female Flat-Face O-Ring Swivel 

Female Flat-Face O-Ring Swivel - 30° Bent Tube 

Female Flat-Face O-Ring Swivel - 45° Bent Tube 

ee Flat-Face O-Ring Swivel - 67 1/2° Bent 
Tube 

Female Flat-Face O-Ring Swivel - 90° Bent Tube 

Code 61 O-Ring Flange 


Code 61 O-Ring Flange - 
Code 61 O-Ring Flange - 
Code 61 O-Ring Flange - 
Code 61 O-Ring Flange - 
Code 61 O-Ring Flange - 
Code 61 O-Ring Flange - 
SAE Male Inverted Swivel 


22 1/2° Bent Tube 
30° Bent Tube 
45° Bent Tube 
60° Bent Tube 
67 1/2° Bent Tube 
90° Bent Tube 


SAE Male Inverted Swivel - 45° Bent Tube 
SAE Male Inverted Swivel - 90° Bent Tube 
SAE Male Flareless Assembly 


DESCRIPTION 
(EXAMPLE) 


24GSP-24FL110-094 
24GSP-24FL120-119 
32G$P-32FL125-150 
24GSP-24F LFF 
24GSP-24FLH 
24GSP-24FLH45M 
24GSP-24FLH90-094 
24GSP-24HLE 
24GSP-24MBSPT 


24GSP-24F BSPORX 
24GSP- 
24FBSPORX45 
24GSP- 
24FBSPORX90 
24GSP-24FKX 


24GSP-24F] ISX 
24GSP 1F-4 
24GSP 1F-2 


10PCM-2F 
24P CM-GOK 
6PCS1F 
6PCS-2F 


4G-2MP 
4G-4MPLN 
4G-2MPX 


4G-2MP X90 


6G-8MPX90L 
AG-2FP 

AG-4F PX 

4G-4MB 

4G-4MBX 
6G-6MBX45 
6G-6MBX45BL 
4G-6MBX90 
4G-5MBX90BL 
4G-4M| 

AG-4F | X 

10G -12F] X30-018 
AG-4F] X45S 
AG-4F} X90L 
12G-16F| X9OBLK 
4G-4MS 

AG-4FSX 
AG-4FSX45 
4G-4FS X90 
4G-4MQLH 
4G-4MQLH45S-008 
4G-4MQLH90L-039 


4FQLH-4MB 
4G-6MQLL 
4G-6MQLL45-026 
4G-6MQLL90-037 
6G-6MFFORBKHDLN 
4G-4MFFOR 
4G-4FFORX 

8G-10F FORX30-010 
4G-4FFORX45S 


8G-8F FORX67-022 
4G-4FFORX90L 
8G-8FL 
12G-12FL22M 
12G-12FL30M 
8G-8FL45M 
12G-12FL60M 
12G-12FL67M 
8G-8FL90M 
4G-3MIX 
4G-3MIX45-018 
4G-4M 1X90 
4G-4MFA 
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E69 
E70 
E70 
E71 
E71 
E71 
E72 
E72 
E73 


E73 
E73 


E74 
E74 


E75 
E75 
E75 


G18 


G19 
G20 
G21 
G21 
G22 
G22 
G23 
G23 
G24 
G24 
G25 
G25 
G26 


TYPE 


North American Stand Pipe 

Hose Length Extender 

Female Air Brake Swivel 

Female Grease 

Female Parker Triple Thread Flare 

Pressure Wash Swivel 

International Thread British Std Pipe Banjo 

International Thread Metric 7642 DIN Banjo 

Male DIN 24° Cone - Light Series 

Female DIN 24° Cone Swivel - Light Series with 
O-Ring 

Female DIN 24° Cone Swivel - Light Series with 
O-Ring - 45° Bent Tube 

Female DIN 24° Cone Swivel - Light Series with 
O-Ring - 90° Bent Tube 

Female French GAZ Swivel 

Male DIN 24° Cone - Heavy Series 

Female DIN 24° Cone Swivel - Heavy Series with 
O-Ring 

Female DIN 24° Cone Swivel - Heavy Series with 
O-Ring - 45° Bent Tube 

Female DIN 24° Cone Swivel - Heavy Series with 
O-Ring - 90° Bent Tube 

Metric Light Stand Pipe 

Metric Bite Sleeve 

Metric Bite Nut 

Male British Standard Pipe Tapered/| apanese 
Tapered Thread 

Male British Standard Parallel Pipe 

Female British Standard Parallel Pipe O-Ring 
Swivel 

Female British Standard Parallel Pipe O-Ring 
Swivel - 45° Bent Tube 

Female British Standard Parallel Pipe O-Ring 
Swivel - 90° Bent Tube 

Female British Standard Parallel Pipe O-Ring 
Swivel - 90° Block 

Female British Flat-Face Swivel 

Komatsu O-Ring Flange - Straight 

Komatsu O-Ring Flange - 45° Bent Tube 

Komatsu O-Ring Flange - 90° Bent Tube 

Female Komatsu Style | apanese Metric Swivel 

Female Komatsu Style | apanese Metric Swivel - 
45° Bent Tube 

Female Komatsu Style | apanese Metric Swivel - 
90° Bent Tube 

Female | apanese Industrial Standard Swivel 

Female | apanese Inverted Flare Parallel Threads 


DESCRIPTION 
(EXAMPLE) 


4G-4NASP 
20G-20HLE 
6G -6F ABX 
4G-8FG 
16G-16F ZX 
4G-6P WX 
4G-4BSPB] 
4G-12DB] 
4G-6MDL 


4G-6F DLORX 
4G-8F DLORX45 
4G-6F DLORX90 
8G-17FFGX 
4G-8MDH 

4G -8F DHORX 
4G -8F DHORX45 
4G -8F DHORX90 
4G-6MSP 

6BS 

6MNH 


4G-4MBSPT 
4G-4MBSPP 


4G-2F BSPX 
4G-4F BSPORX45 
4G-4F BSPORX90 


4G-4F BSPORX90BL 
6G -6F BFF X 
8G-10FLK 
10G-10FLK45 
10G-10FLK90 

4G -4F KX 


4G-4FKX45 
4G-4F KX90 


4G-4F | ISX 
4G-4F] ISPX 


MegaCrimp® Couplings with TuffCoat™ Xtreme® Plating 


Male Pipe (NP TF - 30° Cone Seat) 

Female Pipe (NPTF - Without 30° Cone Seat) 
Female | IC 37° Flare Swivel 

Female | IC 37° Flare Swivel - 45° Bent Tube 
Female Flat-Face O-Ring Swivel 

Female Flat-Face O-Ring Swivel - 45° Bent Tube 
Female Flat-Face O-Ring Swivel - 90° Bent Tube 
Code 61 O-Ring Flange 

Code 61 O-Ring Flange - 90° Bent Tube 


Stainless Steel 


Stainless Steel Couplings 

Male Pipe (NPTF - 30° Cone Seat) "S" Series 

API Line Pipe Connection "S" Series 

Female | IC 37° Flare Swivel "S" Series 

Female Flat-Face O-Ring Swivel Metric Hex "S" 
Series 

Code 62 O-Ring Flange Heavy "S" Series 

Code 61 O-Ring Flange "S" Series 

Non-Skive Ferrules "S" Series 

Skive Ferrules "S" Series 

Male Pipe (NPTF - 30° Cone Seat) "B" Series 

Female | IC 37° Flare Swivel "B" Series 

Female SAE 45° Flare Swivel "B" Series 

Dual Seat Female | IC 37°/SAE 45° Flare Swivel 
"B" Series 

Female | IC 37° Flare Swivel 45° Bent Tube "B" 
Series 

Dual Seat Female J IC 37°/SAE 45° Flare Swivel 
45° Bent Tube "B" Series 

Female | IC 37° Flare Swivel 90° Bent Tube "B" 
Series 
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4G-2MP-TCX 

4G-2F P-TCX 

4G-4F] X-TCX 

4G6-6F] X45S-TCX 

4G -4F FORX-TCX 
4G-4F FORX45S-TCX 
4G-4F FORX90S-TCX 
8G -8F L-TCX 
12G-12FL90M-TCX 


6S-6MP-SS 
24S -24MPAPI-SS 
6S -6F} X-SS 


6S-6FFORX-SS 
12S-12FLH-SS 
12S-12FL-SS 
6S1F-45S 

24S 2F-655 
4B-4MP-SS 
6B-6F| X-SS 
12B-12FSX-SS 


4B-4F| SX-SS 
6B-6F| X45S-SS 
4B-4F | SX45S-SS 
6B-6F| X9OM-SS 
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G26 
G2/ 
G2/ 
G27 
G28 
G28 
G28 
G29 
G29 


G30 
G30 


G31 
G32 
G32 


G33 
G33 


G34 
G34 
G35 
G36 


G36 
G37 


G3i 
G38 
638 


G39 
G39 
G39 
G40 
G40 
G41 


G41 


G42 
G42 
G43 


G44 
G44 
G45 
G45 
G46 


G47 
G48 
G48 





TYPE 


Dual Seat Female | IC 37°/SAE 45° Flare Swivel 
90° Bent Tube "B" Series 

Female Flat-Face O-Ring Swivel Metric Hex "B" 
Series 

Code 61 O-Ring Flange "B" Series 

Non-Skive Ferrule "B" Series 


Power Crimp Couplings 


Power Crimp® Couplings 

Male Pipe (NPTF - 30° Cone Seat) 

Male Pipe Swivel (NPTF - Without 30° Cone Seat) 

Female Pipe (NPTF - Without 30° Cone Seat) 

Male J IC 37° Flare 

Female | IC 37° Flare Swivel 

Female | IC 37° Flare Swivel - 45° Bent Tube 

Female | IC 37° Flare Swivel - 90° Bent Tube 

SAE Male Inverted Swivel 

SAE Male Inverted Swivel - 45° Bent Tube 

SAE Male Inverted Swivel - 90° Bent Tube 

Female Braze-On Stems 

Female DIN 24° Cone Swivel - Light Series 

Female DIN 24° Cone Swivel - Light Series - 90° 
Bent Tube 

Male Special Grease Fitting 

Power Crimp® Two Ferrules (Steel) - PC2F Series 

Power Crimp® One Non-Skive Ferrules (Steel) - 
PC1FS Series 


LOC, GL and GLP Couplings 


Brass Field Attachable Couplings for Lock-On 
Male Pipe With Cone Seat 

Male Pipe Swivel Without Cone Seat 

Male Pipe 90° Block With Cone Seat 

Female Pipe Without Cone Seat 

Female Pipe Swivel With Cone Seat 

Male J IC 37° Flare 

Female JIC 37° Flare Swivel 

Male SAE 45° Flare 

Female SAE 45° Flare Swivel 

Dual Seat Female J IC 37°/SAE 45° Flare Swivel 
Male SAE Inverted Flare Swivel 

Female SAE Inverted Flare 

Hose Length Extenders 

North American Stand Pipe 


GLP Couplings 

Male Pipe (NPTF - 30° Cone Seat) 

Male J IC 37° Flare 

Female | IC 37° Flare Swivel 

Female | IC 37° Flare Swivel - 45° Bent Tube 
Female | IC 37° Flare Swivel - 90° Bent Tube 


GL Couplings 

Male Pipe (NPTF - 30° Cone Seat) 

Male Pipe Swivel (NPTF - Without 30° Cone Seat) 
Female J IC 37° Flare Swivel 

Female | IC 37° Flare Swivel - 45° Bent Tube 
Female | IC 37° Flare Swivel - 90° Bent Tube 
Female Flat-Face Swivel 

Female Flat-Face Swivel - 45° Bent Tube 

Female Flat-Face Swivel - 90° Bent Tube 

Code 61 O-Ring Flange 

Code 61 O-Ring Flange - 22° Bent Tube 

Code 61 O-Ring Flange - 30° Bent Tube 

Code 61 O-Ring Flange - 45° Bent Tube 

Code 61 O-Ring Flange - 60° Bent Tube 

Code 61 O-Ring Flange - 67 1/2° Bent Tube 

Code 61 O-Ring Flange - 90° Bent Tube 

Code 61 Captive O-Ring Flange 

Code 61 Captive O-Ring Flange - 45° Bent Tube 
Code 61 Captive O-Ring Flange - 90° Bent Tube 


PolarSeal Couplings 


PolarSeal® Couplings 

Male SAE 45° Flare - Aluminum 

Male SAE 45° Flare - 45° Bent Tube - Aluminum 

Male SAE 45° Flare - 90° Bent Tube - Aluminum 

Female SAE 45° Flare Swivel - Aluminum 

Female SAE 45° Flare Swivel - Steel 

Female SAE 45° Flare Swivel - 45° Bent Tube - 
Aluminum 

Female SAE 45° Flare Swivel - 90° Bent Tube - 
Aluminum 


IV 


DESCRIPTION 
(EXAMPLE) 


4B-4F) SX90M-SS 


4B-4FFORX-SS 
24B-24FL-SS 
4B1F-1S5 


3-2MP 
3-2MPX 
3-2FP 

3-4M| 

3-3F | X 
3C2-4F | X45S 
3C2-4F} X90S 
3C2-3MIX 
3C2-3MIX45S 
3C2-3MIX90 
3-4F BO 
3C2-6F DLX 


3C2-6F DLX90 
3-2MPG 
3PC2F-2 


3PC1FS 


4LOC-2RMP 
4LOC-4RMPX 
4LOC-2RMP90 
4LOC-4RFP 
4LOC-2RFPX 
4LOC-4RM] 
4LOC-6RF] X 
4LOC-4RMS 
4LOC-6RFSX 
4LOC-4RF] SX 
4LOC-3RMIX 
4LOC-3RFI| 
4LOC-4RHM 
4LOC-3RFT 


10GLP 1-8MP 
4GLP1-4M] 
4GLP1-4F] X 
4GLP1-4F] X455 
4GLP1-4F} X90L 


12GL-12MP 
16GL-16MPX 
12GL-12F] X 
12GL-12F] X45S-021 
12GL-12F] X90S 
12GL-12FFORX 
12GL-12FFORX45S 
12GL-12FFORX90M 
12GL-12FL 
24GL-24FL22M-018 
12GL-12FL30M 
12GL-12FL45M 
12GL-12FL60M 
32GL-32FL67S 
12GL-12FL90M 
56GL-56F LCF 
56GL-56F LCF 45-054 
56GL-56F LCF 90-143 


6ACA-6MS 
6ACA-6MS 45 
6ACA-6MS 90 
6ACA-6F SX 
6ACA-6FSX-S 


6ACA-6FSX45 
6ACA-6FSX90 


PS Sy Ce 
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TYPE 


oe SAE 45° Flare Swivel - 90° Bent Tube - 

Stee 

Male SAE Flareless Assembly - Aluminum 

Male SAE Flareless Assembly - 90° Block - 
Aluminum 

Male Metric Flareless Assembly - Aluminum 

Female Flareless Nut- Aluminum 

Female Braze-On Stems - Aluminum 

Female Braze-On Stems - Steel 

Hose Length Extender - Aluminum 

Hose Length Extender - Steel 


Hose Length Extender - 90° Bent Tube - Aluminum 


Hose Length Extender - 180° Bent Tube - 
Aluminum 
Hose Length Extender - Tee - Aluminum 


Hose Length Extender with Sight Glass - Aluminum 


Hose Splicer with R12 Thread Service Port - 
Aluminum 

Hose Splicer with R134a Service Port - Aluminum 

Hose Splicer with R134a Service Port - Steel 

Male SAE Tube O-Ring Nut Swivel - Aluminum 

Male SAE Tube O-Ring Nut Swivel - Steel 

Male SAE Tube O-Ring Nut - 45° Bent Tube - 
Aluminum 


Male SAE Tube O-Ring Nut - 45° Bent Tube - Steel 


Male SAE Tube O-Ring Nut - 90° Bent Tube - 
Aluminum 


Male SAE Tube O-Ring Nut - 90° Bent Tube - Steel 


Male SAE Tube O-Ring Nut Swivel with R134a 

Service Port - Aluminum 

Male SAE Tube O-Ring Nut Swivel with R134a 
Service Port - 90° Bent Tube - Aluminum 

Female SAE Tube O-Ring Nut Swivel - Aluminum 

Female SAE Tube O-Ring Nut Swivel - Steel 

Female SAE Tube O-Ring Nut Swivel - 45° Bent 
Tube - Aluminum 

Female SAE Tube O-Ring Nut Swivel - 45° Bent 
Tube - Steel 

Female SAE Tube O-Ring Nut Swivel - 90° Bent 
Tube - Aluminum 

Female SAE Tube O-Ring Nut Swivel - 90° Bent 
Tube - Steel 

Female = Tube O-Ring Nut Swivel - 90° Block 
- Stee 

Female SAE Tube O-Ring Nut - 180° Bent Tube - 
Aluminum 

Female SAE Tube O-Ring Nut Swivel with R12 
Service Port - Aluminum 

Female SAE Tube O-Ring Nut Swivel with R12 
Service Port - 90° Bent Tube - Aluminum 

Female SAE Tube O-Ring Nut Swivel with R134a 
Service Port - Aluminum 

Female SAE Tube O-Ring Nut Swivel with R134a 
Service Port - Steel 

Female SAE Tube O-Ring Nut Swivel with R134a 
High Pressure Service Port - Aluminum 

Female SAE Tube O-Ring Nut Swivel with R134a 
Service Port - 90° Bent Tube - Aluminum 

Female SAE Tube O-Ring Nut Swivel with R134a 
Service Port - 90° Bent Tube - Steel 

Female SAE Tube Dual O-Ring Nut - Aluminum 

Female SAE Tube Dual O-Ring Nut- 45° Bent 
Tube - Aluminum 

Female SAE Tube Dual O-Ring Nut - 90° Bent 
Tube - Aluminum 

Female SAE Tube O-Ring Metric Nut Swivel - 
Aluminum 

Female SAE Tube O-Ring Metric Nut Swivel - 45° 
Bent Tube - Aluminum 

Female SAE Tube O-Ring Metric Nut Swivel - 90° 
Bent Tube - Aluminum 

Female SAE Tube Dual O-Ring Metric Nut - 
Aluminum 

Female SAE Tube Dual O-Ring Metric Nut- 45° 
Bent Tube - Aluminum 

Female SAE Tube Dual O-Ring Metric Nut - 90° 
Bent Tube - Aluminum 

Compressor Female SAE Tube O-Ring Nut 
Swivel - 90° Bent Tube - Steel 

Compressor Female SAE Tube O-Ring Nut 

Swivel - 90° Block - Steel 
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DESCRIPTION 
(EXAMPLE) 


6ACA-6FSX90-5 
6ACA-6MFA 


6ACA-6MFA90 
6ACA-8MMFA 
SACFFN 
6ACA-6F BO 
6ACA-6FBO-S 
6ACA-6HLE 
12ACA-10HLE-S 
6ACA-6HLE90 


6ACA-6HLE 180 
6ACA-6HLET 
6ACA-6HLESG 
6ACA-R12SP 
6ACA-R134SP 
6ACA-R1345P-S 
6ACA-6MTON 
6ACA-6MTON-S 


6ACA-6MTON45 
6ACA-6MTON45S 


6ACA-6MTON90 
6ACA-6MTON9I0S 


6ACA-6MTON134SP 
10ACA- 
10MTON134SP90 
6ACA-5FTON 
6ACA-6FTON-S 
6ACA-6FTON4S 
6ACA-6FTON45-S 
6ACA-5FTON90 
6ACA-6FTON90-S 
8ACA-8FTON9OBL-S 
6ACA-6F TON180 
6ACA-6FTONR125P 
6ACA- 
6FTONR12SP90 
6ACA-6F TON134SP 
6bACA- 
6FTON134SP-S 
10ACA- 
1OFTON134SPH 
6ACA- 
6FTON134SP90 
bACA- 
6FTON134SP90-S 
8ACA-8FTDON 
8ACA-8FTDON45 
8ACA-8F TDON90 
6ACA-16FTOMN 
6ACA-14FTOMN45 
6ACA-16FTOMN90 
8ACA-24F TDOMN 
8ACA-24FTDOMN45 
8ACA-24F TDOMN90 
6ACA-6CFTON90S 


8ACA- 
LOCFTON9OBL-S 





TYPE 


Compressor Female Tube O-Ring Nut with 134a 
Service Port - 90° Block - Steel 


Female Rotalok (Compressor Connection) with 
R134a Service Port - 90° Block - Aluminum 

Male Inverted O-Ring - Aluminum 

Male Inverted O-Ring - Steel 

Male Inverted O-Ring - 45° Bent Tube - Aluminum 

Male Inverted O-Ring - 90° Bent Tube - Aluminum 

Male Inverted O-Ring Bulkhead - Aluminum 

Male Inverted O-Ring Bulkhead - Steel 

Male Inverted O-Ring Bulkhead - 90° Bent Tube - 
Aluminum 

Male Inverted O-Ring with R134a Service Port - 
Aluminum 

Male Inverted O-Ring with R134a Service Port - 
90° Bent Tube - Aluminum 

Universal Tee O-Ring Splicer English Threads - 
Aluminum 

Female (Ford) Spring Lock Tee O-Ring Splicer - 
Aluminum 

Female (Ford) Spring Lock Liquid Line Splicer - 
Aluminum 

Male (Ford) Spring Lock - Aluminum 

Male (Ford) Spring Lock - 45° Bent Tube - 
Aluminum 

Male (Ford) Spring Lock - 90° Bent Tube - 
Aluminum 

Female (Ford) Spring Lock - Aluminum 

Female (Ford) Spring Lock - 45° Bent Tube - 
Aluminum 

Female (Ford) Spring Lock - 90° Bent Tube - 
Aluminum 

Inline Orifice Tube 

O-Rings for PolarSeal® Couplings 


PolarSeal Il Couplings 


PolarSeal® Il Couplings 

Weld On Hose End 

S plicer 

T Splicer 

Y Splicer 

Male Flareless Assembly 

Male Flareless Assembly - 90° Bent Tube 

Male O-Ring (MOR) with Switch or Service Port - 
90° Bent Tube 

Male O-Ring (MOR) 

Male O-Ring (MOR) - 45° Bent Tube 

Male O-Ring (MOR) - 90° Bent Tube 

Male O-Ring (MOR) - 180° Bent Tube 

Straight Female O-Ring (FOR) with Switch or 
Service Port 

Female O-Ring (FOR) with Switch or Service Port 
- 90° Bent Tube 

Straight Female O-Ring 

Female O-Ring (FOR) - 45° Bent Tube 

Female O-Ring (FOR) - 90° Bent Tube 

Metric Female O-Ring (FOR) 

Metric Female O-Ring (FOR) - 90° Bent Tube 

Male Insert O-Ring (MIO) 

Male Insert O-Ring (MIO) - 90° Bent Tube 

Male Insert O-Ring (MIO) Bulkhead 


DESCRIPTION 
(EXAMPLE) 


8ACA- 
10CFTON1345P 
90BL- 
S 


BACA-R134SP-RL 
6ACA-6MI0 
6ACA-6MI0-S 
6ACA-6M10 45 
6ACA-6MI0 90 
6ACA-6MIOBKHD 
6ACA-6MIOBKHD-S 


6ACA-6MIOBKHD90 
6ACA-6M10 1345S P 
6ACA-6M10 1345 P90 
6ACA-6TORSP 
6ACA-8FSLTORSP 


6ACA-8FSLSP 
6ACA-6MSL 


6ACA-6MSL45 


6ACA-6MSL90 
6ACA-6FSL 


6ACA-6FSL45 


6ACA-6FSL90 
lOT-BLACK 
6ACOR 


6ACC-6FBO 
6ACC-6HLE 
6ACC-6HLET 
8ACC-8HLEY 
6ACC-6MFA 
6ACC-6MFA90 
8ACC- 
8MTON90134SWPH 
6ACC-6MTON 
6ACC-6MTON45 
6ACC-6MTON90 
6ACC-6MTON180 


8ACC- 
8FTON134S5PH 
6ACC- 
8FTON1345PH90 
6ACC-6FTON 
6ACC-6FTON45 
6ACC-6FTON90 
8ACC-20FTOMN 
6ACC-18FTOMN90 
6ACC-6MI0 


6ACC-6MI0 90 
6ACC-6MIOBKHD 


Male Insert O-Ring (MIO) Bulkhead - 90° Bent Tube 6ACC-6MIOBKHD90 


S plicer with Switch or Service Port 

Metric Female O-Ring (FOR) with Switch or 
Service Port - 90° Bent Tube 

Metric Male Insert O-Ring (MIO) 

Clamp Assemblies 


C14 Couplings 
C14 Couplings 


6ACC-6HLE134SPH 
6ACC- 
10FTOMN90134SPH 
10ACC-20MIOM 
6CLAMP 


Male Pipe (NPTF - 30° Cone Seat) - Stainless Steel 4C14-2MP-SS 


Male Pipe (NPTF - 30° Cone Seat) - Brass 

Female | IC 37° Flare Swivel - Stainless Steel 

Female | IC 37° Flare Swivel - Brass 

con) IC 37° Flare Swivel - 45° Bent Tube - 
Stee 

Female | IC 37° Flare Swivel - 90° Bent Tube - 
Steel 

Dual Seat Female J IC 37°/SAE 45° Flare Swivel - 
Stainless Steel 


4C14-2MP-B 
6C14-6F} X-SS 
6C14-6F| X-B 
AC14-4F| X45 
4C14-4F| X90 


4C14-4F] SX-SS 
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K27 
K27 
K28 
K28 
K28 
K29 
K29 
K29 
K30 
K30 
K31 
K31 
K32 


K32 
K32 


K33 


K33 
K34 


K34 
K35 


K35 
K36 


TYPE 


Dual Seat Female | IC 37°/SAE 45° Flare Swivel - 
Brass 

Female SAE 45° Flare Swivel - Brass 

ee SAE 45° Flare Swivel - 45° Bent Tube - 
Stee 

Female SAE 45° Flare Swivel - 90° Bent Tube - 
Steel 

Air Brake Compression - Brass 

Straight Tube Assembly - Brass 

SAE Male Inverted Swivel - Steel 

SAE Male Inverted Swivel - 45° Bent Tube - Steel 

SAE Male Inverted Swivel - 90° Bent Tube - Steel 

Two-Bolt Flange Swivel - Brass (Steel Flange) - 
Laundry Flange 

Power Trim Assemblies - Steel 

C14 Assembly with Two Female Dual Seat] IC 


37°/SAE 45° Flare Swivel (F] SX) Couplings-S teel 


C14 Assembly with Two Air Brake Compression 
(ABC) Couplings - Steel 

C14 Assembly with Two Straight Tube Assembly 
(STA) Couplings - Steel 

C14 One Straight Tube Assembly (STA) and One 
Air Brake Compression (ABC) Couplings - Steel 


PCTS Thermoplastic Couplings 


PCTS Thermoplastic Couplings (One-Piece) 

Male Pipe (NP TF - 30° Cone Seat) 

Male Pipe Swivel (NPTF - Without 30° Cone Seat) 

Female | IC 37° Flare Swivel 

Female | IC 37° Flare Swivel - 90° Bent Tube 

Dual Seat Female | IC 37°/SAE 45° Flare Swivel - 
45° Bent Tube 


Field Attachable G1 & G2 Couplings 


Field Attachable Type T for G1 Hose (1 Wire) 
Male Pipe (NPTF - 30° Cone Seat) 

Male Pipe Swivel (NPTF - Without 30° Cone Seat) 
Male O-Ring Boss 

Male | IC 37° Flare 

Female | IC 37° Flare Swivel 

Female | IC 37° Flare Swivel - 45° Bent Tube 
Female | IC 37° Flare Swivel - 90° Bent Tube 


Field Attachable Type T for G2 Hose (2 Wire) 
Male Pipe (NPTF - 30° Cone Seat) 

Male Pipe Swivel (NPTF - Without 30° Cone Seat) 
Male O-Ring Boss 

Male | IC 37° Flare 

Female | IC 37° Flare Swivel 

Female | IC 37° Flare Swivel - 45° Bent Tube 
Female | IC 37° Flare Swivel - 90° Bent Tube 
Female Flat-Face O-Ring Swivel 

Female Flat-Face O-Ring Swivel - 45° Bent Tube 
Female Flat-Face O-Ring Swivel - 90° Bent Tube 


Field Attachable C5 & C5E Couplings 


DESCRIPTION 
(EXAMPLE) 


4C14-4F] SX-B 
6C 14-6FSX-B 


4C14-4FS X45 


4C14-4FS X90 
8C 14-8ABC-B 
10C14-8STA-B 
4C14-4M IX 
4C14-4M 1X45 
4C 14-4M 1X90 


12C14-12TBFLX 

PTA-45 

10C 14-10F} SX- 
10F} SX-18 

10C14-10ABC- 
10ABC-18 

10C14-10STA- 
LOSTA-18 

10C14-10STA- 
10ABC-18 


2PCTS-2MP 
2PCTS-2MPX 
2PCTS-3F] X 

3P CTS-4F] X905 


2PCTS-4F] SX 


4C1T-2RMP 
4C1T-ARMPX 
6C1T-6RMB 
6C1T-6RM| 
AC1T-ARF] X 
AC1T-ARF| X45 
AC 1T-4RF]} X90 


4C2AT-2RMP 
AC2AT-4RMPX 
6C2AT-6RMB 
6C2AT-6RM| 
AC2AT-4RE| X 
AC2AT-4RF] X45 
AC2AT-4RF] X90 
AC2AT-4RFFORX 
AC2AT-4RFFORX45S 
AC2AT-4RFFORX90S 


Field Attachable for C5C XH, C5C, C5D & C5M Hose 


Male Pipe (NPTF - 30° Cone Seat) - Steel 

Male Pipe (NPTF - 30° Cone Seat) - Brass 

Male J IC 37° Flare - Steel 

Female | IC 37° Flare Swivel - Steel 

Female | IC 37° Flare Swivel - Brass 

ee IC 37° Flare Swivel - 45° Bent Tube - 
Stee 

Female | IC 37° Flare Swivel - 90° Bent Tube - 
Steel 

Male SAE 45° Flare - Steel 

Male SAE 45° Flare Inverted Swivel - Steel 

Male SAE 45° Flare Inverted Swivel - 45° Bent 
Tube - Steel 

Male SAE 45° Flare Inverted Swivel - 90° Bent 
Tube - Steel 

Female SAE 45° Flare Swivel - Steel 

Female SAE 45° Flare Swivel - Brass 

a SAE 45° Flare Swivel - 45° Bent Tube - 
Stee 

oe SAE 45° Flare Swivel - 90° Bent Tube - 
Stee 

Dual ie Female | IC 37°/SAE 45° Flare Swivel - 
Stee 

Dual Seat Female | IC 37°/SAE 45° Flare Swivel - 
45° Bent Tube - Steel 
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4C5-2RMP 
5C5-4RMPB 
4C5-4RM| 
6C5-6RF| X 
6C5-6RF] XB 
6C5-6RF] X45 
6C5-6RF] X90 
4C5-4RMS 
4C5-4R MIX 
AC5-4RMIX45 
4C5-4RMIX90 
6C5-6RFSX 
6C5-6RFSXB 
6C5-6RFSX45 
6C5-6RFSX90 
4C5-4RF| SX 


4C5-4RF] SX45 
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TYPE 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel - 


90° Bent Tube - Steel 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel - 


Brass 
Male O-Ring Boss - Steel 
Female Flat-Face Swivel - Steel 
Female Flat-Face Swivel - 45° Bent Tube - Steel 
Female Flat-Face Swivel - 90° Bent Tube - Steel 
SAE Male Flareless Assembly - Steel 
Female Air Brake Swivel - Steel 
Parker Triple Thread Female Swivel - Steel 


Field Attachable for C5E Hose 

Male Pipe (NPTF - 30° Cone Seat) - Steel 

Female | IC 37° Flare Swivel - Steel 

Female | IC 37° Flare Swivel - 45° Bent Tube - 
Steel 

Female | IC 37° Flare Swivel - 90° Bent Tube - 
Steel 

Female SAE 45° Flare Swivel - Steel 

gs SAE 45° Flare Swivel - 45° Bent Tube - 
Stee 

Female SAE 45° Flare Swivel - 90° Bent Tube - 
Steel 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel - 


Steel 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel - 


45° Bent Tube - Steel 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel - 


90° Bent Tube - Steel 

Male SAE 45° Flare Inverted Swivel - Steel 

Male SAE 45° Flare Inverted Swivel - 45° Bent 
Tube - Steel 

Male SAE 45° Flare Inverted Swivel - 90° Bent 
Tube - Steel 

SAE Male Flareless Assembly - Steel 

Parker Triple Thread Female Swivel - Steel 

Special Flange - 90° - Engine Oil Connection 
(Code 61 2 Bolt) - Steel 


SureLok Air Brake Couplings 


SureLok™ Air Brake Couplings 

Air Brake Plugs 

Air Brake Cartridge 

Air Brake to Male Pipe 

Air Brake to Male Pipe - 45° 

Air Brake to Male Pipe - 90° 

Air Brake to Male Pipe - 90° with Port 

Air Brake to Male Pipe Swivel - 45° 

Air Brake to Male Pipe Swivel - 90° 

Air Brake Run Tee to Male Pipe 

Air Brake Branch Tee to Male Pipe 

Air Brake Branch Y to Male Pipe 

Air Brake Run Tee to Male Pipe Swivel 

Air Brake Branch Tee to Male Pipe Swivel 

Air Brake to Female Pipe 

Air Brake to Female Pipe - 90° 

Air Brake Branch Tee to Female Pipe with 
Mounting Hole 

Air Brake to Male Pipe to Female Pipe Split Run 
Tee - Block Style 

Air Brake to Male Pipe to Female Pipe Split Run 


Tee 

Air Brake Bulkhead Union 

Air Brake to Copper Tubing Industrial 
Compression Assembly Bulkhead 

Air Brake to Female Pipe Bulkhead 

Air Brake Union 

Air Brake Union - 90° 

Air Brake Union - Tee 

Air Brake Union - Tee with Mounting Hole 

6-Port Manifold 

Coiled Nylon Air Brake Tubing Assemblies 


Adapters 


SAE to SAE 

Male Pipe NPTF Plug 

Male Pipe NPTF to Male Pipe NPTF 

Male Pipe NPTF to Male Pipe NPTF - 90° 

Male Pipe NPTF to Female Pipe NPTF Reducer 
Bushing - Short 

Male Pipe NPTF to Female Pipe NPTF Increasing 
Bushing - Long 


VI 


DESCRIPTION 
(EXAMPLE) 


4C5-4R FJ SX90 


5C5-5RF] SXB 
4C5-4R MB 
4C5-4RFFORX 
4C5-4RFFORX45 
4C5-4RFFORX90 
4C5-4RMFA 
6C5-6R FABX 
16C5-16RF ZX 


AC5E-2RMP 
6C5E-6RF] X 


6C5E-6RF) X45 


6C5E-6RF} X90 
6C5E-6RFSX 


6C5E-6RFSX45 
6C5E-6RFSX90 
4AC5E-4RFJ SX 

4C5E-4RF] SX45 


AC5E-4RFJ SX90 
4AC5E-4R MIX 


6C5E-6RMIX45 


4C5E-4R MIX90 
4C5E-4RMFA 
16C5E-16RF ZX 


20C5E-20RFL90S 


2.5AB-PLUG 
3CARTRIDGE-AB 
2.5AB-1MP 
4AB-2MP45 
2.5AB-2MP 90 
6AB-4MP-2PT90 
4AB-2MPX45 
2.5AB-2MP X90 
2MP-4AB-4AB 
3AB-3AB-2MP 
6AB-6AB-6MP 90 
2MP X-4AB-4AB 
3AB-3AB-2MPX 
2.5AB-2FP 
3AB-2F P90 


6AB-6AB-4F P 
4MP-6AB-4FP 


6AB-6MP-4FP 
4AB-4AB-BKHD 


4AB-4MFA-BKHD 
4AB-2F P-BKHD 
2.5AB-2.5AB 
4AB-4AB90 
2AB-2AB-2AB 
6AB-6AB-8ABMH 
6AB-4MANIFOLD 
8CABHX12 


2MP-PLUG 
2MP-2MP 
2MP-2MP90 
4MP-2FPS 


2MP-4F PL 


P13 
P14 


P14 
P15 
P15 
P15 


P16 
P16 


P17 
P17 
P18 
P18 


P20 


TYPE 


Female Pipe NPTF to Male Pipe NPTF - 45° 

Male Pipe NPTF to Female Pipe NPTF - 90° 

Male Pipe NPTF to Female Pipe Swivel NPSM 

Male Pipe NPTF to Female Pipe Swivel NPSM - 
45° 

Male Pipe NPTF to Female Pipe Swivel NPSM - 
90° 


Female Pipe NPTF to Female Pipe NPTF 

Female Pipe NPTF to Female Pipe NPTF - 90° 

Female Pipe NPTF to Female Pipe Swivel NPSM 

Female Pipe NPTF to Female Pipe Swivel NPSM 
- 45° 

Female Pipe NPTF to Female Pipe Swivel NPSM 
- 90° 


Female Pipe NPTF - Tee 

Female Pipe NPTF on Run to Male Pipe NPTF - 
Tee 

Female Pipe Swivel NPSM - Tee 

Female Pipe Swivel NPSM on Run to Male Pipe 
NPTF - Tee 

Male O-Ring Boss Plug 

Male O-Ring Boss to Male Pipe NPTF 

Male O-Ring Boss to Female Pipe NPTF 

Male O-Ring Boss to Female Pipe Swivel NPSM 

Male O-Ring Boss to Female Pipe Swivel NPSM - 
45° 

Male O-Ring Boss to Female Pipe Swivel NPSM - 
90° 


Female O-Ring Boss to Male Pipe NPTF 

Male O-Ring Boss to Male J IC 37° Flare 

Male O-Ring Boss to Male J IC 37° Flare - 45° 

Male O-Ring Boss to Male | IC 37° Flare - 90° 

Male O-Ring Boss to Female J IC 37° Flare Swivel 

Male | IC 37° Flare on Run to Male O-Ring Boss - 
Tee 

Male O-Ring Boss to Male J IC 37° Flare to Male 
J IC 37° Flare - Tee 

Female JIC 37° Flare Cap 

Male | IC 37° Flare Plug 

Male | IC 37° Flare to Female Braze - On 

Male | IC 37° Flare to Male J IC 37° Flare 

Male | IC 37° Flare to Male | IC 37° Flare - 90° 

Male | IC 37° Flare to Female J IC 37° Flare 

Male | IC 37° Flare to Female J IC 37° Flare 
Swivel - 45° 

Male | IC 37° Flare to Female J IC 37° Flare 
Swivel - 90° 


Male | IC 37° Flare to Male J IC 37° Flare Bulkhead 


Male | IC 37° Flare to Male J IC 37° Flare 
Bulkhead - 45° 

Male | IC 37° Flare to Male J IC 37° Flare 
Bulkhead - 90° 

Male J IC 37° Flare Tee 

Male | IC 37° Flare on Run to Female J IC 37° 
Flare Swivel - Tee 

Male | IC 37° Flare on Run to Male J IC 37° Flare 
Bulkhead - Tee 

Male | IC 37° Flare to Male J IC 37° Flare 
Bulkhead to Male J IC 37° Flare - Tee 

Male | IC 37° Flare to Female J IC 37° Flare 
Swivel to Male | IC 37° Flare - Tee 

Male J IC 37° Flare to Male Pipe NPTF 

Male | IC 37° Flare to Male Pipe NPTF - 45° 

Male | IC 37° Flare to Male Pipe NPTF - 90° 

Male J IC 37° Flare to Female Pipe NPTF 

Male | IC 37° Flare to Female Pipe NPTF - 90° 

Female | IC 37° Flare Swivel to Male Pipe NPTF 

Female | IC 37° Flare Swivel to Male Pipe NPTF - 
90° 

Female | IC 37° Flare Swivel to Female Pipe NPTF 

Male J IC 37° Flare Bulkhead to Male Pipe NPTF 

Male J IC 37° Flare on Run to Male Pipe NPTF - 


Tee 

Female Flat-Face O-Ring Cap 

Male Flat-Face O-Ring Plug 

Male Flat-Face O-Ring to Male Flat-Face O-Ring 

Male Flat-Face O-Ring to Male Flat-Face O-Ring - 
90° 

Male Flat-F ace O-Ring to Female Flat-Face 
Swivel - 90° 

Male Flat-Face O-Ring Tee 
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DESCRIPTION 
(EXAMPLE) 


6FP-6MP 45 
2MP-2F P90 
2MP-2F PX 


2MP-2FPX45 


2MP-2FPX90 
2FP-2FP 
2FP-2F P90 
2FP-2FPX 


2FP-2FPX45 


2FP-2FPX90 
2FP-2FP-2FP 


2FP-2FP-2MP 
2FPX-2FPX-2F PX 


2FPX-2FPX-2MP 
2MB-PLUG 
8MB-8MP 
3MB-2FP 
4MB-2FPX 


4MB-2FPX45 


AMB-2FPX90 
AF B-2MP 
2MB-2M| 
AMB-4M] 45 
2MB-2M] 90 
6MB-6F| X 


4M) -4M) -4MB 


4MB-4M] -4M| 
2F| -CAP 

3M] -PLUG 
20M] -20F BO 
2M] -2M] 

2M} -2M] 90 
AM} -6F | 


AM) -4F} X45 


AM) -4F} X90 
3M] -3BKHD 


4M] -4BKHD45 


4M) -4BKHD90 
2M} -2MJ -2M] 


AM) -4M) -4F] X 
4M) -4MJ -4BKHD 
4M) -4BKHD-4M 


AM) -4F} X-4M] 
2M} -2MP 

2M} -2MP 45 
2M} -2MP.90 
2M] -2FP 

AM} -2FP90 
AF | X-2MP 


4F| X-2MP 90 
4F| X-2FP 
4M) BKHD-2MP 


3M] -3MJ -2MP 
4FFOR-CAP 
AMFFOR-PLUG 
AMFFOR-4MFFOR 


4MFFOR-4MFFOR90 
4MFFOR-4FFORX90 


4MFFOR-4MFFOR- 
4MFFOR 
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R10 


R11 
R11 


R12 
R12 
R13 
R13 
R14 


R15 


R15 
R16 
R17 
R18 
R19 
R20 


R20 


R21 
R22 
R22 
R23 
R23 
R24 
R25 


R25 


R26 
R27 


R27 


R28 
R28 


R29 
R30 
R30 


R31 
R31 
R33 
R34 
R35 
R36 
R36 


R37 
R37 
R38 
R38 
R39 
R39 
R40 
R40 
R41 


R41 





TYPE 


Male Flat-Face O-Ring on Run to Female Flat- 
Face Swivel - Tee 

Male Flat-Face O-Ring to Female Flat-F ace O- 
Ring to Male Flat-Face O-Ring - Tee 

Male Flat-Face O-Ring to Male Pipe NPTF 

Male Flat-Face O-Ring to Female J IC 37° Flare 
Swivel 

Male Flat-Face O-Ring to Male O-Ring Boss 

Male Flat-Face O-Ring to Male O-Ring Boss - 45° 

Male Flat-Face O-Ring to Male O-Ring Boss - 90° 

Male Flat-Face O-Ring to Male O-Ring Boss - 90° 
Long Drop 

Male Flat-Face O-Ring on Run to Male O-Ring 
Boss - Tee 

Male Flat-Face O-Ring to Male O-Ring Boss to 
Male Flat-Face O-Ring - Tee 

Female Flat-Face Swivel to Male J IC 37° Flare 


SAE to SAE - High Pressure 

Code 61 O-Ring Flange to Male J IC 37° Flare 

Code 61 O-Ring Flange to Male J IC 37° Flare - 
High Pressure 

Code 61 O-Ring Flange to Male J IC 37° Flare - 

Code 61 O-Ring Flange to Male J IC 37° Flare - 
45° - High Pressure 

Code 61 O-Ring Flange to Male J IC 37° Flare - 

Code 61 O-Ring Flange to Male J IC 37° Flare - 
90° - High Pressure 

Code 61 O-Ring Flange to Male Flat-Face O-Ring 
- High Pressure 

Code 61 O-Ring Flange to Male Flat-Face O-Ring 
45° - High Pressure 

Code 61 O-Ring Flange to Male Flat-Face O-Ring 
90° - High Pressure 

Code 62 O-Ring Flange Heavy to Male J IC 37° 
Flare - (6,000 psi) 

Code 62 O-Ring Flange Heavy to Male J IC 37° 
Flare 45° - (6,000 psi) 

Code 62 O-Ring Flange Heavy to Male J IC 37° 
Flare 90° - (6,000 psi) 

Code 62 O-Ring Flange Heavy to Male Flat-Face 
O-Ring - (6,000 psi) 

Code 62 O-Ring Flange Heavy to Male Flat-Face 
O-Ring 45° - (6,000 psi) 

Code 62 O-Ring Flange Heavy to Male Flat-Face 
O-Ring 90° - (6,000 psi) 


British to SAE 

British Male Standard Pipe Tapered Thread to 
Male | IC 37° Flare 

British Male Standard Pipe Tapered Thread to 
Male | IC 37° Flare - 45° 

British Male Standard Pipe Tapered Thread to 
Male J IC 37° Flare - 90° 

British Male Standard Pipe Parallel to Male Pipe 
NPTF 

British Male Standard Pipe Parallel to Female 
Pipe NPTF 

British Male Standard Pipe Parallel to Male J IC 
37° Flare 

British Male Standard Pipe Parallel to Male J IC 
37° Flare - 45° 

British Male Standard Pipe Parallel to Male J IC 
37° Flare - 90° 

British Male Standard Pipe Parallel to Female J IC 
37° Flare Swivel 

British Male Standard Pipe Parallel with O-Ring to 
Male | IC 37° Flare 

British Male Standard Pipe Parallel with O-Ring to 
Male J IC 37° Flare - 90° 

British Male Standard Pipe Parallel with O-Ring to 
Male Flat-Face O-Ring 

British Male Standard Pipe Parallel with O-Ring to 
Male Flat-Face O-Ring - Long 

British Male Standard Pipe Parallel with O-Ring to 
Male Flat-Face O-Ring - 45° 

British Male Standard Pipe Parallel with O-Ring to 
Male Flat-Face O-Ring - 90° 

Female British Standard Pipe Parallel to Male 
Pipe NPTF 

Female British Standard Pipe Parallel to Female 
Pipe NPTF 

Female British Standard Pipe Parallel to Male J IC 
37° Flare 


45° 


90° 


DESCRIPTION 
(EXAMPLE) 


4MFFOR-4MFFOR- 
4FFORX 
4MFFOR-4FFORX- 
4MFFOR 
4MFFOR-2MP 
4MFFOR-A4F] X 
4MFFOR-4MB 
4MFFOR-4MB45 
4MFFOR-4MB90 
4MFFOR-4MB90L 
4MFFOR-4MFFOR- 
4MB 
4MFFOR-4MB- 
4MFFOR 
4FFORX-4M] 


SFL-8M| 


12FL5K-12M]J 
8FL-8MJ 45 


12FL5K-12MJ 45 
8FL-8MJ 90 


12FL5K-12MJ 90 
12FL5K-12MFFOR 
12FL5K-12MFFOR45 
12FL5K-12MFFOR90 
12FLHO6OK-12M] 
12FLHO6K-12M] 45 
12FLH6K-12M] 90 
12FLH6K-12MFFOR 
12F LHOK- 
12MFFOR45 


12F LHOK- 
12MFFOR90 


2MBSPT-4MJ 
2MBSPT-4MJ 45 
2MBSPT-4M]J 90 
2MBSPP-2MP 
2MBSPP-2FP 
2MBSPP-4M] 
2MBSPP-4M] 45 
2MBSPP-4M] 90 
2MBSPP-4F] X 
2MBSPPOR-4M] 
6MBSPPOR-6MJ 90 
2MBSPPOR- 
4MFFOR 
6MBSPPOR- 
SMFFORL 
2MBSPPOR- 
4MFFOR45 
2MBSPPOR- 
4MFFOR90 
2FBSPP-2MP 
4FBSPP-4FP 


2FBSPP-4M] 
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R42 


R42 
R43 


R43 
R44 
R44 
R45 
R46 
R46 


R47 
R47 


R48 


R48 
R49 


R49 
R50 


R50 
R51 
R51 
R52 
R52 
R53 
R53 
R54 
R54 
R54 


R56 
R56 
R57 
R58 
R58 
R59 
R60 
R61 
R61 
R62 
R63 
R63 
R64 
R64 
R65 
R65 
R66 
R66 


TYPE 


Female British Standard Pipe Parallel Swivel to 
Male Pipe NPTF - 90° 

Female British Standard Pipe Parallel Swivel to 
Male J IC 37° Flare 

Female British Standard Pipe Parallel Swivel to 
Female J IC 37° Flare Swivel 

notes British Flat-Face O-Ring to Male J IC 37° 
Flare 


Metric Conversion 

Male Metric O-Ring Plug 

Male Metric with O-Ring to Female Pipe NPTF 
Male Metric with O-Ring to Male} IC 37° Flare 


Male Metric with O-Ring to Male | IC 37° Flare - 90° 


ie DIN 24° Cone - Light Series to Male J IC 37° 

Flare 

Female DIN 24° Cone Swivel - Light Series to 
Male J IC 37° Flare 

Male DIN 24° Cone - Heavy Series to Male J IC 
37° Flare 

Female DIN 24° Cone Swivel - Heavy Series to 
Male J IC 37° Flare 

Male Kobelco Plug 

Male Kobelco to Male J IC 37° Flare 


International to International 

British Bonded Seal 

Mee British Standard Pipe Parallel with O-Ring 
Plug 

Female British Standard Pipe Parallel Cap 

Male British Standard Pipe Tapered Thread Plug 

Male British Standard Pipe Parallel Plug 

Male British Standard Pipe Parallel to Female 
British Standard Pipe Parallel Swivel 

Metric Bonded Seal 

Male Metric Plug 

Male DIN 24° Cone - Light Series Plug 

Female DIN 24° Cone - Light Series Cap 

Male DIN 24° Cone - Heavy Series Plug 

Female DIN 24° Cone - Heavy Series Cap 


] apanese Conversion 

Female | apanese Industrial Standard Cap 

Male | apanese Industrial Standard Plug 

Female | apanese Industrial Standard to Male J IC 
37° Flare 

Female Komatsu Cap 

Male Komatsu Plug 

Female Komatsu to Male | IC 37° Flare 

Male Komatsu to Male Komatsu 

Male Komatsu to Male J IC 37° Flare 

Male Komatsu to Female Komatsu - 90° 

Male Komatsu to Female Komatsu to Male 
Komatsu - Tee 


Quick Disconnect Couplers 


G940 Series (Agriculture Standard-Ball Valve) 
Male Ball Valve to Female Pipe 

Male Ball Valve to Female O-Ring Boss 

Female Ball Valve To Female Pipe 

Female Ball Valve To Female O-Ring Boss 
O-Ring 


G940 and G941 Series (Agricultural) 
QD Plug/Cap Combination 

QD Dust Plug 

QD Dust Cap 


G941 Series (Agriculture Standard-Poppet Valve) 


Male Poppet Valve to Female Pipe 
Female Poppet Valve to Female Pipe 


G942 Series (J ohn Deere Old Style) 
Male Ball Valve to Female Pipe 

Male Ball Valve to Female O-Ring Boss 
Female Ball Valve to Female Pipe 


G943 Series (International Harvester Old Style) 
Male Tip - Ball Valve to Female Pipe 


G945 Series (Industrial ISO 7241-1 - Series B) 
Male Poppet Valve to Female Pipe 

Female Poppet Valve to Female Pipe 

Backup Ring 

O-Ring 

QD Plug/Cap Combination 
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DESCRIPTION 
(EXAMPLE) PAGE 
2FBSPPX-2MP90 R67 
2FBSPPX-4M| R67 
AF BSPPX-4F| X R68 
6F BFFOR-6M| R68 
12MMOR-PLUG R69 
10MM-2F P R69 
10MM-4M] R70 
10MM-4M] 90 R70 
6MDL-4M R71 
6F DLX-4M R72 
6MDH-4M| R72 
10F DHX-4M] R73 
22MKB-PLUG R73 
22MKB-12M]| R73 
2BBDS R74 
2MBSPOR-PLUG R74 
2FBSPP-CAP R75 
2MBSPT-PLUG R75 
2MBSPP-PLUG R76 
2MBSPP-2FBSPPX R76 
6MBDS R77 
8MM-PLUG R78 
6MDL-PLUG R78 
6F DL-CAP R79 
8MDH-PLUG R79 
8F DH-CAP R80 
AF} IS-CAP R81 
AMJ IS-PLUG R81 
AF | IS-4M) R81 
AFK-CAP R82 
AMK-PLUG R82 
AF K-4M| R83 
AMK-4MK R83 
AMK-4M] R83 
AMK-4FK90 R84 
AMK-4FK-4MK R84 
AMQBA-4FP Sl 
8MQBA-8FB Sl 
AF QBA-4FP Sl 
8F OBA-8FB 52 
4QDAOR 52 
4QDADP/C 53 
4QDADP 53 
40 DADC 53 
AMQPA-4FP S4 
AF QP A-4FP S4 
8MQBA| D-8FP $5 
8MQBA| D-8FB $5 
8F OBA] D-8FP 55 
8MQBAIHC-8FP S6 
AMQPI-4F P 58 
AF QPI-4FP 58 
4QDIBR 58 
AODIOR 59 
40 DIDP/C 59 


Vil 





TYPE 


G949 Series (Flush Face - HTMA) 

Male Flush Face Valve to Female O-Ring Boss 

Male Flush Face Valve to Female Pipe 

Female Flush Face Valve to Female O-Ring Boss 

Male Flush Face Valve to Female British Pipe 
Parallel 

Male Flush Face Valve to J IC 37° Flare Bulkhead 

Female Flush Face Valve to Female Pipe 

Female Flush Face to JIC 37° Flare Bulkhead 

Female Flush Face Valve to Female British Pipe 
Parallel 

Dust Plug/Cap Combination 

Dust Plug 

Dust Cap 


G950 Series (Flush Face - High Pressure) 
Male Flush Face Valve 

Female Flush Face Valve 

QD Plug/Cap Combination 

QD Dust Cap 

QD Dust Plug 


G951 Series (Wing Nut) 

Female (Brass) - Wing Nut (Cast Iron) 
Male (Brass) - Less Flange 

Dust Cap 

Dust Plug 


G952 Series (High Pressure Wing Nut) 
Male Acme Flat Threads to Female Pipe 
Female Wing Nut to Female Pipe 

Dust Cap 

Dust Plug 


G953 Series (Very High Pressure) 
Male Poppet Valve to Female Pipe 
Female Screw to Connect to Female Pipe 


G956 Series (Industrial ISO 7241 - Series A) 
Male Poppet Valve to Female Pipe 

Female Poppet Valve to Female Pipe 

O-Ring 

Backup Ring 

QD Dust Plug 

QD Dust Cap 

QD Plug/Cap Combination 


G959 Series (Agriculture QD Adapters) 

J ohn Deere Old Style to ISO Style 

ISO Style to J ohn Deere Old Style 

Int'l Harvester to |] ohn Deere Old Style 

Int'l Harvester Old Style to ISO Style 

ISO Style to Int'l Harvester Old Style 

ISO Style to J ohn Deere Old Style - (Double 
Shutoff) 

ISO Style to Int'l Harvester Old Style - (Double 
Shutoff) 


Live Swivel 

Male BSPP to Male BSPP 
Male J IC to Male J IC 

Male JIC to Female J IC/Boss 
JIC Seal Kit 


Male J IC to Female Pipe 
ORS Seal Kit 


ORS/BSPP Seal Kit 
Male ORFS to Female ORFS 
Male ORFS to Male ORFS 


Ball Valves 


Two Way Block Style 
Code 61 O-Ring Flange 
Code 62 O-Ring Flange 
Female O-Ring Boss 
Female Pipe NPTF 


Three Way Block Style 
Ball Valve Lock Out Kits 


Vill 


DESCRIPTION 
(EXAMPLE) 


4MQFF-4FB 
4MQFF-4FP 
4FQFF-4FB 


4MQFF-4FBPP 
8MQFF-1LOBKHD 
4FQFF-4FP 
SFQFF-10BKHD 


SFQFF-8FBPP 
4QDFFDP/C 
4QDFFDP 
4QDFFDC 


6MQFFH-4FP 
OFQFFH-4FP 
6QDFFHDP/C 
6QDFFHDC 
6QDFFHDP 


12FQW-12FP 
12MQW-12FP 
12QWDC 
12QWDP 


12MQWH-12FP 
12FQWH-12FP 
12QWHDC 
12QWHDP 


6MQFFVH-6FP 
6FQFFVH-6FP 


4MQP-4FP 
4FQP-4FP 
4QDOR 
4QDBR 
8QDDP 
8QDDC 
4QDDP/C 


8M] D-8FISO 
8MISO-8F] D 
8MIHC-8F] D 
8MIHC-8FISO 
8MISO-8FIHC 


8MISO-8F] DDSO 
8MISO-8FIHCDSO 


8BSPP-SBSPP-LX 

6M] -6MJ -LX 

8M] -8F| /FB-LX 

6) IC SWIVEL 
SEAL KIT 

8M] -8F P-LX 

120RS LIVE 
SWIVEL SEAL KIT 

8ORS/SBSPP LIVE 
SWVL SEAL KIT 

12MFFOR- 
12FFORX-LX 

8MFFOR-8MFFOR- 
LX 


SFL-8FLBV 
8FLH-8FLHBV 
4FB-4F BBV 
4FP-4FPBV 


1/4" THRU 1/2" BV 
LOCK OUT KIT 
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S10 
S10 
Sd 


Sl 
S11 
$12 
$12 


$12 
513 


$13 
$14 


a5 
515 
a1) 


516 


SL] 
af 
S17 
$18 


$19 
$19 


S20 


$21 
$21 


$22 
$22 
$22 
$23 


$23 
S23 


S24 
S24 
S24 
S24 
52) 
520 


S26 


Tl 
Tl 


T2 
T2 


T2 
T3 
T3 
T3 


TYPE 


Accessories 


Nylon Protective Sleeve 

LifeG uard® 3000, 4000 and 5000 

LifeG uard® Clamp Collars - Stainless Steel 
LifeG uard® Tools 


Clamp Collar for Nylon Sleeve and LifeG uard® 
Sleeve 
Nylon Protective Sleeve 


Hose Guards 

Plated Wire Spring Guards 

Plated Flat Armor Spring Guards 

Plastic Protective Coil Sleeves 

PolySleeve High Density Polyethylene Hose 
Wrap - Black 

PolySleeve High Density Polyethylene Hose 
Wrap - Yellow 

HeatGuard® Protective Sheathing 

HeatGuard® High-Temp Protective Sheathing 

HeatGuard® Tape 


Vinyl Bend Restrictor 
Vinyl Bend Restrictor - Red 
Vinyl Bend Restrictor - Black 


Flange Fittings 

Flange Half Sets (Code 61 - SAE J 518) 
Flange Half Sets (Code 62 - SAE | 518) 
Caterpillar-Style Flange Half Sets 
Code 61 Flange Cap 

Code 62 Flange Cap 


O-Rings 

O-Rings for Code 61, Code 62, and Caterpillar- 
Style Flange Fittings 

O-Rings for Straight Thread Boss Fittings 

O-Rings for Flat-F ace Fittings 

O-Rings for British Standard Parallel Pipe (BSPP 
Couplings) 

O-Rings for DIN Heavy Series (PC, PCM & PCS 
Couplings) 

O-Rings for DIN Light & Heavy Series 
(MegaCrimp® and GlobalS piral” Couplings) 


Tube Nuts and Sleeves 
Tube Sleeve Nut 

Tube Sleeve 

Female Flareless Nut 

Female Flareless Sleeve 
Locknuts for Bulkhead Fittings 
Metric Bite Nut 

Metric Bite Sleeve 


Diagnostic 
Diagnostic Equipment 


Sdulpment and Parts 
MobileCrimp® 4-20 Crimper 


MobileCrimp® 4-20 Pumps 

MobileCrimp® 4-20 Dies 

MobileCrimp® 4-20 Parts 

MobileCrimp® 4-20 Positive Stop Spacers 
Power Crimp® 707 Crimper 

Power Crimp® 707 Pump 

Power Crimp® 707 Dies 

Power Crimp® 707 Parts 


SC32° Crimper 


SC32” Pumps 

SC32” Dies 

$C32” Parts 

GC ®32TSi Crimper and Stand 
GC°32 Dies 
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DESCRIPTION 
(EXAMPLE) 


14LG3K 

6SC-4-SS 

LIFE GUARD 
GUIDE TABLE 


4SC1 
HG-10 


35/64" RSG-25FT 

35/64" FSG-25FT 

1/4" CS1151-100FT 

6PSB POLY 
SLEEVE 

6PSY POLY 
SLEEVE 

HTG-4 

24-HTGH 

HTG 3-INCH WIDE 
HEATGUARD 
TAPE 


HBR1097 
HBR1050 


8CFHS 
8FHHS 
12CATFHS 
12FL-CAP 
12FLH-CAP 


8 FLANGE O-RING 
3 0-RING 
40-RING FF 


40-RING FBSPP 


8 O-RING DIN H 
15/16 O-RING DIN 
L/H 


2TSN 
3TS 
4FFN 
4FFS 
SLN 
6MNH 
6BS 


RFID BAND TAG - 
ORANGE 


MC4-20 POSITIVE 
STOP CRIMPER 
SHOP AIR PUMP 
DIE SET MCC3 
8' Hose Assy MC4-20 
B1 SPACER PS 
PC707ND NO DIES 
115V/1HP/60 CYCLE 
DIE SET 720 
PC703 TO PC707 
CONV KIT 
$C32 
CRIMPER/PUMP 
220V 
S$C32 REPL PUMP 
ASSY 2HP/220 
$C32-310 DBL 
ANGLE DIE SET 
$C32 LG DIE SET 
ADAPTER 
GC32-XD STAND 
DIE SET 32-3234 
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V1 
V1 


V1 


V2 
V3 


V4 
V5 
V6 
V6 
V8 


V8 


V9 
V9 


V10 
V10 
Vil 
V11 
V12 


V13 
V13 
V14 
V14 
V15 


V15 


V16 
V16 
V17 
Vly 
V17 
V18 
V18 


V20 


W6 
W7 
W7 
W7 
W8 





TYPE 
GC°32 Parts 


Gates GC®96TS Crimper 
Gates GC °96 Dies 
Gates GC®96TS Crimper Parts 


OmniCrimp 21 Dies 

OmniCrimp 21 Parts 

Power Crimp® 3000B Pumps 

Power Crimp® 30008 Parts 

PolarSeal® Hose Portable Crimper 2 
PolarSeal® Hose Portable Crimper Parts 


PolarSeal® Il Hose Pliers 
Vertical Hydraulic Hose Cabinet 


Hydraulic Hose Reel Rack 
Hydraulic Coupling Cabinet 


Two-Drawer Coupling Cabinet 

Work Bench 

Hydraulic Coupling Bin and Boxes 

Hydraulic Coupling Cabinet P arts 

Frosted Air Brake Labels 

Gates Power Cutter 208 

Gates Hose Cutter Model 1.5" 2 Wire Shop Saw 
Gates Hose Cutter Model 2" 6 Wire Shop Saw 
Gates Hose Cutter Model 4-16 

Gates Hose Cutter Replacement Blades 

Hand Skiving Tools 

Hand Skiving Mandrels 

Hand-Held Hose Cutter 


Blade for Skil Saw 
Small Nylon Tubing Cutter & Replacement Blades 


Power Crimp® 707 Swager Kit and Parts 
PCTS Swager Pusher and Dies 


Gates HS-1 Hand Swager 
Power Mate 25 Machine and Stand 


Lock-On Tool 
Lock-On Parts 


Hand-Operated Hose Perforator Tool 

C14 Hose Cutting Shear - Recommended for 
PTFE Hose 

C14 Hose Insertion Die Holder - For use with 
Hose Insertion Dies 

C14 Insertion Dies 


C14 Hose Expanders 
C14 Swager Dies 


C14 Swager Pushers 
MegaCrimp® Coupling Insertion Tool 


MegaClean’ Hose Nozzles 
MegaClean Launcher Kits 


MegaClean” Launcher Parts 
Rebuilt Equipment 
Finn Power Equipment Die Sets 


Uniflex Equipment Die Sets 
MegaClean Foam Projectile 


DESCRIPTION 

(EXAMPLE) 

6M4K-6F] X- 
6F] X45-18.7 

GC96TS 

GC96-87 DIE SET 

TABLET 
CONTROL BOX 
ASSY GC96TS 

DIE SET (OM34) 

OPTICAL ENCODER 

PUMP 440V/3HP/3 
PHASE 

HOSE ASSY FOR 
30008 

POLARSEAL 
CRIMPER 2 

DIE GUIDE BLOCK 

ACC-PSII PLIERS NJ 

VERTICAL HOSE 
CABINET 

HOSE REEL RACK 

REPLACEMENT 
SLIDES FOR 
COUPLING 
CABINETS 

2 DRAWER CPLG 
CAB 

HYDRAULIC 
WORKBENCH 

24 BIN CPLG. 
CABINET 

INTL ID KIT W/PKT 
KIT 

FROSTED AB 
LABELS 

#208 HOSE CUTTER 

1.5 INCH SHOP SAW 

2 INCH SHOP SAW 

4-16 PORTABLE 
SAW 

4-16 SAW BLADE 6" 

HAND SKIVER KIT 

MANDREL 3/16" 

HAND HOSE 
CUTTER 

8" BLADE SKIL SAW 

BLADES FOR 
HOSE CUTTER 

PC707 SWAGER KIT 

G 302 1/8" 
SWAGER DIE 

HS-1 HAND 
SWAGER 

PM 25 REUSE. 
MACH 

LOCK-ON TOOL 

CLAMP CAM LOC- 
ON 

1 1/4" HOSE PERF 

CUTTING SHEAR 
FOR C14 

INSERTION DIE 
HOLDER 

HD-4C14 
INSERTION DIE 

HE-4C14 EXPANDER 

SD-4C14 SWAGER 
DIE 

P-C14-12TUBE 
PUSHER 

MEGACRIMP 
INSERTION TOOL 

MC-GH04 

MegaClean Starter 
Kit- K40-64 

MegaClean L-32 
Hand Launcher 

PC707ND NO 
DIES REF 

FP31 DIE SET 

UNIFLEX 21 DIE SET 

MC-HAPB-04-1 
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W14 
W14 
W15 


W16 
W17 


W17 
W18 
W18 
W18 
W18 
W19 
W19 
W20 
W20 
W21 
W21 
W21 
W21 


W22 
W22 


W23 
W23 


W23 
W25 


W25 
W26 


W26 
W26 


W27 
W27 


W27 
W28 


W28 
W29 


W30 
W30 


W31 
W31 
W32 
W32 


W33 
W34 
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Avoid injury to yourself and others by following 
these important hose assembly steps 


WARNING A 


Never underestimate the power 
of a blown hydraulic assembly. 


Serious injury, death and destruction of property can result 
from rupture or blow-apart of a hydraulic hose assembly that is: 


= Damaged or worn out m= Assembled or installed incorrectly = Wrong for application 





1. Receive hands-on training with Gates 
recommended equipment. 


2. Follow current Gates operating manuals 
and crimp data. 


3. Use only new (unused) Gates 
recommended hose and couplings 
with Gates crimpers. 


4, Wear safety glasses. 


Select and Install Assemblies 
With Care 


1. Select proper hose assemblies for the 
application. Many factors and conditions 
affecting the inside and outside diameter 
of the hose must be taken into account. 


2. Hose assembly routing must not 
create an injury hazard or damage hose. 
Refer to the standards, regulations and 
directories that apply in the countries 
where the equipment is sold and used. 


3. Select hydraulic components so that the 
application's temperature, pressure and 
bend radius do not exceed recommended 
component limits. 


4. Hose must not be stretched, kinked, 
crushed or twisted during installation or 
use. Hose must not be bent to less than 
the minimum bend radius. 


5. Use only thermoplastic hose for non- 
conductive applications. 
For instance: cherry pickers. All other 
Gates hoses are electrically conductive. 


6. DO NOT use standard hydraulic hose to 
convey gases or steam over 500 PSI. Use 
only products rated for this service. 


7. DO NOT use hydraulic hose in place of 
permanent piping. 

Follow Good 

Maintenance Practices 

1. Establish a program of inspection, testing 


and replacement of hose assemblies 
from factors including: 


@ Severity of application. 
m Frequency of equipment use. 


m Past performance of hose 
assemblies 


2. Only properly trained persons should 
inspect, test or service hose assemblies. 
Update training periodically. 


3. Document maintenance, inspections and 
testing. 


4, AVOID FLUID INJECTION INJURIES 


m Fluid under pressure 
Can Cause serious 
injury. It can be almost 
invisible escaping from 
a pinhole, and it can pierce the skin 
into the body. 


m™ Do not touch a pressurized hydraulic 
hose assembly or attempt to find a 
hydraulic system leak with any part of 
your body. 


@ If fluid punctures the skin, even if 
no pain is felt, a serious emergency 
exists. Obtain medical assistance 
immediately. Failure to do so can result 
in loss of the injured body part or death. 


co 





5. Stay out of hazardous areas while 
testing hose assemblies under pressure. 
Use proper safety protection. 


OTHER SAFETY INFORMATION 


Many factors affect the 
selection, making, installation 
and maintenance of hose 
assemblies. This catalog, 
Gates Corporation, the 


hydraulic equipment maker 
and the Society of Automotive 
Engineers Recommended 
Practice SAE J1273, have 
useful information about 
selecting, making, installing 
and servicing hydraulic 


hose assemblies. For further 
information, please contact your 
local Gates representative or 
call Gates Corporation. 


Gates recommends hose and 
coupling combinations in this 
catalog only after completing 
extensive testing. 


Evaluation of a hose and 
coupling combination requires 
considerable impulse testing 


visit our website at 





LIMITED WARRANTY 


www.gates.com/ecrimp. 


and cannot be determined 

by a simple burst or pressure 
hold test. Gates disclaims all 
liability for any hose assembly 
made in violation of Gates 
recommendations, procedures 
and current crimp data. 

Crimp data is updated on 
average every year. For the 
most up-to-date crimp data, 


of rchas 
rre ment of 
the product at the option 
of Gates. In no event shall 
Gates be liable 

for any incidental or 
consequential damages 
whatsoever. 


Gates Products are warranted to be free from defects in material and workmanship, and Gates will, at its option, replace or repair any Products proved 
defective in material or workmanship. This is the sole remedy for breach of warranty. ALL OTHER WARRANTIES, EXPRESS OR IMPLIED, INCLUDING, 
BUT NOT LIMITED TO, WARRANTIES OF MERCHANTABILITY AND FITNESS FOR A PARTICULAR PURPOSE, HEREBY ARE EXPRESSLY DISCLAIMED. 
LIABILITY FOR CONSEQUENTIAL, INCIDENTAL, SPECIAL, EXEMPLARY AND INDIRECT DAMAGES, INCLUDING, BUT NOT LIMITED TO, LOST PROFITS, 
HEREBY IS EXPRESSLY EXCLUDED, REGARDLESS OF WHETHER SUCH DAMAGES WERE REASONABLY FORESEEABLE, OR WHETHER GATES HAD 
KNOWLEDGE THAT THEY COULD OCCUR. This Limited Warranty shall be void to the extent that any of the following, as determined by Gates, occurs: 
(a) improper installation of the Products, including any unauthorized installation of Products into vehicles; (b) improper usage or maintenance of the Products; 
(c) induction of defect by other products; (d) mishandling of the Products or other abuse; (e) improper matching with other applications; (f) collision, engine 
overheating or oil starvation, or product misapplication or contamination, including, but not limited to, contamination with oil or antifreeze; (g) the Products 
are used for racing or competition; (h) any use not recommended in writing by Gates; or (i) any failure to follow use instructions. 
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WHAT'S NEW 
iLok” Coupling 


iLok is the global hydraulic industry’s first hand-torqued 5000 

osi hydraulic hose connector. While primarily used in the mining 
industry, there are other hydraulic applications for which iLok is the 
perfect solution. The iLok coupling is simple to understand and use, 
easy to connect and disconnect by hand, withstands high impulse 
applications, has a secure, visible locking system and a low profile 
to fit in tight quarters. Refer to the 2015 Gates Mining Catalog for 
product information. 





C5CXH XTreme’ Heat Hose 


Gates C5CXH is a flexible hose for high temperature (800°F) 
applications. Today, engines contain more power in a smaller 
space, increasing operating temperatures. COCXH is a medium- 
pressure multi-purpose hose used for hot oil line or air brake 
applications. It is also compatible with marine applications, off-road 
construction and agricultural vehicles offered with field attachable 
and crimp-on couplings. 


GC°32TSi* Crimper 


The GC82TSi crimper is a revolutionary way to crimp Gates hose 
and couplings. This new smart, precision crimper includes all the 
necessary tools and information onboard to crimp factory-quality 
hose assemblies. The easy-to-use Android™ touch screen ensures 
a perfect crimp every time. Simply touch the icons for the hose and 
couplings you are assembling and the machine will list the proper 
dies to use as well as the correct crimping specs using Gates 
eCrimo™ data. 


MeT° XtraTuff" Dual-Line Hose 


Using two joined hoses is costly and cumbersome, adding 
unnecessary material and labor expense as well as extra bulk that 
can be problematic when routing. In this new construction, two 
M2T rubber hoses share a common Xtra luff cover, requiring no 
adhesives or mechanical bonds for a cost effective and efficient 
solution. 


TuffCoat™ XTreme” Plating 


Hydraulic couplings need plating to prevent deterioration of the 
metal. Developed by Gates metallurgical engineers, TCX plating is 
hexavalent chromate-free. Plating thickness is carefully controlled to 
prevent damage during crimping that could expose the base metal 
to corrosion. Uniform plating thickness also ensures a leak-free fit 
between coupling connections. TCX offers 840 hours of red rust 
corrosion resistance based on ASTM B117 salt spray testing — 
1066% greater than the 72-hour SAE standard and 1033% greater 
than the 96-hour industry standard. 
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Stainless Steel Couplings 


Gates stainless steel couplings are ideal for use in corrosive 
conditions such as salt spray in marine operations, Caustic 
chemicals in agricultural applications, frequent wash downs in 
food and beverage processing and other harsh environments. 
Stainless steel couplings last longer than standard couplings so 
you can avoid replacing an entire assembly before the hose itself 
needs replacement. These longer maintenance intervals mean more 
value for your dollar. Offerings include: JIC straight, JIC bent tube, 
SAE straight, SAE bent tube, Code 61 flange, Code 62 flange, 
Male pipe, O-ring face seal and more to come, including DIN 
terminations. Gates Stainless Steel stems are available in the “B” 
series for braided hose or the “S” series for spiral-wire. 





32EFG6K and 32GSM Hose 
and Coupling System 


Gates introduces the world’s first one-piece, no-skive, 6000 psi -32 
hose and coupling system. This hose and coupling are designed 

for extremely high pressure, high impulse applications on today’s 
newest mobile equipment platforms, reducing the risk of blow-offs 
or leaks. The 32GSM is qualified for use on all Gates 2”, six-spiral 
hoses optimizing coupling inventories. 


-40 and -48 MegaSys” Spiral Hose 


MegaSys® 40EFG5K and 48EFG4K hydraulic hoses are made for 
large diameter high-pressure and high-impulse applications. Made 
of enviro-friendly fluid compatible rubber, these hoses are made 
with six alternating layers of spiraled high-tensile steel wire and are 
purchased as finished assemblies from Gates. 


Low Temp Wire-Braid 
and Spiral-Wire Hose 


Gates PolarFlex® low temperature hoses are designed for frigid PPS” 
environments. Ordinary hose covers and tubes stiffen and crack 
when flexed in the bitter cold. Gates low temperature hoses are 
tough enough to resist abrasion while remaining flexible enough to 
bend with the movement of the machine. 


sk PolarFlex® 


Vl 


MeT° Hose 


With three new sizes (-20, -24 and -32), M2T hose is better than 
ever, with a tighter bend radius and lighter weight than G2 hose. It 
also has a lower force-to-bend ratio allowing easy routing in spaces 
that are too tight for standard SAE 100R2 hose. The layline got an 
update as well and now sports the SAE 100R2 designation. 
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MegaSys~ Constant Pressure Hoses 


The MegaSys® line consists of constant pressure spiral-wire and wire-braid hoses that can be bent up to one-third SAE 
specifications. Combined with innovative couplings specifically designed to crimp on these hoses, leak-free performance is 
guaranteed up to maximum working pressures as high as 8,000 psi. 





MegaSys Benefits 

e Simplifies hose selection with constant pressure ratings e Lowers inventory requirements 

e Bends up to one-third SAE bend radius specifications e Extends life in bending, flexing applications 

e Saves overall hose assembly length e Available with abrasion-resistant XtraTuff™ or MegaTuff® 
covers 


e Facilitates easier routing in tight applications 


e Requires fewer bent tube fittings e Reduces costs by as much as 64 percent 


e Eases installation with higher flexibility 


MegaSys Hoses Bend — And Bend Some More 


100R17 20” Hose 


M3K 14” Hose 





Up to One-Third SAE Bend Radius Specification 


lllustration of 16M3K hose flexibility and reduced hose length requirements 
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MegaSys~ Wire-Braid 


Constant Pressure Hoses Megasys 
M3K, M4K, M5K and M6K Hoses Hose Pressure 


e Each hose features a constant working pressure Color Key 
e Iwo braids of high-tensile steel wire 


(one braid in M8K -8, -4, -5, -6 and -8 sizes) 
e Nitrile tube for use with biodegradable hydraulic fluids 3000 psi WR) CCR 
e Tested to industry-leading 600,000 cycles 


e Temperature range -40°F to +212°F (-40°C to +100°C) 


e Available with abrasion-resistant XtraTuff" or MegaTuff® covers sneas 
Si 
e “H” Versions -40°F to +250°F ' 


e “L” Versions -70°F to +212°F 


MegaSys” Spiral-Wire 5000 psi Maid aguas 


Constant Pressure Hoses 


EFG3K, EFG4K, EFG5K, EFG6K and G8K Hoses 
e Each hose features a constant working pressure 6000 psi 


e Four alternating layers (Six in some larger sizes) of spiraled, 
high tensile steel 


e Nitrile tube for use with biodegradable hydraulic fluids 
(Chlorprene for G8k) 8000 psi 


e Tested to industry-leading 1,000,000 impulse cycles 

e Temperature range -40°F to +250°F (-40°C to +121°C) 
e Available with abrasion-resistant MegaTuff® cover 

e “L” Versions -70°F to +212°F 





MegaSys’ Hose Layline System 


These laylines are used exclusively on MegasSys hoses. Distinctive design and pressure color coding 
makes Megasys hoses easy to identify in stock or in service. 


EFGSK MegaSpiral © ae i 





7) : 


Field 1 Field 2 Field 3 Field 4 Field 5 Field 6 Field 7 Field 8 
Gates MegaSys® — Hose Registered Coupling Icon size/Pressure Industry MSHA 
Logo Description Product G = MegaCrimp® specifications Approval 

3,000 psi = Blue Family Name GS = GlobalSpiral™ 

4,000 psi = Purple GSP = GlobalSpiral™ Plus™ 

9,000 psi = Red 

6,000 psi = Orange 

8,000 psi = Gold 
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MegaSys~ Size/Pressure Matrix 


Gates revolutionized hose selection with the introduction of MegaSys hoses. Use the charts below for easy hose selection. 
Just find the required pressure and the chart will show you which hose meets that pressure in the applicable size. 


SAE Specifications (Chart colors do not correspond to MegaSys hose color key system) 


1.D. -4 -5 -6 -8 -10 -12 -16 -20 -24 -32 

3000 psi M3K* M3K* M3K* Wal Wal Wal Wal EFG3K EFG3K EFG3K 

4000 psi tA WC all M4K**/EFG4K Spr ra EFG4K M4K**/EFG4K M4K**/EFG4K EFG4K EFG4K 

5000 psi rea EFGSK EFGSK EFGSK Salta) 4 Sai tta) 4 Sj tte) 4 

6000 psi Wied 4 atte) 4 EFG6K EFG6K EFG6K EFG6K EFG6K EFG6K EFG6K 
tt 

8000 psi G8K G8K 


Ns Exceeds SAE 100R1 Nyy Exceeds SAE 100R12 8 *M3K Exceeds SAE 100R17 
Wms Exceeds SAE 100R2 lms Exceeds SAE 100R13. = **M4K _—_sExceeds SAE 100R19 
Ms Exceeds SAE 100R15 


European Norm (EN) Specifications (Chart colors do not correspond to MegaSys hose color key system) 












1.D. 04 05 06 08 10 12 16 20 24 32 
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Megasys Constant Pressure Hose and ISO 18752 


The progression of the Gates MegaSys products spans over three decades, beginning in the 1980's with the innovative 
SAE half-bend radius MegaFlex® products M2T® and M1T (now MS8k). Gates MegaSys evolved to Constant Pressure 
specifications and was the forerunner that drove SAE, EN and ISO to follow the Gates engineering lead. 


ISO Standard 18752 released in 2006, differs from SAE J517 that reflects the design practices of users who construct 
hydraulic systems based on performance and pressure requirements. 


ISO 18752 Is the International Standard specifying requirements for nine classes, four grades and seven types of wire- or 
textile-reinforced hydraulic hoses and hose assemblies of nominal sizes. Each class has a single maximum working pressure 
for all sizes. 


Hoses are classified according to their resistance to impulse into four grades: A, B, C and D. Each grade is classified by 
outside diameter into standard types (AS, BS and CS) and compact types (AC, BC, CC and DC) 


The MegasSys products exceed the SAE and EN specifications and are aligned and exceed the performance matrix 
requirements of ISO 18752. 


a | ee 18752 ISOA 18752 ISO B 18752 ISO C 18752 ISO D 
3000 PSI M3KH EFG3K 


4000 PS! M4KH EFG4K 
5000 PS! EFGSK EFGSK 
6000 PS! EFG6K EFG6K" 


*12 only, other sizes under qualification 
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Robust, Leak-Free, Corrosion-Resistant Couplings 


Most hose failures, such as blow-offs or leaks, occur at the coupling. Gates couplings are designed for 
Gates wire braid and spiral wire hoses to form a robust, leak-free, and corrosion-resistant connection that 
can stand up to rigorous conditions. 


: ™ s an 
MegaCrimp Couplings @ 
Gates MegaCrimp couplings are designed for use with Gates wire braid hydraulic hoses to create a robust, 


leak-free assembly. The pre-assembled coupling is designed with a patented “C” insert attached to the 
ferrule. This design ensures that crimping forces are evenly distributed to form a concentric, leak-free seal. 


One MegaCrimp coupling size can accommodate various one- and two-wire braid hydraulic hoses of 
different constructions and wall thicknesses, simplifying inventory requirements, helping to reduce costs and 
simplifying coupling selection. 


Key Features 
M Robust “bite the wire” crimp 
Low profile 
Full-stem insertion 
Full-length crimp 
Tested to industry-leading 600,000 impulse cycles 
Simplifies inventory management 


Environmentally-friendly TuffCoat™ plating for 5x better corrosion resistance than SAE standard 





MegaCrimp couplings have an optimum insertion 
force — not too tight, not too loose — so you can 
feel them "hit bottom" when inserted. 





During crimping, only the MegaCrimp 
coupling's outside shell takes on the shape 
of the dies. The "C" insert starts round, stays 
round - like the hose. 


Once inserted, MegaCrimp couplings 
stay put. They don't fall out. 
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GlobalSpiral™ Couplings ‘ 


Engineered for extreme high-pressure, high-impulse 
spiral wire hose, Gates GlobalSpiral couplings feature 
a “bite-the-wire” crimp for improved coupling retention. 
They can be used with Gates four- and six-spiral wire 


hoses up to 8,000 psi. 


The couplings are available in over 80 thread 
configurations, including SAE, DIN, BSP, Komatsu, 
and JIS. They have been tested to industry-leading 
1,000,000 impulse cycles at 250°F (121°C). 


Features 
No skive 


Tested to 1,000,000 impulse cycles 

Coupling to 6,000 psi working pressure in all sizes* 
Over 75-plus thread/flange configurations 
TuffCoat® plating 

"Bite-the-wire" crimp 

Premium steel 

+250°F temperature capability 

Machined full-back FUX and FFORX nuts 


Meets worldwide DIN, EN, SAE, ISO and 
Gates EFG6K standards and requirements 


One stem used for all spiral hoses 


Two-piece design 


“Except as noted in coupling tables 
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The no-skive coupling... one stem is all you need 


Robust swivel joint allows for maximum torque 





Strong Full- Torque Nut™ design—up to 
24,000 psi burst pressure (-20 size EFG6K) 
with improved torque resistance 


Benefits 
Fast, tailor-made assemblies. Eliminates skiving equipment, odor and dust. 


Extended coupling life. 

Easy-to-manage inventory. Fewer SKUs. 

Application coverage. 

More than five times better corrosion resistance than SAE ASTMB117 specification. 
Improved coupling retention. 

Maximum strength. 

Full performance at high temperatures. Longer coupling life. 

4:1 burst performance up to 24,000 psi. Improved torque/sealing capability. 


World-class performance. 


Less inventory. Easier to use. 


Reduced inventory by 30% because only one stem is required for all spiral wire hose types. 


Full-Torque Nut” Technology 


One of the most common causes of hydraulic leaks is 


Over-Torque Protection 


a cracked coupling nut or seat due to over-torquing. 


Gates has engineered a solution — Full- Torque Nut 
technology which is standard on all MegaCrimp® and 


GlobalSpiral™ couplings. 


Full- Torque Nut couplings are stronger and more 
durable than traditional staked-nut fittings. A large 
holding shoulder evenly distributes stress forces at the 
nut for higher resistance against cracking, even when 
inadvertently over-torqued. Increase equipment uptime 


Robust swivel joint allows for maximum torque 





Up to 24,000 psi burst pressure (-16 size EFG6kK) 


by eliminating damaged couplings and leaks from too 


much torque. 


A8 


Staked-nut provides less burst pressure protection \ 






Swivel joint sensitive to over-torquing 
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iLok Coupling 

Gates iLok coupling is designed to realize dramatic reductions in downtime when moving and re-assembling 
equipment. Compared to a staple-lock coupling, it’s simpler, safer, and faster. 


A Coupling So Simple It’s Revolutionary 


Simple to understand and use 

Easy to connect and disconnect by hand 

Withstands high impulse applications 

Uses a secure, visible locking system 

Releases residual pressure away from workers during disconnection 
Compact, to fit in tight quarters 


Smooth, to prevent abrasion against adjoining hoses 





Gates iLok coupling Coarse, flattened Seal-pack is inside Holes in iLok nut Slots in iLok nut Gates TuffCoat® iLok coupling can 
is more compact threads resist seizing the female fitting, less match grooves in accommodate Xtreme™ plating be hand-tightened 
than standard staple- caused by debris and prone to damage. female end when fully spanner wrench if protects against and loosened for 
lock coupling. corrosion. tightened, allowing needed to loosen corrosion 1,000 speedy assembly and 
passage of a cable fitting. percent better than removal. 
to prevent nut from the 72-hour SAE 
backing off. standard. 
Specifications 
mM Rated at 6,000 psi (-4, -6, -8,-12, -16, -20, -24, -32, -40 sizes) & 5,000 psi (-48 size) for mining applications. 
mM Rated at 5,000 psi (-4, -6, -8,-12, -16, -20, -24, -32, -40 sizes) & 4,000 psi (-48 size) for hydraulic applications. 
M Mining application is described as testing to 300,000 impulse tested at working pressure at 250°F 
(+121°C) with no leaks or failures. 
M Hydraulic application is at SAE standards at 183% working pressure, 250°F (+121°C) and at an increased 
1 million impulse cycles with no leaks or failures. 
Mm 4:1 design factor (burst pressure to working pressure ratio). 
™ Tested in accordance with SAE-J343. 
m@ TuffCoat® Xtreme™ plating provides red rust protection that exceeds the 72-hour SAE standard by 1000%. 
M@ MSHA-approved for underground mining applications. 
mM Offered as a new termination for Gates GlobalSpiral™ and MegaCrimp™ families of stems. 
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Megatuff* and XtraTuff™ Covers 


Nothing is harder on hydraulic hose covers than constant abrasion. Rubbed against metal or other hose, most standard 
hydraulic hoses — even ones with spring guards or nylon sleeving — can’t take the punishment. 


MegatTuff covers: 300x more protection than Abrasion Testing 

standard hose covering IS06945 — Metal-to-hose rubbing cycles to lose one gram of weight 
Gates Megaluff hoses are exceptionally resistant to abrasion, a ns 
thanks to special cover construction and compounding that 

uses high-performance engineered plastics in an innovative 500,000 

manufacturing process. Also, the specially bonded cover stays 

put. It won't peel as do some competitive hose covers. 400,000 


Mega luff hoses maintain their flexibility and minimum bend radius. 





They are resistant to oil, ozone, and UV rays, and have been 00000 
tested to 1,000,000 impulse cycles without failure. These tough © 

hoses are ideally suited for harsh underground mining conditions. 200,000 
XtraTuff covers: 25x more protection and standard 100,000 





hose covering  m- 


Made of special hybrid compounds, Gates XtraTuff™ covers offer : Rubber XtraTuff” MegaTuff® Nylon Urethane Textile 
20x the abrasion resistance of standard cover hydraulic hose, Types of Covers 

increasing service life, lowering maintenance and eliminating the 

need for costly hose protectors like spring guards and nylon sleeves. Xtraluff hose is versatile, flexible and easy to manage. 
With pressure ratings up to 5,000 psi, these hoses will outperform anything the competition has to offer. 





TuffCoat™ and TuffCoat™ Xtreme” Plating 
Beat the SAE Standard by 600 to 1000% 


Just as hoses need a rubber cover to protect the metal reinforcement inside, hydraulic couplings need plating to prevent 
deterioration of the metal. When hydraulic fittings begin to rust, the base metal is being eaten away by oxidation. 


Red rust can eventually damage a hydraulic system in several ways: 
mM Contaminate hydraulic fluids mM Compromise fitting connections and adjacent components 
mM Create leak paths ™ Make maintenance more difficult 


TuffCoat: One Tough Plating for All Gates Standard Couplings 


All Gates couplings are protected, at the minimum, with TuffCoat plating. In ASTM B117 salt spray tests, TuffCoat 
plating resisted red rust formation for 500 hours. That’s nearly 600% greater than the SAE 72-hour standard, and 
561% greater than the 96-hour OE (original equipment) industry standard. 
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The SAE J516 standard for hydraulic fittings specifies 
that fittings shall be plated with a material that passes 
a 72-hour salt spray test in accordance with ASTM 
B117. The appearance of red rust within this period 
indicates failure. 
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Competitor 


Tested under SAE J516 and ASTMB-117 salt-spray conditions, TuffCoat plating provided more than 400 hours of protection from red rust formation — over 500% better than 
the 72-hour SAE standard. 


The Gates coupling with TuffCoat plating shows no red rust formation. White patches on couplings are salt residue, not corrosion. 


TuffCoat Xtreme: An Extra Measure of Protection 


TuffCoat Xtreme offers 840 hours of red rust corrosion resistance based on ASTM B117 salt spray testing. That’s 1066% 
greater than the 72-hour SAE standard and 1033% greater than the 96-hour industry standard. 
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LifeGuard™ Line-of-Sight Sleeving System 


There’s a Better Way to Protect Equipment Operators 
Against Hydraulic Hose Failure 


A burst or pinhole leak in a hydraulic system can cause 
serious problems — especially for anything or anyone 
located within a three-foot line-of-sight. Personal 

injury. Fluid burns and injection. Fires and explosions. 
Electrical shock. Mechanical failure. 


Now, Gates has engineered the first effective, 
economical alternative to costly metal shielding or 
rerouting of hose lines. The LifeGuard™ sleeving 
system Is designed to protect operators, equipment 
and the environment from the hazards of catastrophic 
hydraulic hose failure — a level of protection previously 
unavailable. 
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The LifeGuard™ sleeve contained and effectively redirected fluid during 10,000 psi (68.9 MPa) burst tests 
while hoses without sleeving exploded, releasing a large amount of fluid in the immediate area. 


How the System Works e Provides containment of up to 10,000 psi 

The LifeGuard™ sleeve is slipped onto the hose and (68.9 MPa) bursts 

clamped at each end. If a hose burst or pinhole leak e Protects against 5,000 psi (84.5 MPa) pinhole 
occurs, escaping pressures and fluids are contained leaks at +212°F (+100°C) for up to five minutes 


by the exceptionally strong sleeving material. Fluids 


then exit the system via openings created by the e Handles hydraulic fluids and biodiesel fuel 


specially designed channel clamps at each end. A e Allows fluid to safely escape down the length of 
noticeable pool of leaking fluid serves as positive the assembly 
verification that a failure has occurred so corrective e Creates noticeable Spill for hose failure detection 


action can be taken immediately to replace the hose 
assembly. LifeGuard sleeving correlates to a variety * Correlates to ISO 3457 and meets MSHA‘ flame- 


of industry standards, including ISO 3457 and resistance requirements 
MSHA’s flame-resistance requirements. e No other sleeve provides this level of protection 


e Patent pending system includes Gates hose, 
couplings, sleeve and channel clamps 
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GC°32TSi* Crimper 


There’s no room for error when replacing hydraulic hose assemblies. Gates GC32TSi innovative “smart” crimper leaves 
nothing to chance. All the necessary tools and information reside on-board to crimp rock-solid, leak-free, factory-quality 
hose assemblies. 


Gates GC32TSi crimper features a touch-screen control panel for easy navigation. It links to Gates eCrimp™ database 
for up-to-the-minute crimp specifications and optimal hose/coupling selection. Advanced functionality such as pinch 
decompression, precision crimp diameter measurement, machined die retention plates with a simple die loading 
system, and a self-lubricating crimper head assist the operator in building factory-quality assemblies that meet Gates 
stringent crimping specifications. 





Key Features: 
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Select hose and couplings to be crimped on control panel. Images of these components will then be displayed 
on tablet screen along with required dies. 


Precision crimps without looking up data, adjusting crimper settings or manually measuring final crimp OD. 
After crimp is complete, the crimp OD is automatically measured and displayed on screen. 

Crimper will not fully retract until the proper crimp OD has been achieved. 

Crimper head ratchets a few degrees after each retract to re-distribute grease. 

Controller is updated where wireless internet is available, or via thumb drive. 

Rear-mounted camera ensures coupling is in full contact with dies prior to crimping. 
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Exclusive QUICK-PIC™ and AIM” Programs 


Building Better Inventory Support for Construction Equipment Owners 


Gates Construction Distributors have instant access e Complete equipment coverage 
to our exclusive QUICK-PIC™ and AIM™ computer 


eA i | 
programs and extensive, up-to-date global product pCdt ee Quel pelts epacenen 


data online. e Alternative to high-priced, hard-to-get OEM parts 
Whether it’s a critical failure in the field or regular e Fast, just-in-time service 
equipment maintenance in the shop, your Gates e Minimal equipment downtime 


Construction Distributor is the one-stop source for all 
your hydraulic assembly replacement needs. 


e Reduced inventory costs 





Quick Part Number Interchange Accurate Inventory Manager 

Finds the right replacement assembly in seconds to get Matches hose and connector inventory to your 
equipment back on the job fast. equipment. 

QUICK-PIC interchanges more than 155,000 With AIM, you get the parts you need, when you need 
construction equipment manufacturer’s part numbers them, at a price you can afford. AIM matches your 

with the right, high-quality Gates replacement. Your Gates Construction Distributor’s inventory to your exact 
Gates Construction Distributor can then fabricate equipment needs — by manufacturer and model. 


a replacement assembly to the right hose length in 


minutes, including fittings and protectors. No more guesswork. No more shopping around for 


a part. AIM tells your distributor exactly what parts to 
stock. 


es rimp 
Crimp with the Precision of Gates 


Quickly Find Hose and Hydraulic Crimp Specifications 


Gates eCrimo™ database allows Gates end users and distributors to find and print the most up-to-date crimp specifications for 
Gates hydraulic and industrial hose products. It provides crimping instructions, crimp diameter, maintenance and troubleshooting 
information for the MobileCrimp 4-20, PC 707, SC32, PC 3000B, PC2001, GC382-XD™, GC96 and Omni Crimp 21. 


eCrimp: 
™ Reduces downtime with hose assembly guides 
M™ = Eliminates potential dangers of an improperly crimped hose 
M™ § Quickly and easily finds exact crimping specifications from your browser 
™ Is the on-board database for the GC382TSi and GC96TS. 


™ Allows you to create custom reports around the products which you use most. 


Go to gates.com/ecrimp for more information on the web version and mobile app. 
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SERVICE AND SUPPORT SOLUTIONS 


Safe Hydraulics’ Program 











With safety being a paramount concern in mining operations, Gates offers a comprehensive 
preventive maintenance program called Safe Hydraulics. The high pressures and 
temperatures associated with hydraulics, coupled with the confined working spaces in 
underground mines, make proper hose and fitting selection and maintenance critical. 


Top quality Gates products, combined with the knowledge of how to use and maintain 
them, provide a wealth of benefits to mine operators, including: 


Reduced equipment downtime 

Reduced repair costs 

Efficient production 

Increased equipment life expectancy 

Improved spare parts inventory control 

Reduced capital outlays for premature new equipment purchases 
Better use of maintenance personnel 

Minimized safety hazards 

Reduced risk of liability due to spills 


Visit www.gates.com/safehydraulics to obtain a complimentary Safe Hydraulics Guide with tips and information about: 


Al4 


Preventive maintenance program components 
Workplace safety procedures 

Inspection procedures 

Hose risk management 

Troubleshooting advice 

Proper hose selection 

Correct hose assembly 

Hose assembly installation 

Correct routing techniques 
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Hydraulic Products Workshop 


The Hydraulic Products Workshop prepares participants to implement the correct Gates hydraulic solution for their 
application. This intensive workshop features: 


It’s no secret in the hydraulic industry that finding qualified employees is becoming a formidable 
challenge. Unskilled or poorly trained workers expose operators to increased liability due to 
errors and accidents. Complicated product lines add to the problem. 






That’s why Gates offers Gates U — educational workshops about Gates hydraulic and industrial 
hose and their applications. These intensive workshops are held at Gates Customer Solutions 
Center in Denver, Colorado, where Gates engineers and scientists push the boundaries of fluid 
power knowledge. 





Safe Hydraulics Practices 

Hose Fabrication Principles 

Thread Identification Techniques 

Hose Routing and Installation Skills 
Cleanliness Standards 

Implementation of the Gates System 
Gates Customer Service 

Gates Marketing Programs 

Gates Web Application Tools 

Application Identification and Troubleshooting Skills 
Application of Product Knowledge to Sales 


Proper Crimping Techniques 


Industrial Hose Workshop 
This workshop includes: 


Review of Safe Practices for Industrial Hose and Couplings 
Comprehensive Product Line Review 

Discussion of Key Product Features and Benefits 
Foundational Application Engineering Skills 

Proper Crimping Skills and Techniques 

Web Application Tools Overview 

Product Application and Market Specific Discussions 
Application of Product Knowledge to Sales 


CSC Tour Focused on Testing and Development of Gates Industrial Hose Products 


Fluid Power Level 1 Certification 


Gates U participants who complete both the Hydraulic Products and Industrial Hose Workshops are eligible to take the 
Gates Fluid Power Level 1 Certification exam. This two-part assessment includes a comprehensive written exam and 
a hands-on demonstration of hose assembly skills practiced throughout the workshop week. A passing grade on the 
written exam Is required, as well as an accurate demonstration of hose assembly skills with a certified Gates instructor. 


Application Engineering & Technical Support 


When a hydraulic hose fails on hydraulic powered equipment, it could end up costing your operation thousands of 
dollars in downtime and lost production. Hydraulic hose failures can occur for a number of reasons, including improper 
hose and/or coupling selection, assembly, installation, and maintenance. 


Gates has been setting the standard for hydraulic hose engineering and manufacturing for decades. Our experienced 
engineering, customer service, and field sales experts have the knowledge and expertise to diagnose hydraulic hose 
system problems and provide solutions that will get and keep your operations up and running. 


FPPAsupport@gates.com Phone: 303-744-5070 
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GETTING THE BEST SERVICE LIFE 


From Gates Hydraulic Hose + Assemblies 


How long will a hydraulic hose assembly 
last? It depends on how it's used. This 
catalog and other Gates literature show 
the recommended limits for our assemblies 
(and also the hoses and couplings used 
to make assemblies). These limits include 
installation, maintenance and conditions 
of use. These limits MUST be followed or 
the assembly can fail resulting in personal 
injury or property damage. If you do not 
have this important information, you can 
get it at no cost from your local Gates 
distributor or Gates field representative. 


Hose assemblies in use should be 
inspected regularly for leaks, kinks, cover 
blisters, gouges, abrasion and other 
damage. Damaged or worn assemblies 
must be replaced immediately. You 

can increase assembly life if you do the 
following: 


Hose Assembly Installation — Hydraulic hose 
assembly installations should comply 

with hydraulic hose routing and plumbing 
standards per SAE J1278 for the proper 
application of hose assemblies. 


Working Pressure — The hydraulic system 
oressure should not exceed the rated 
working pressure of the hose. Pressure 
surges or peaks exceeding the rated 
working pressure are destructive and must 
be taken into account when selecting a 
hose. 


Minimum Burst Pressure — Burst pressures 
are pressures referred to in this catalog 
which were intended for destructive testing 
Ourposes and for design safety factors 
only. 


Temperature Range — Do not expose hose to 
internal or external temperatures exceeding 
the recommended limits. Consult additional 
technical data when hydraulic fluids 
contain emulsions or solutions. The fluid 
manufacturer's recommended maximum 
operating temperature for any given fluid 
must not be exceeded, regardless of hose 
temperature range. 
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Fluid Compatibility — The hydraulic assembly 
(tube, cover, reinforcement and couplings) 
must be fluid compatible. The correct 
hose must be used because phosphate 
ester and petroleum-based hydraulic 

fluids have drastically different chemical 
characteristics. Many hoses are compatible 
with one or the other, but not all fluids. 

For example, Gates G2XH, MegaTech” 
and C5D hoses are capable of handling 
phosphate ester and petroleum-based 
hydraulic fluids. 


Minimum Bend Radius — Do not bend or flex 
hose to a radius smaller than the minimum 
recommended and do not subject hose to 
tension or torque. This can place excessive 
stress on the reinforcement and severely 
reduce the ability of the hose to withstand 
oressure. 


Hose Size — Hose size (inside diameter) 
must be capable of handling the required 
flow volume. Too small an |.D. for a given 
volume of flow results in excessive fluid 
oressure and heat generation which can 
result in tube damage. 


Hose Routing — Restrain, protect or guide 
hose, with clamps if necessary, to minimize 
the risk of damage due to excessive 
flexing, whipping or contacting other 
moving parts or corrosives. Determine 
hose lengths and configurations that 
protect from abrasion, snagging or kinking 
and provide leak-resistant connections. 


Hose Length — Correct hose length should 
include considerations for length changes 
under pressure, machine vibration and 
motion, and hose assembly routing. 


Hose Applications — Select the proper hose 
for the application. Suction applications 
(Gates GMV or G4H) and special fluid or 
high temperature capabilities are among 
the applications requiring particular 
consideration and a specific hose. When 
additional information is required, contact 
your local Gates representative. 
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Hose Shelf Life 


Storage environment, along with 
rubber materials can vary the 
shelf life limit. Shelf life is difficult 
to quantify as many variables 
affect the hose. Proper storage 
conditions can result in a minimum 
of three to five years shelf life. 
Beyond this time there can 

be significant service life 
decrease, depending on 
storage environment variables. 
Some variables are: 


e Jemperature — Hose should 
be stored in a cool, dry area 
never exceeding +100°F 
(+38°C). If stored below 
freezing, pre-warming may 
be required prior to handling, 
testing and placing into 
service. 


e Direct sunlight, rain, 
heaters or being near 
electrical equipment 


e Humidity and ozone 


e Oil, solvents, Corrosive 
materials or fumes 


e Insects or rodents 
e Radioactivity 


e Space allowance and bends 


Store hose in original container. 
Never stack hose too high, as 
its weight can crush hose at 
the bottom of the stack. 


Gates recommends hose in 
extended storage be visually 
inspected and tested prior to 
use. Hose judged marginal 
should be replaced to avoid 
potential failure, property 
damage or bodily injury. Store 
hose on a first-in/first-out basis. 
Unusually long storage, or 
poor storage environment can 
deteriorate hose, reduce 
performance and may lead 

to premature failure. 





G8K Spiral Wire Hose 
Ultra High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Ultra high-pressure, high-impulse applications such as 
hydrostatic transmissions, for use in the construction, agriculture, forestry, 
underground or open pit mining, or other industries on applications where 
extremely high pressure capability is required. G8K hose and couplings offer 
industry-leading bend radius capability, which leads to ease of routing and 
installation, longer hose life in flexing applications, and fewer bent tube fitting 
requirements. 


Tube: Black, oil-resistant P olychloroprene - Type A tube material allows for 
the high pressure, high temperature performance required in these 
demanding applications. See Hose Stock Characteristics. 


Reinforcement: Six alternating layers of high tensile steel wire spiral 
construction. 


Cover: Black, oil resistant, synthetic rubber (P olychloroprene - Type A), with 
color coded layline. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
G8K Couplings (Section D) 





A 

Description Product No. OS IO &) e fF ! Standard Pack Weight (Lbs.) 
12G8KXCTN 4651-1639 3/4 1.36 8000 32000 95 100 15) 
16G 8KXCTN 4651-1631 i, 1.66 8000 32000 12.0 100 2.21 


For Biodegradable Hydraulic Fluids 
Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Extremely high-pressure, high-impulse applications 
such as hydrostatic transmissions. EFG6K is designed to meet or exceed all 
requirements of SAE 100R15 specifications and performance requirements 
of EN 856 4SP (-6, -8, -10 and -12), EN 856 4SH (-12, -16, and -20), and 
ISO 3862 Type R15 (-6, -8, -10, -12, -16, -24). Compatible with 
biodegradable hydraulic fluids like polyolester, polyglycol and vegetable oil 
as well as standard petroleum-based fluids. Available in 121' through 200' 
continuous lengths. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: F our (six for -20, -24 and -32) alternating layers of spiraled, 
high-tensile steel. 


Cover: Black, oil resistant, synthetic rubber (P olychloroprene - Type A). 
Color coded layline. Also available with unique abrasion resistant MegaTuff® 
cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalSpiral Couplings (-6 through -20) (Section E) 

GlobalSpiral MAX Pressure Couplings (-24 and -32) (Section E) 
Stainless Steel "S" Couplings (Section H) 





Description Product No. S IO © e fa Standard Pack Weight (Lbs.) 
6EFG6K X25FT 4651-4032 3/8 80 6000 24000 2.5 1 13.70 
6EFG6KXCTN 4651-1396 3/8 80 6000 24000 2.5 100 ol 
SEFG6K X25FT 4651-4033 1/2 95 6000 24000 25 1 23.40 
S8EFG6KXCTN 4651-1371 1/2 95 6000 24000 35 100 59 
8EFG6KXLL 4651-1613 1/2 95 6000 24000 35 200 58 
LOEFG6K X25FT 4651-4034 5/8 1.09 6000 24000 4.0 1 21.00 
10EFG6KXCTN 4651-1368 5/8 1.09 6000 24000 4.0 100 80 
10EFG6KXLL 4651-1397 5/8 1.09 6000 24000 4.0 200 80 
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EFG6K Spiral Wire Hose - SAE 100R15 
Extremely High Pressure 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 
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COUPLINGS 


STAINLESS 
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COUPLINGS 


POLARSEAL Il 
COUPLINGS 
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ACCESSORIES 


EQUIPMENT AND 
PARTS 
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EFG6K Spiral Wire Hose - SAE 100R15 
Extremely High Pressure 








Continued 

Description Product No. © IO © © ey Standard Pack Weight (Lbs.) 
12EFG6K X25FT 4651-4035 3/4 1.24 6000 24000 4.] 1 25.00 
12EFG6KXCTN 4651-1288 3/4 1.24 6000 24000 4.] 100 96 
12EFG6KXLL 4651-1398 3/4 1.24 6000 24000 4.] 200 1.00 
L6EFG6K X25FT 4651-4036 1 1.53 6000 24000 6.0 1 36.25 
16EFG6KXCTN 4651-1289 1 1.53 6000 24000 6.0 100 1.49 
16EF G6KXLL 4651-1399 1 1.53 6000 24000 6.0 200 1.50 
20EFG6K X25FT 4651-4037 11/4 1.97 6000 24000 8.2 1 67.80 
20EF G6KXCTN 4651-1290 11/4 1.97 6000 24000 8.2 50 261 
20EFG6KXLL 4651-1400 11/4 1.97 6000 24000 8.2 200 2.6] 
24EF G6K X25FT 4651-1574 12 2.26 6000 24000 10.0 1 81.00 
24EF G6KXCTN 4651-1531 11/2 2.26 6000 24000 10.0 50 3,41 
24EF G6KXLL 4651-1572 LZ 2.26 6000 24000 10.0 200 3.39 
32EF G6KXCTN 4651-1759 2 2.80 6000 24000 25.0 50 4,93 
32EFG6KXLL 4651-1758 2 2.80 6000 24000 25.0 200 4,93 


EFG6K Spiral Wire Hose - SAE 100R15 - MegaTuff® Cover 
Extremely High Pressure 


For Biodegradable Hydraulic Fluids 
Meets Flame Resistance Acceptance Designation "MSHA 2G" 
MegaTuff® hose lasts up to 300 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. 


Recommended For: Extremely high-pressure, high-impulse applications 
such as hydrostatic transmissions. EFG6K is designed to meet or exceed all 
requirements of SAE 100R15 specifications and performance requirements 
of EN 856 4SP (-6, -8, -10 and -12), EN 856 4SH (-12, -16, and -20), and 
ISO 3862 Type R15 (-6, -8, -10, -12, -16, -24). Compatible with 
biodegradable hydraulic fluids like polyolester, polyglycol and vegetable oil 
as well as standard petroleum-based fluids. Available in 121' through 200' 
continuous lengths. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: F our (six for -20, -24 and -32) alternating layers of spiraled, - 
high-tensile steel. Fates) 


Cover: Black, oil, abrasion and weather resistant MegaTuff® cover with color 
coded layline. Also available in Standard cover. See Hose Stock 
Characteristics. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalSpiral Couplings (-6 through -20) (Section E) 

GlobalSpiral MAX Pressure Couplings (-24 and -32) (Section E) 
Stainless Steel "S" Couplings (Section H) 


ne ee rer 


EFG6K-MTF 








Description Product No. S IO © e fa Standard Pack Weight (Lbs.) 
6EFG6K-MTF X25FT 4651-4038 3/8 80 6000 24000 25 1 13.40 
6EFG6K-MTFXCTN 4651-1435 3/8 80 6000 24000 2.5 100 50 
SEFG6K-MTF X25FT 4651-4039 1/2 95 6000 24000 35 1 16.60 
S8EFG6K-MTFXCTN 4651-1609 1/2 95 6000 24000 a0 100 60 
1OEFG6K-MTF X25FT 4651-4040 5/8 1.09 6000 24000 4.0 1 20.60 
10EFG6K-MTFXCTN 4651-1416 5/8 1.09 6000 24000 4.0 100 90 
12EFG6K-MTF X25FT 4651-4041 3/4 1.24 6000 24000 47 1 25.00 
12EF G6K-MTFXCTN 4651-1606 3/4 1.24 6000 24000 47 100 1.10 
16EFG6K-MTF X25FT 4651-4042 1 1.53 6000 24000 6.0 1 39.00 
16EF G6K-MTFXCTN 4651-1604 1 153 6000 24000 6.0 100 1.70 
20EFG6K-MTF X25FT 4651-4043 11/4 1.97 6000 24000 8.2 1 74.40 
20EF G6K-MTFXCTN 4651-1601 11/4 1.97 6000 24000 8.2 50 2d) 
20EF G6K-MTFXLL 4651-0013 11/4 1.97 6000 24000 8.2 121 2.69 
24EF G6K-MTFXCTN 4651-1754 11/2 2.26 6000 24000 10.0 50 3.40 
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EFG6K Spiral Wire Hose - SAE 100R15 - MegaTuff® Cover 
Extremely High Pressure 





Continued 

A 
Description Product No. SO IO © © fF ! Standard Pack Weight (Lbs.) 
24EFG6KMTFXLL 4651-1755 L1y2 2.26 6000 24000 10.0 200 3.15 
32EF G6K-MTFXCTN 4651-1757 2 2.80 6000 24000 25.0 50 4.93 






EFG6KL Low Temp Spiral Wire Hose 
Extremely High Pressure 


Recommended For: Extremely high-pressure hydraulic applications in low 

temperature environments. Compatible with biodegradable hydraulic fluids 

i a ae polyglycol and vegetable oil as well as standard petroleum 
ased fluid. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: F our or Six alternating layers of spiraled, high tensile wire. 


Cover: Black, oil resistant, synthetic rubber (Polychloroprene - Type A), with 
color coded layline. 


Temperature Range: -70°F to +212°F (-57°C to +100°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019 
GlobalS piral Couplings (Section E) 


EFG6KL 








A 

Description Product No. Oo IO &) e fF ! Standard Pack Weight (Lbs.) 
12EFG6KL XCTN 4651-0038 3/4 1.24 6000 24000 48 100 97 
16EFG6KL XCTN 4651-0039 I 152 6000 24000 6.0 100 1.48 






EFGSK Spiral Wire Hose - SAE 100R13 
Extremely High Pressure 


For Biodegradable Hydraulic Fluids 
Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Extremely high-pressure high-impulse applications. 
Exceeds all requirements of ISO 18752 Grade D and SAE 100R13 and 
performance requirements of EN 856 4SH (-16 and -20), EN 856 4SP (-10, 
and -12), EN 856 R13, and ISO 3862 Type R13 (-12, -16, -20, -24, -32). 
Compatible with biodegradable hydraulic fluids like polyolester, polyglycol 
and vegetable oil as well as standard petroleum-based fluids. Available in 
121' through 200' continuous lengths. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: F our (six for -20, -24 and -32) alternating layers of spiraled, 
high-tensile steel. 


Cover: Black, oil resistant, synthetic rubber (P olychloroprene - Type A), with 
color coded layline. Also available with unique abrasion resistant MegaT uff® 
cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalSpiral Couplings (-6 through -20) (Section E) 

GlobalSpiral MAX Pressure Couplings (-24 and -32) (Section E) 
Stainless Steel "S" Couplings (Section H) 








Description Product No. © IO © e faa Standard Pack Weight (Lbs.) 
6EFG5K X25FT 4651-4020 3/8 80 5000 20000 25 1 13.40 
6EFG5KXCTN 4651-1424 3/8 80 5000 20000 20 100 47 
SEFG5K X25FT 4651-4021 1/2 95 5000 20000 3.5 1 16.20 
SEFG5KXCTN 4651-1372 1/2 95 5000 20000 25 100 63 
SEFG5KXLL 4651-1612 1/2 95 5000 20000 25 200 59 
LOEFG5K X25FT 4651-4022 5/8 1.09 5000 20000 4.0 1 22.60 
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HOSE/CPLG. 
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EFGSK Spiral Wire Hose - SAE 100R13 
Extremely High Pressure 








Continued 

Description Product No. © IO S © ey Standard Pack Weight (Lbs.) 
LOEFG5KXCTN 4651-1340 5/8 1.09 5000 20000 4.0 100 80 
LOEFG5KXLL 4651-1390 5/8 1.09 5000 20000 4.0 200 18 
12EFG5K X25FT 4651-4023 3/4 1.24 5000 20000 4.] 1 25.10 
12EFG5KXCTN 4651-1285 3/4 1.24 5000 20000 4.] 100 97 
12EFG5KXLL 4651-1391 3/4 1.24 5000 20000 4.] 200 95 
L6EFG5K X25FT 4651-4024 1 1.53 5000 20000 6.0 1 37.00 
16EFG5KXCTN 4651-1286 1 1.53 5000 20000 6.0 100 1.49 
16EF G5KXLL 4651-1392 1 1.53 5000 20000 6.0 200 1.55 
20EFG5K X25FT 4651-4025 11/4 1.97 5000 20000 8.2 1 69.00 
20EFG5KXCTN 4651-1287 11/4 1.97 5000 20000 8.2 50 2.30 
20EFG5KXLL 4651-1393 11/4 1.97 5000 20000 8.2 200 2.66 
24EFG5K X25FT 4651-1742 11/2 2.26 5000 20000 10.0 1 80.00 
24EF G5SKXCTN 4651-1455 11/2 2.26 5000 20000 10.0 50 2.99 
24EFG5KXLL 4651-2208 11/2 2.26 5000 20000 10.0 200 2.97 
32EFG5K X25FT 4651-1746 2 2.80 5000 20000 25.0 1 120.00 
32EF G5SKXCTN 4651-1456 2 2.80 5000 20000 25.0 50 4.86 
32EFG5KXLL 4651-0059 2 2.80 5000 20000 25.0 200 4.86 
40EFG5K X CRATE* 4651-1817 21/2 3.00 5000 20000 30.0 200 6.30 


*Crimped assemblies available from Gates. 


EFG5K Spiral Wire Hose - SAE 100R13 - MegaTuff® Cover 


Extremely High Pressure 


For Biodegradable Hydraulic Fluids 
Meets Flame Resistance Acceptance Designation "MSHA 2G" 


MegaTuff® hose lasts up to 300 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. 


Recommended For: Extremely high-pressure hydraulic applications. 
EFG5K is designed to meet or exceed all requirements of SAE 100R13 
Specifications and performance requirements of EN 856 4SH (-16 and -20), 
EN 856 4SP (-10, and -12), EN 856 R13, and ISO 3862 Type R13 (-12, -16, 
-20, -24, -32). Compatible with biodegradable hydraulic fluids like 
polyolester, polyglycol and vegetable oil as well as standard petroleum- 
based fluids. Available in 121' through 200' continuous lengths. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 


Stock Characteristics. 


Reinforcement: F our (six for -20, -24 and -32) alternating layers of spiraled, 


high-tensile steel. 


Cover: Black, oil, abrasion and weather resistant MegaTuff® cover with color 
coded layline. Also available in Standard cover. See Hose Stock 


Characteristics. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 


GlobalS piral” Couplings (-6 through -20) (Section E) 
GlobalS piral MAX Pressure Couplings (-24 and -32) (Section E) 
Stainless Steel "S" Couplings (Section H) 


(ee fs | tT 


Fates) EFGSK-MTF 








Description Product No. © IO © © f°" Standard Pack Weight (Lbs.) 
6EFG5K-MTF X25FT 4651-4026 3/8 80 5000 20000 2.5 1 13.00 
6EFG5K-MTFXCTN 4651-1436 3/8 80 5000 20000 2.5 100 ol 
SEFG5K-MTF X25FT 4651-4027 1/2 94 5000 20000 35 1 16.00 
SEFG5K-MTFXCTN 4651-1608 1/2 94 5000 20000 35 100 66 
SEFG5K-MTFXLL 4651-1573 1/2 94 5000 20000 35 1200 56 
LOEFG5K-MTF X25FT 4651-4028 5/8 1.09 5000 20000 4.0 1 22.40 
10EFG5K-MTFXCTN 4651-1410 5/8 1.09 5000 20000 4.0 100 80 
12EFG5K-MTF X25FT 4651-4029 3/4 1.24 5000 20000 47 1 25.00 
12EFG5K-MTFXCTN 4651-1605 3/4 1.24 5000 20000 47 100 1.00 
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EFG5K Spiral Wire Hose - SAE 100R13 - MegaTuff® Cover 
Extremely High Pressure 





Continued 

Description Product No. S IO © © ia Standard Pack Weight (Lbs.) 

16EFGSK-MTF X25FT 4651-4030 1 1.53 5000 20000 6.0 1 40.10 on 
16EF GSK-MTFXCTN 4651-1603 1 1.53 5000 20000 6.0 100 1.49 

16EF GSK-MTFXLL 4651-4001 1 1.53 5000 20000 6.0 200 1.49 
20EFGSK-MTF X25FT 4651-4031 11/4 1.97 5000 20000 8.2 1 68.70 

20EFG5K-MTFXCTN 4651-1600 11/4 1.97 5000 20000 8.2 50 2.30 GLOBALSPIRAL 
20EFGSK-MTFXLL 4651-4002 11/4 1.97 5000 20000 8.2 200 2,30 COUPLINGS 
24EFGSK-MTF X25FT 4651-1743 11/2 2.26 5000 20000 10.0 1 81.50 

24EFGSK-MTFXCTN 4651-2203 11/2 2.26 5000 20000 10.0 50 3.26 ee 
24EFGSK-MTFXLL 4651-2204 11/2 2.26 5000 20000 10.0 200 3.18 

32EFGSK-MTF X25FT 4651-1747 2 2.80 5000 20000 25.0 1 122.00 MEGACRIMP 
32E FGSK-MTFXCTN 4651-1522 2 2.80 5000 20000 25.0 50 471 evens 
32EFG5K-MTFXLL 4651-2211 2 2.80 5000 20000 25.0 200 4.86 


STAINLESS 
STEEL 






POWER CRIMP 


EFGSKL Low Temp Spiral Wire Hose COUPLINGS 


Extremely High Pressure 


LOC, GLAND GLP 
COUPLINGS 


Recommended For: Extremely high-pressure hydraulic applications in low 

temperature environments. Compatible with biodegradable hydraulic fluids 

i ay oa polyglycol and vegetable oil as well as standard petroleum 
ased fluid. 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: F our or Six alternating layers of spiraled, high tensile wire. 


Cover: Black, oil resistant, synthetic rubber (P olychloroprene - Type A), with 
color coded layline. 


Temperature Range: -70°F to +212°F (-57°C to +100°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalSpiral Couplings (-6 through -20) (Section E) 

GlobalSpiral MAX Pressure Couplings (-24 and -32) (Section E) 


EFG5KL 


C14 COUPLINGS 





PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 





Description Product No. OS IO (3) © f°" Standard Pack Weight (Lbs.) Gc COUPLINGS 
6EFG5KL XCTN 4651-0074 3/8 80 5000 20000 25 100 48 

12EFG5KL XCTN 4651-0020 3/4 1.24 5000 20000 4.8 100 97 FIELD 

16EFG5KL XCTN 4651-0019 1 153 5000 20000 6.0 120 1.49 ATTACHABLE C5 
20EFG5KLXCTN 4651-0058 11/4 1.97 5000 20000 8.2 50 2.93 EUG 
24EFG5KLXCTN 4651-0079 11/2 2.26 5000 20000 10.0 50 3.01 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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EFG4K Spiral Wire Hose - SAE 100R12 
Extremely High Pressure 


For Biodegradable Hydraulic Fluids 
Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Extremely high-pressure, high-impulse applications. 
Exceeds all requirements of ISO 18752 Grade D, SAE 100R12, EN 856 R12 
and ISO 3862 Type R12. Compatible with biodegradable hydraulic fluids like 
polyolester, polyglycol and vegetable oil as well as standard petroleum- 
based fluids. Available in 121' through 200' continuous lengths. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: F our alternating layers of spiraled, high-tensile steel wire. 


Cover: Black, oil resistant, synthetic rubber (P olychloroprene - Type A), with 
color coded layline. Also available with unique abrasion resistant MegaTuff® 





cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 


GlobalSpiral” Couplings (Section E) 
Stainless Steel "S" Couplings (Section H) 





Description Product No. © IO © © faa Standard Pack Weight (Lbs.) 
6EFG4K X25FT 4651-4005 3/8 80 4000 16000 25 1 135) 
6EFG4K X50FT 4651-1430 3/8 80 4000 16000 2.5 1 26.20 
6EFG4KXCTN 4651-1338 3/8 80 4000 16000 25 100 ol 
SEFG4K X25FT 4651-4006 1/2 94 4000 16000 35 1 16.00 
8EFG4K X50FT 4651-1431 1/2 94 4000 16000 35 1 31.40 
SEFG4KXCTN 4651-1339 1/2 94 4000 16000 35 100 63 
8EFG4KXLL 4651-1611 1/2 94 4000 16000 35 200 61 
lLOEFG4K X25FT 4651-4007 5/8 1.09 4000 16000 4.0 1 20.20 
10EFG4KXCTN 4651-1367 5/8 1.09 4000 16000 4.0 100 10 
1OEFG4KXLL 4651-1614 5/8 1.09 4000 16000 4.0 200 10 
12EFG4K X25FT 4651-4011 3/4 1.21 4000 16000 4.7 1 21.80 
12EFG4K X50FT 4651-1432 3/4 12h 4000 16000 47 1 50.00 
12EFG4KXCTN 4651-1282 3/4 1.21 4000 16000 47 100 86 
12EFG4KXLL 4651-1385 3/4 12] 4000 16000 47 200 86 
16EFG4K X25FT 4651-4012 1 1.50 4000 16000 6.0 1 35,30 
16EFG4K X50FT 4651-1433 1 1.50 4000 16000 6.0 1 69.00 
16EFG4K X100FT 4651-1460 1 1.50 4000 16000 6.0 100 1.34 
16EFG4KXCTN 4651-1283 1 1.50 4000 16000 6.0 100 1.26 
16EFG4KXLL 4651-1386 1 1.50 4000 16000 6.0 200 1.26 
20EFG4K X25FT 4651-4013 11/4 1.85 4000 16000 8.2 1 52.00 
20EFG4K X50FT 4651-1520 11/4 1.85 4000 16000 8.2 1 98.00 
20EFG4KXCTN 4651-1284 11/4 1.85 4000 16000 8.2 50 1.90 
20EFG4KXLL 4651-1387 11/4 1.85 4000 16000 8.2 200 1.91 
48EFG4K X CRATE* 4651-1818 3 3,86 4000 16000 35.0 200 10.00 


*Crimped assemblies available from Gates. 
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For Biodegradable Hydraulic Fluids 
Meets Flame Resistance Acceptance Designation "MSHA 2G" 
MegaTuff® hose lasts up to 300 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. 


Recommended For: Extremely high-pressure, high-impulse applications. 
Exceeds all performance requirements for SAE 100R12, EN 856 R12 and 
ISO 3862 Type R12. Compatible with biodegradable hydraulic fluids like 
polyolester, polyglycol and vegetable oil as well as standard petroleum- 
based fluids. Available in 121' through 200' continuous lengths. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: F our alternating layers of spiraled, high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant MegaTuff® cover with color 
coded layline. Also available in Standard cover. See Hose Stock 
Characteristics. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (Section E) 

Stainless Steel "S" Couplings (Section H) 





Description Product No. S IO © e faa Standard Pack Weight (Lbs.) 
6EFG4K-MTF X25FT 4651-4014 3/8 80 4000 16000 25 1 13.40 
6EFG4K-MTFXCTN 4651-1610 3/8 80 4000 16000 25 100 49 
SEFG4K-MTF X25FT 4651-4015 1/2 94 4000 16000 a5 1 16.00 
SEFG4K-MTFXCTN 4651-1607 1/2 94 4000 16000 a5 100 60 
1LOEFG4K-MTF X25FT 4651-4016 5/8 1.09 4000 16000 4.0 1 20.00 
1OEFG4K-MTFXCTN 4651-1404 5/8 1.09 4000 16000 4.0 100 10 
12EFG4K-MTF X25FT 4651-4017 3/4 1.21 4000 16000 47 1 23.40 
12EFG4K-MTFXCTN 4651-1405 3/4 1.21 4000 16000 47 100 88 
12EFG4K-MTFXLL 4651-1388 3/4 1.21 4000 16000 47 200 88 
16EFG4K-MTF X25FT 4651-4018 1 1.50 4000 16000 6.0 1 40.00 
16EFG4K-MTFXCTN 4651-1406 1 1.50 4000 16000 6.0 100 1.30 
16EFG4K-MTFXLL 4651-1389 1 1.50 4000 16000 6.0 200 1.30 
20EF G4K-MTF X25FT 4651-4019 11/4 1.85 4000 16000 8.2 1 50.70 
20EF G4K-MTFXCTN 4651-1602 11/4 1.85 4000 16000 8.2 50 2.15 
20EFG4K-MTFXLL 4651-1638 11/4 1.85 4000 16000 8.2 200 2.00 


Recommended For: Extremely high-pressure hydraulic applications in low 

temperature environments. Compatible with biodegradable hydraulic fluids 

he oy ia polyglycol and vegetable oil as well as standard petroleum 
ased fluid. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: F our alternating layers of spiraled, high tensile wire. 


Cover: Black, oil resistant, synthetic rubber (P olychloroprene - Type A), with 
color coded layline. 


Temperature Range: -70°F to +212°F (-57°C to +100°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
GlobalS piral Couplings (Section E) 





Description Product No. OS IO © e f°" Standard Pack Weight (Lbs.) 
12EFG4KLXCTN 4651-0023 3/4 1.24 4000 16000 48 100 86 
16EFG4KLXCTN 4651-0024 1 1.53 4000 16000 6.0 100 127 
20 EFG4KL X CTN 4651-0075 1 1.85 4000 16000 8.3 50 1.91 
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EFG4KL Low Temp Spiral Wire Hose 
Extremely High Pressure 


EFG4K Spiral Wire Hose - SAE 100R12 - MegaTuff® Cover 
Extremely High Pressure 
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EFG3K Spiral Wire Hose - SAE 100R12 
Extremely High Pressure 





For Biodegradable Hydraulic Fluids 
Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Extremely high-pressure, high-impulse applications. 
Exceeds all requirements for ISO 18752 Grade D, SAE 100R12, EN 856 
R12, and performance requirements of EN 856 4SP, and ISO 3862 Type 
R12. Compatible with biodegradable hydraulic fluids like polyolester, 
polyglycol and vegetable oil as well as standard petroleum-based fluids. 
Available in 121' through 200' continuous lengths. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: F our alternating layers of spiraled, high-tensile steel wire. 


Cover: Black, oil resistant, synthetic rubber (Polychloroprene - Type A), with 
color coded layline. Also available with unique abrasion resistant Megat uff® 
cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalSpiral Couplings (-20) (Section E) 

GlobalSpiral Couplings (-6 through -20) (Section E) 

GlobalS piral Plus Couplings (-24 and -32) (Section E) 

Stainless Steel "S" Couplings (Section H) 








Description Product No. © IO © © f°" Standard Pack Weight (Lbs.) 
20EFG3K X25FT 4651-4003 11/4 1.85 3000 12000 8.2 1 48.85 
20EFG3K X50FT 4651-1434 11/4 1.85 3000 12000 8.2 1 106.00 
20EFG3KXCTN 4651-1381 11/4 1.85 3000 12000 8.2 100 1.97 
20EFG3KXLL 4651-1384 11/4 1.85 3000 12000 8.2 200 1.97 
24EFG3K X25FT 4651-1740 11/2 2.11 3000 12000 10.0 1 56.25 
24EF G3KXCTN 4651-1451 Lif2 2.11 3000 12000 10.0 50 225 
24EF G3KXLL 4651-2207 11/2 Zit 3000 12000 10.0 200 2.10 
32EFG3K X 50INC 4651-2209 2 263 3000 12000 ao 200 3.00 
32EFG3K X25FT 4651-1744 2 2.63 3000 12000 175 1 77.25 
32EFG3KXCTN 4651-1452 7 2.63 3000 12000 25 50 3.09 
32EFG3KXLL 4651-2210 2 2.63 3000 12000 12.5 200 2.97 


EFG3K Spiral Wire Hose - SAE 100R12 - MegaTuff® Cover 
Extremely High Pressure 


For Biodegradable Hydraulic Fluids 
Meets Flame Resistance Acceptance Designation "MSHA 2G" 
MegaTuff® hose lasts up to 300 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. 


Recommended For: Extremely high-pressure, high-impulse applications. 
Exceeds all performance requirements for SAE 100R12, EN 856 R12, 
performance requirements of EN 856 4SP, and ISO 3862 Type R12. 
Compatible with biodegradable hydraulic fluids like polyolester, polyglycol 
and vegetable oil as well as standard petroleum-based fluids. Available in 
121' through 200' continuous lengths. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: F our alternating layers of spiraled, high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant MegaT uff® cover with color 
coded layline. Also available in Standard cover. See Hose Stock 
Characteristics. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalSpiral Couplings (-20) (Section E) 

GlobalS piral Plus Couplings (-24 and -32) (Section E) 

Stainless Steel "S" and "B" Couplings (Section H) 


' —_ 


EFG3K-MTF 


a L- = . 








Description Product No. © IO © e fe" Standard Pack Weight (Lbs.) 
20EFG3K-MTF X25FT 4651-4004 11/4 21 3000 12000 8.2 1 48.28 
20EF G3K-MTFXCTN 4651-1425 11/4 2.11 3000 12000 8.2 100 2.00 
20EFG3K-MTFXLL 4651-1427 11/4 2d 3000 12000 8.2 200 1.90 
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Continued 

Description Product No. © IO © © (> Standard Pack Weight (Lbs.) 
24EFG3K-MTF X25FT 4651-1741 11/2 2.11 3000 12000 10.0 1 56.00 
24EF G3K-MTFXCTN 4651-2201 11/2 2.11 3000 12000 10.0 50 2.21 
24EFG3K-MTFXLL 4651-2202 11/2 2.11 3000 12000 10.0 200 2.24 
32EFG3K-MTF X25FT 4651-1745 2 2.03 3000 12000 25.0 1 74.00 
32EFG3K-MTFXCTN 4651-2205 2 2.03 3000 12000 25.0 50 2.99 
32EFG3K-MTFXLL 4651-2206 2 2.03 3000 12000 29.0 200 2.96 


Hot Oiler 2-Wire Braid Hose 
High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Static pressure, hot oiler applications. Designed 
Specifically to handle the transfer of hot oil at 275°F continuous, 300°F 
intermittent to clear the paraffin around the casing to help start the flow of oil 


to the surface. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 


Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil and abrasion resistant, synthetic rubber (CSM - Type M). 
Temperature Range: -40°F to +300°F (-40°C to +149°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 


Field Attachable Type T Couplings (Section 0) 
GlobalS piral Plus Couplings (Section E) 


Description 
24HOXCTN 





Product No. 
4657-0063 


Oo pop 9 © A 


11/2 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


2.15 2300 


Recommended For: Static pressure, hot oiler applications. Designed 
Specifically to handle the transfer of hot oil at 275°F continuous, 300°F 
intermittent to clear the paraffin around the casing to help start the flow of oil 


to the surface. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 


Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant MegaTuff® cover. 
Temperature Range: -40°F to +300°F (-40°C to +149°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 


Field Attachable Type T Couplings (Section 0) 
GlobalSpiral Plus Couplings (Section E) 


Description 
24HO-MTFXCTN 





Product No. 
4657-4463 


Oo pop 9 © A 


Lay2 


2.15 2300 
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6900 


Hot Oiler 2-Wire Braid Hose - MegaTuff® Cover 
High Pressure 


6900 


EFG3K Spiral Wire Hose - SAE 100R12 - MegaTuff® Cover 
Extremely High Pressure 


20.0 


20.0 


Standard Pack Weight (Lbs.) 


120 


Standard Pack Weight (Lbs.) 


120 
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M-XP™ Million Impulse Xtra Performance Wire Braid Hose 
High Pressure 





Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: High-pressure, high impulse life hydraulic applications. 
Provides tighter than standard minimum bend radius and greater flexibility 
for easier plumbing. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber 
(Nitrile/PVC - Type C2 -4 and -6), (Polychloroprene Type A -8 through -12). 
See Hose Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -12) (Section E) 

MegaCrimp® Couplings (Section G) 








Description Product No. © IO © e faa Standard Pack Weight (Lbs.) 
4M-XPXREEL 4657-4216 1/4 is 4000 16000 2.0 440 20 
6M-XPXREEL 4657-4217 3/8 10 4000 16000 2.5 330 30 
8M-XPXREEL 4657-4218 1/2 82 4000 16000 30 220 36 
10M-XPXREEL 4657-4219 5/8 96 4000 16000 4.0 220 oi 
12M-XPXREEL 4657-4220 3/4 Ly 4000 16000 4.7 220 10 


Global M6K Mega6000™ Hose 
High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: High-pressure hydraulic applications. Provides tighter 
than standard minimum bend radius and greater flexibility for easier 
plumbing. 

Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 

Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber 
(Nitrile/PVC - Type C2), with color coded layline. See Hose Stock 
Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 

Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

MegaCrimp® Couplings (Section G) 

Stainless Steel "B" Couplings (Section H) 





Oo 9O 


RA 
6000 24000 2.0 440 26 


Product No. 
4657-2697 


Description Standard Pack Weight (Lbs.) 


4M6KXREEL 





QO 0 
1/4 38 
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High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: High-pressure hydraulic applications exceeds ISO 
18752 Grade B. Provides tighter than standard minimum bend radius and 
greater flexibility for easier plumbing. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber 
(Nitrile/PVC - Type C2) (4, 5, 6), Polychloroprene - Type A (8) with color 
coded layline. Also available with unique abrasion resistant MegaT uff® or 
XtraTuff cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -8) (Section E) 

MegaCrimp® Couplings (Section G) 

Stainless Steel "B" Couplings (Section H) 





Description Product No. S IO © e faa Standard Pack Weight (Lbs.) 
4M5K X50FT 4657-4122 1/4 oa 5000 20000 2.0 1 10.40 
4M5KXREEL 4657-1100 1/4 55 5000 20000 2.0 440 21 
5M5KXREEL 4657-8006 5/16 61 5000 20000 2:2 350 29 
6M5K X50FT 4657-4121 3/8 10 5000 20000 2.5 1 14.00 
6M5KXREEL 4657-2695 3/8 10 5000 20000 25 330 30 
8M5K X50FT 4657-4123 1/2 86 5000 20000 35 1 21.00 
8M5KXREEL 4657-2650 1/2 .86 5000 20000 35 220 47 


High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: High-pressure hydraulic applications exceeds ISO 
18752 Grade B. Provides tighter than standard minimum bend radius and 
greater flexibility for easier plumbing. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant MegaTuff® cover with color 


coded layline. Also available in Standard or XtraTuff cover. See Hose 
Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -8) (Section E) 

MegaCrimp® Couplings (Section G) 

Stainless Steel "B" Couplings (Section H) 





Description Product No. © IO © e fe" Standard Pack Weight (Lbs.) 
4M5K-MTFXREEL 4657-8011 1/4 20 5000 20000 2.0 440 20 
5M5K-MTFXREEL 4657-8012 5/16 61 5000 20000 2.2 350 24 
6M5K-MTFXREEL 4657-8013 3/8 10 5000 20000 25 330 30 
8M5K-MTFXREEL 4657-8014 1/2 .86 5000 20000 3.5 220 54 


Global M5K Mega5000™ Hose 


Global M5K Mega5000"™ Hose - MegaTuff’ Cover 
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Global M5K Mega5000"™ Hose - XtraTuff’’ Cover 
High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: High-pressure hydraulic applications exceeds ISO 
18752 Grade B. Provides tighter than standard minimum bend radius and 
greater flexibility for easier plumbing. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber (Modified 
Nitrile - Type C2), with color coded layline. Also available in Standard or 
MegaTuff® cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -8) (Section E) 

MegaCrimp® Couplings (Section G) 

Stainless Steel "B" Couplings (Section H) 








Description Product No. © IO © e ifoa Standard Pack Weight (Lbs.) 
4M5K-XTFXREEL 4657-8007 1/4 oo 5000 20000 2.0 440 2 
5M5K-XTFXREEL 4657-8008 5/16 61 5000 20000 22 375 24 
6M5K-XTFXREEL 4657-8009 3/8 10 5000 20000 25 330 29 
8M5K-XTFXREEL 4657-8010 1/2 .86 5000 20000 3.5 220 46 


Global M4K Mega4000™ Hose - SAE 100R19 
High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G", and 1S011237 R19 


Recommended For: High-pressure hydraulic applications. Exceeds ISO 
18752 Grade B, SAE 100R19 and 1SO11237 R19. Allows for tighter 
minimum bend radius, increased working pressure and improved impulse 
cycles than industry standards. Provides greater performance, flexibility, 
easier routing and plumbing of mobile and stationary hydraulic platforms. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber (Modified 
Nitrile - Type C2), with color coded layline. Also available with unique 
abrasion resistant MegaT uff® or XtraTuff cover. See Hose Stock 
Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -16) (Section E) 

MegaCrimp® Couplings (-4 through -12) (Section G) 

Stainless Steel "B" Couplings (-4 through -8) (Section H) 

Stainless Steel "S" Couplings (-10 and -16) (Section H) 








Description Product No. S, IO © © faa Standard Pack Weight (Lbs.) 
4M4K X50FT 4657-1238 1/4 oo 4000 16000 is 1 10.73 
4M4KXBALE 4657-5779 1/4 Bis 4000 16000 15 5600 22 
4M4KXREEL 4657-1467 1/4 Do 4000 16000 15 440 22 
5M4KXREEL 4657-8015 5/16 61 4000 16000 1.8 350 2 
6M4K X50FT 4657-4867 3/8 10 4000 16000 2.0 1 15.59 
6M4KXBALE 4657-5775 3/8 10 4000 16000 2.0 3800 31 
6M4KXREEL 4657-1458 3/8 Aud 4000 16000 2.0 330 al 
8M4K X50FT 4657-4868 1/2 82 4000 16000 2.8 1 23.63 
8M4KXBALE 4657-5776 1/2 82 4000 16000 2.8 2200 42 
8M4KXREEL 4657-1459 1/2 82 4000 16000 2.8 220 42 
10M4K X50FT 4657-4869 5/8 99 4000 16000 3.0 1 26.10 
10M4KXBALE 4657-5777 5/8 99 4000 16000 3.0 1750 53 
LOM4KXREEL 4657-1460 5/8 99 4000 16000 3.0 220 53 
12M4K X50FT 4657-4870 3/4 1.17 4000 16000 3.8 1 33.80 
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Global M4K Mega4000™ Hose - SAE 100R19 
High Pressure 





Continued 
A 
Description Product No. SO lO 8 ‘S) fr ! Standard Pack Weight (Lbs.) 
12M4KXBALE 4657-5778 3/4 147 4000 16000 3.8 1250 68 on 
12M4KXREEL 4657-1461 3/4 1.17 4000 16000 3.8 220 67 
16M4KXREEL 4657-4051 1 1.52 4000 16000 45 165 1.21 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 





Global M4K Mega4000™ Hose - SAE 100R19 - MegaTuff* Cover 


High Pressure PCM /PCS 


FERRULES 


Meets Flame Resistance Acceptance Designation "MSHA 2G", and 1S011237 R19 MEGACRIMP 
MegaTuff® hose lasts up to 300 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. COUPLINGS 
Recommended For: High-pressure hydraulic applications. Exceeds ISO 
18752 Grade B, SAE 100R19 and 1SO011237 R19. Allows for tighter STAINLESS 
minimum bend radius, increased working pressure and improved impulse STEEL 


cycles than industry standards. Provides greater performance, flexibility, 
easier routing and plumbing of mobile and stationary hydraulic platforms. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant MegaTuff® cover with color 
coded layline. Also available in Standard or XtraTuff cover. See Hose 
Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -16) (Section E) 

MegaCrimp® Couplings (-4 through -12) (Section G) 

Stainless Steel "B" Couplings (-4 through -8) (Section H) 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 





POLARSEAL Il 
COUPLINGS 


Stainless Steel "S" Couplings (-10 and -16) (Section H) 





C14 COUPLINGS 


Description Product No. OS IO ©) e (’ Standard Pack Weight (Lbs.) PCTS 

AM4K-MTF X50FT 4657-1239 1/4 55 4000 16000 (5 1 10.74 THERMOPLASTIC 
AM4K-MTEXREEL 4657-1477 1/4 55 4000 16000 15 350 22 COUPLINGS 
5M4K-MTFXREEL 4657-8017 5/16 61 4000 16000 18 350 2B 

6M4K-MTF X50FT 4657-4020 3/8 10 4000 16000 2.0 1 15.40 FIELD 
6MA4K-MTFXREEL 4657-1479 3/8 70 4000 16000 2.0 330 31 Oe airine 
8M4K-MTF X50FT 4657-4021 1/2 82 4000 16000 2.8 1 23.67 

8M4K-MTFXBALE 4657-5016 1/2 82 4000 16000 2.8 3200 A 

BM4K-MTFXREEL 4657-1480 U2 82 4000 16000 2.8 220 4d ae 
10M4K-MTF X50FT 4657-4022 5/8 99 4000 16000 3.0 1 26.83 & C5E 
10M4K-MTFXREEL 4657-1481 5/8 99 4000 16000 3.0 220 54 COUPLINGS 
12M4K-MTF X50FT 4657-4024 3/4 1.17 4000 16000 3.8 1 33.90 

12M4K-MTFXREEL 4657-1482 3/4 117 4000 16000 3.8 190 68 SURELOK AIR 
16M4K-MTFXREEL 4657-4053 1 152 4000 16000 45 165 121 eS 


COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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G8K COUPLINGS 
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COUPLINGS 


PCM /PCS 
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COUPLINGS 
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STEEL 
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LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
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POLARSEAL Il 
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C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Global M4K Mega4000™ Hose - SAE 100R19 - XtraTuff'’ Cover 
High Pressure 


7 Meets Flame Resistance Acceptance Designation "MSHA 2G", and 1S011237 R19 
XtraTuff hose lasts up to 25 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. 


Recommended For: High-pressure hydraulic applications. Exceeds ISO 
18752 Grade B, SAE 100R19 and 1SO11237 R19. Allows for tighter 
minimum bend radius, increased working pressure and improved impulse 
cycles than industry standards. Provides greater performance, flexibility, 
easier routing and plumbing of mobile and stationary hydraulic platforms. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber (Modified 
Nitrile - Type C2), with color coded layline. Also available in Standard or 
MegaTuff® cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -16) (Section E) 

MegaCrimp® Couplings (-4 through -12) (Section G) 

Stainless Steel "B" Couplings (-4 through -8) (Section H) 

Stainless Steel "S" Couplings (-10 and -16) (Section H) 








Description Product No. © IO © © fa Standard Pack Weight (Lbs.) 
4M4K-XTF X50FT 4657-2616 1/4 oa 4000 16000 1.5 1 10.75 
4M4K-XTFXREEL 4657-2281 1/4 50 4000 16000 U5 440 we 
5M4K-XTFXREEL 4657-8016 5/16 61 4000 16000 1.8 350 25 
6M4K-XTF X50FT 4657-2615 3/8 10 4000 16000 2.0 1 15.39 
6M4K-XTFXREEL 4657-2283 3/8 10 4000 16000 2.0 330 al 
8M4K-XTF X50FT 4657-2614 1/2 82 4000 16000 2.8 1 18.38 
8M4K-XTFXREEL 4657-2284 1/2 82 4000 16000 2.8 220 3] 
10M4K-XTFXREEL 4657-2285 5/8 99 4000 16000 3.0 220 54 
12M4K-XTFXREEL 4657-2286 3/4 1.17 4000 16000 3.8 220 68 
16M4K-XTFXREEL 4657-4052 1 152 4000 16000 45 165 1.18 


MAKH Wire Braid Hose - High-Temp - SAE 100R19 
High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G", and 1S011237 R19 


Recommended For: High-pressure hydraulic applications at elevated 
temperatures. Exceeds ISO 18752 Grade C, SAE 100R19 and ISO11237 
R19. Allows for tighter minimum bend radius, increased working pressure 
and improved impulse cycles than industry standards. Provides greater 
performance, flexibility, easier routing and plumbing of mobile and stationary 
hydraulic platforms. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber 
(Polychloroprene - Type A), with color coded layline. Also available in 
MegaTuff® cover. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -12) (Section E) 

MegaCrimp® Couplings (Section G) 








Description Product No. S IO © e fa Standard Pack Weight (Lbs.) 
4M4KH X50FT 4657-4098 1/4 30 4000 16000 2.0 1 10.80 
4M4KHXREEL 4657-2381 1/4 55 4000 16000 2.0 440 22 
6M4KH X50FT 4657-4099 3/8 10 4000 16000 2.5 1 15.40 
6M4KHXREEL 4657-2383 3/8 10 4000 16000 2.5 330 al 
8M4KH X50FT 4657-4100 1/2 82 4000 16000 35 1 18.40 
8M4KHXREEL 4657-2384 1/2 82 4000 16000 a 220 38 
10M4KH X50FT 4657-4101 5/8 99 4000 16000 4.0 1 27.00 
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MAKH Wire Braid Hose - High-Temp - SAE 100R19 
High Pressure 





Continued 
A 
Description Product No. SO lO 8 ‘S) if ! Standard Pack Weight (Lbs.) 
1OM4KHXREEL 4657-2385 5/8 99 4000 16000 4.0 220 55 on 
12M4KH X50FT 4657-2619 3/4 1.17 4000 16000 4.7 1 36.16 
12M4KHXREEL 4657-2386 3/4 1.17 4000 16000 4.7 220 2B G8K COUPLINGS 


GLOBALSPIRAL 










M4KH Wire Braid Hose - High-Temp - SAE 100R19 - MegaTuff® peer 
Cover 
PCM /PCS 
High Pressure peo Hunee 
Meets Flame Resistance Acceptance Designation "MSHA 2G", and ISO11237 R19 MEGACRIMP 
MegaTuff® hose lasts up to 300 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. COUPLINGS 
Recommended For: High-pressure hydraulic applications at elevated 
temperatures. Exceeds ISO 18752 Grade C, SAE 100R19 and IS011237 STAINLESS 
R19. Allows for tighter minimum bend radius, increased working pressure STEEL 
and improved impulse cycles than industry standards. Provides greater 
performance, flexibility, easier routing and plumbing of mobile and stationary 
hydraulic platforms. POWER CRIMP 
Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose — UEEmNG> 
Stock Characteristics. 
Reinforcement: Two braids of high-tensile steel wire. a re GLP 
Cover: Black, oil, abrasion and weather resistant MegaTuff® cover with color : 
coded layline. Also available in Standard cover. 
Temperature Range: -40°F to +250°F (-40°C to +121°C). For water POLARSEAL 
emulsions see Temperature Limits Table. COUPLINGS 
Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) | POLARSEAL II 
GlobalSpiral Couplings (-6 through -12) (Section E) COUPLINGS 


MegaCrimp® Couplings (Section G) 





Description Product No. Oo IO S) e ("’ Standard Pack Weight (Lbs.) 
4M4KH-MTF X50FT 4657-4093 1/4 55 4000 16000 2.0 1 11.00 

4M4KH-MTFXREEL 4657-2157 1/4 55 4000 16000 2.0 440 22 PCTS 
Se THERMOPLASTIC 
6M4KH-MTF X50FT 4657-4094 3/8 10 4000 16000 2.5 1 14.60 COUPLINGS 
6M4KH-MTFXREEL 4657-2159 3/8 70 4000 16000 2.5 330 31 

8M4KH-MTF X50FT 4657-4095 1/2 82 4000 16000 3.5 1 18.00 a 
SM4KH-MTFXREEL 4657-2160 1/2 82 4000 16000 3.5 220 ao ATTACHABLE G1 
1OM4KH-MTF X50FT 4657-4096 5/8 99 4000 16000 4.0 1 30.40 & G2 COUPLINGS 
1OM4KH-MTFXREEL 4657-2161 5/8 99 4000 16000 4.0 220 54 

12M4KH-MTF X50FT 4657-4097 3/4 1.17 4000 16000 4.7 1 35.00 FIELD 
12M4KH-MTFXREEL 4657-2396 3/4 1.17 4000 16000 4.7 190 75 ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Global M4KL Mega4000™ PolarFlex® Hose - SAE 100R19 
High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: High-pressure hydraulic applications in low 
temperature environments. Exceeds SAE 100R19 and ISO11237 R19. 
Allows for tighter minimum bend radius, increased working pressure and 
improved impulse cycles than industry standards. Provides greater 
performance, flexibility, easier routing and plumbing of mobile and stationary 
hydraulic platforms. 


Tube: Black, oil resistant, Nitrile (Type C). See Hose Stock Characteristics. 
Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant synthetic rubber 
(Polychloroprene - Type A) with color coded layline. 


Temperature Range: -70°F to +212°F (-57°C to +100°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
GlobalSpiral Couplings (-16) (Section E) 


MegaCrimp® Couplings (Section G) 
Stainless Steel "S" and "B" Couplings (Section H) 








Description Product No. S IO © e fe" Standard Pack Weight (Lbs.) 
4M4KLXREEL 4657-4470 1/4 54 4000 16000 2.0 440 22 
5M4KLXREEL 4657-4471 5/16 60 4000 16000 2.3 350 2 
6M4KLXREEL 4657-4472 3/8 69 4000 16000 2.5 330 29 
8M4KLXREEL 4657-4473 1/2 82 4000 16000 35 220 36 
1OM4KLXREEL 4657-4474 5/8 98 4000 16000 4.0 220 49 
12M4KLXREEL 4657-4475 3/4 1.16 4000 16000 6.0 220 10 
16M4KLXREEL 4657-4476 1 1:52 4000 16000 6.0 165 1.20 


Global M3K Mega3000° Hose - SAE 100R17 
High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G", and ISO11237 R17 


Recommended For: High-pressure hydraulic oil lines. Exceeds ISO 18752 
Grade B, SAE 100R17 and 1S011237 R17 working pressure, minimum bend 
radius requirements and performance requirements of EN 857 1SC. M3K 
hose has smaller exterior dimensions and significantly tighter bend radius 
than other SAE 100R1 and 100R2 hose. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Braided, high-tensile steel wire. -4, -5, -6 and -8 sizes are 
one braid; -10, -12 and -16 sizes are two braid. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber 
(Nitrile/PVC - Type C2), with color coded layline. Also available with unique 
abrasion resistant MegaT uff® or XtraTuff cover. See Hose Stock 
Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -16) (Section E) 

MegaCrimp® Couplings (Section G) 

Power Crimp® Couplings (-3 only) (Section 1) 

Stainless Steel "B" Couplings (Section H) 








Description Product No. S IO © e faa Standard Pack Weight (Lbs.) 
3M3KXREEL 4657-8068 3/16 43 3250 13000 i3 440 10 
4M3K X50FT 4657-4874 1/4 48 3250 13000 1.5 1 5,66 
4M3KXBALE 4657-5743 1/4 48 3250 13000 U5 6000 12 
4M3KXLG REEL 4657-1176 1/4 48 3250 13000 15 1400 12 
4M3KXREEL 4657-1157 1/4 48 3250 13000 1.5 440 12 
5M3K X50FT 4657-2502 5/16 60 3250 13000 1.8 1 9.49 
5M3KXREEL 4657-2216 5/16 60 3250 13000 1.8 385 19 
6M3K X50FT 4657-4875 3/8 63 3250 13000 2.0 1 10.09 
6M3KXBALE 4657-5744 3/8 63 3250 13000 2.0 4500 20 
6M3KXLG REEL 4657-1177 3/8 63 3250 13000 2.0 1000 20 
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Global M3K Mega3000° Hose - SAE 100R17 
High Pressure 








Continued 

Description Product No. © IO © © ia Standard Pack Weight (Lbs.) 

6M3KXREEL 4657-1158 3/8 63 3250 13000 2.0 330 20 on 
8M3K XSOFT 4657-4876 1/2 80 3250 13000 2.8 1 14,32 

8M3KXBALE 4657-5745 1/2 80 3250 13000 2.8 2800 30 aac eeueuNes 
8M3KXLG REEL 4657-1178 1/2 80 3250 13000 2.8 1000 28 

S8M3KXREEL 4657-1159 1/2 80 3250 13000 2.8 220 28 GLOBALSPIRAL 
10M3K X5OFT 4657-4877 5/8 99 3250 13000 3.0 1 26.96 COUPLINGS 
10M3KXBALE 4657-5746 5/8 99 3250 13000 3.0 1800 54 

10M3KXLG REEL 4657-0233 5/8 99 3250 13000 3.0 800 54 ee 
10M3KXREEL 4657-1173 5/8 99 3250 13000 3.0 220 45 

12M3K X50FT 4657-4878 3/4 1.15 3250 13000 3.8 1 33.16 MEGACRIMP 
12M3KXBALE 4657-5747 3/4 115 3250 13000 3.8 1250 66 evens 
12M3KXREEL 4657-0679 3/4 1.15 3250 13000 3.8 220 66 

16M3K X50FT 4657-4879 1 1.48 3250 13000 4.5 1 51.78 ee 
16M3KXBALE 4657-5748 i 1.48 3250 13000 45 700 1.04 

16M3KXREEL 4657-1163 1 1.48 3250 13000 4.5 165 1.04 POWER CRIMP 


COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 





Global M3K Mega3000° Hose - SAE 100R17 - MegaTuff® Cover 


High Pressure POLARSEAL 


COUPLINGS 


POLARSEAL Il 
COUPLINGS 


Meets Flame Resistance Acceptance Designation "MSHA 2G", and ISO11237 R17 
MegaTuff® hose lasts up to 300 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. 


Recommended For: High-pressure hydraulic oil lines. Exceeds ISO 18752 
Grade B, SAE 100R17 and 1S011237 R17 working pressure, minimum bend 
radius requirements and performance requirements of EN 857 1SC. M3K 
hose has smaller exterior dimensions and significantly tighter bend radius 
than other SAE 100R1 and 100R2 hose. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Braided, high-tensile steel wire. -4, -5, -6 and -8 sizes are 
one braid; -10, -12 and -16 sizes are two braid. 


Cover: Black, oil, abrasion and weather resistant MegaTuff® cover with color 
coded layline. Also available in Standard or XtraTuff cover. See Hose 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 











Stock Characteristics. 

Temperature Range: -40°F to +212°F (-40°C to +100°C). For water Fa aeete C5 
emulsions see Temperature Limits Table. & C5E 
Coupling Recommendation (See gates.com/ecrimp or Crimp Data COUPLINGS 
Manual 35019) 

GlobalS piral Couplings (-6 through -16) (Section E) 

MegaCrimp® Couplings (Section G) ee AIR 
Stainless Steel "B" Couplings (Section H) COUPLINGS 
Description Product No. © IO © © fa Standard Pack Weight (Lbs.) 

AM3K-MTF X50FT 4657-4025 1/4 48 3250 13000 1.5 1 6.45 ADAPTERS 
4M3K-MTFXBALE 4657-5769 1/4 48 3250 13000 1.5 5600 2 

AM3K-MTFXLG REEL 4657-1180 1/4 48 3250 13000 1.5 1400 12 QUICK 
AM3K-MTFXREEL 4657-1181 1/4 48 3250 13000 15 440 iP aa ae 
OM3K-MTF X50FT 4657-4026 3/8 63 3250 13000 2.0 1 10.37 

6M3K-MTFXBALE 4657-5770 3/8 63 3250 13000 ZA) 3800 21 

6M3K-MTFXLG REEL 4657-1192 3/8 63 3250 13000 2.0 1000 21 Eee anrte 
6M3K-MTFXREEL 4657-1182 3/8 63 3250 13000 2) 330 Al 

SM3K-MTF X50FT 4657-4027 LZ 80 3250 13000 2.8 1 14.73 BALL VALVES 
8M3K-MTFXBALE 4657-5771 LZ 80 3250 13000 2.8 2500 30 

8M3K-MTFXLG REEL 4657-1193 1/2 80 3250 13000 2.8 1000 30 ACCESSORIES 
8M3K-MTFXREEL 4657-1183 1/2 80 3250 13000 2.8 330 30 

1LOM3K-MTF X50FT 4657-4028 5/8 99 3250 13000 3.0 1 27 AT EQUIPMENT AND 
10M 3K-MTFXBALE 4657-5772 5/8 99 3250 13000 3.0 2500 54 PARTS 
10M3K-MTFXREEL 4657-1184 5/8 99 3250 13000 3.0 220 54 

12M3K-MTF X50FT 4657-4029 3/4 1.15 3250 13000 3.8 1 33.55 
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Global M3K Mega3000° Hose - SAE 100R17 - MegaTuff° Cover 
High Pressure 





Continued 

Description Product No. © IO S © faa Standard Pack Weight (Lbs.) 
12M3K-MTFXREEL 4657-1185 3/4 1.15 3250 13000 3.8 220 67 
16M3K-MTF X50FT 4657-4030 1 1.48 3250 13000 4.8 1 53.18 
16M 3K-MTF XBALE 4657-5774 1 1.48 3250 13000 4.8 800 1.06 
16M3K-MTFXREEL 4657-1186 1 1.48 3250 13000 4.8 165 1.06 


Global M3K Mega3000° Hose - SAE 100R17 - XtraTuff’ Cover 
High Pressure 


. Meets Flame Resistance Acceptance Designation "MSHA 2G", and ISO11237 R17 
XtraTuff hose lasts up to 25 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. 


Recommended For: High-pressure hydraulic oil lines. Exceeds ISO 18752 
Grade B, SAE 100R17 and 1S011237 R17 working pressure, minimum bend 
radius requirements and performance requirements of EN 857 1SC. M3K 
hose has smaller exterior dimensions and significantly tighter bend radius 
than other SAE 100R1 and 100R2 hose. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Braided, high-tensile steel wire. -4, -5, -6 and -8 sizes are 
one braid; -10, -12 and -16 sizes are two braid. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber (Modified 
Nitrile - Type C2), with color coded layline. Also available in Standard or 
MegaTuff® cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -16) (Section E) 

MegaCrimp® Couplings (Section G) 

Power Crimp® Couplings (-3 only) (Section |) 

Stainless Steel "B" Couplings (Section H) 








Description Product No. © IO © e faa Standard Pack Weight (Lbs.) 
3M3K-XTFXREEL 4657-8069 3/16 43 3250 13000 13 440 tl 
4M3K-XTFXBALE 4657-2434 1/4 48 3250 13000 15 5600 13 
4M3K-XTFXREEL 4657-1097 1/4 48 3250 13000 i 440 13 
5M3K-XTFXBALE 4657-2628 5/16 60 3250 13000 1.8 4400 19 
6M3K-XTF XBALE 4657-2627 3/8 63 3250 13000 2.0 4800 20 
6M3K-XTFXREEL 4657-1098 3/8 63 3250 13000 2.0 330 20 
8M3K-XTF XBALE 4657-1099 1/2 80 3250 13000 2.8 2500 30 
8M3K-XTFXREEL 4657-2248 1/2 .80 3250 13000 2.8 220 30 
10M 3K-XTFXREEL 4657-2249 5/8 99 3250 13000 3.0 220 54 
12M 3K-XTFXREEL 4657-2250 3/4 £15 3250 13000 3.8 220 64 
16M 3K-XTFXREEL 4657-2307 1 1.48 3250 13000 45 165 1.04 
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High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G", and ISO11237 R17 


Recommended For: Elevated temperature high-pressure hydraulic oil lines. 
Exceeds ISO 18752 Grade C, SAE 100R17 and ISO 11237 R17 
requirements and performance requirements of EN 857 1SC. M3KH hose 
has smaller exterior dimensions and significantly tighter bend radius than 
other SAE 100R1 and 100R2 hose. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Braided, high-tensile steel wire. -4, -5, -6 and -8 sizes are 
one braid; -10, -12 and -16 sizes are two braid. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber 
(Polychloroprene - Type A), with color coded layline. See Hose Stock 
Characteristics. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -16) (Section E) 

MegaCrimp® Couplings (Section G) 





Description Product No. © IO © e faa Standard Pack Weight (Lbs.) 
4M3KHXREEL 4657-2664 1/4 48 3250 13000 2.0 440 De 
5M3KHXREEL 4657-4055 5/16 60 3250 13000 2.2 330 19 
6M3KHXREEL 4657-2696 3/8 65 3250 13000 25 330 21 
8M3KHXREEL 4657-1360 1/2 80 3250 13000 30 220 al 
10M3KHXREEL 4657-1361 5/8 99 3250 13000 4.0 220 5D 
12M3KHXREEL 4657-1362 3/4 L15 3250 13000 4.8 220 65 
16M3KHXREEL 4657-1363 1 1.48 3250 13000 6.0 165 94 


Cover 
High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G", and ISO11237 R17 


M3KH Wire Braid Hose - High-Temp - SAE 100R17 


M3KH Wire Braid Hose - High-Temp - SAE 100R17 - MegaTuff* 












MegaTuff® hose lasts up to 300 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. 


Recommended For: Elevated temperature high-pressure hydraulic oil lines. 
Exceeds ISO 18752 Grade C, SAE 100R17 and ISO 11237 R17 working 
pressure, minimum bend radius requirements and performance 
requirements of EN 857 1SC. M3KH hose has smaller exterior dimensions 
and significantly tighter bend radius than other SAE 100R1 and 100R2 hose. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Braided, high-tensile steel wire. -4, -6 and -8 sizes are one 
braid; -10, -12 and -16 sizes are two braid. 


Cover: Black, oil, abrasion and weather resistant MegaTuff® cover with color 
coded layline. Also available in Standard cover. See Hose Stock 
Characteristics. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (Section E) 

MegaCrimp® Couplings (Section G) 





Description Product No. S, IO © e ia Standard Pack Weight (Lbs.) 
4M3KH-MTFXREEL 4657-2321 1/4 48 3250 13000 2.0 440 13 
6M3KH-MTFXREEL 4657-2323 3/8 63 3250 13000 25 330 ial 
8M3KH-MTFXREEL 4657-2324 1/2 80 3250 13000 35 330 Be. 
10M3KH-MTFXREEL 4657-2325 5/8 99 3250 13000 4.0 220 ol 
12M3KH-MTFXREEL 4657-2326 3/4 1.15 3250 13000 48 220 63 
16M 3KH-MTFXREEL 4657-2327 1 1.48 3250 13000 6.0 165 1.04 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 
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BRAKE 
COUPLINGS 


ADAPTERS 
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EQUIPMENT AND 
PARTS 
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Meets Flame Resistance Acceptance Designation "MSHA 2G", and 1SO11237 2SC R16 


Recommended For: High-pressure hydraulic oil lines. Exceeds SAE 
100R16, SAE 100R2, IS011237 2SC R16 and ISO 1436 2SN R2 


requirements and performance requirements of EN 857 2SC and EN 853 


2SN. M2T hose has smaller exterior dimensions and significantly tighter 


bend radius. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 


Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber (Modified 


Nitrile - Type C2), with color coded layline. Also available with unique 
abrasion resistant MegaT uff® or XtraTuff cover. See Hose Stock 


Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 


GlobalS piral” Couplings (-6 through -20) (Section E) 
GlobalS piral Plus Couplings (-24 and -32) (Section E) 
MegaCrimp® Couplings (-4 through -20) (Section G) 
Stainless Steel "B" Couplings (Section H) 





Description Product No. SO IO © e fa Standard Pack Weight (Lbs.) 
4M2T X50FT 4657-1553 1/4 56 6000 24000 1.5 1 10.80 
4M2TX150REEL 4657-4422 1/4 56 6000 24000 15 150 23 
4M2TXBALE 4657-5728 1/4 56 6000 24000 1.5 5600 22 
4M2TXREEL 4657-1552 1/4 56 6000 24000 1.5 550 al 
6M2T X50FT 4657-1550 3/8 10 5000 20000 20 1 15.19 
6M2TX100REEL 4657-4607 3/8 10 5000 20000 2.0 100 28 
6M2TXBALE 4657-5729 3/8 69 5000 20000 2.0 3000 al 
6M2TXLRG REEL 4657-1492 3/8 10 5000 20000 2.0 1500 30 
6M2TXREEL 4657-1555 3/8 10 5000 20000 2.0 385 30 
8M2T X50FT 4657-1561 1/2 82 4300 17200 2.8 | 17.50 
8M2TX100REEL 4657-4608 1/2 82 4300 17200 2.8 100 33 
8M2TXBALE 4657-5730 1/2 82 4300 17200 2.8 2500 a1 
8M2TXLRG REEL 4657-1493 1/2 82 4300 17200 2.8 1000 ot 
8M2TXREEL 4657-1559 1/2 82 4300 17200 2.8 330 3) 
10M2T X50FT 4657-1564 5/8 95 3800 15200 3.0 1 22.06 
10M2T XBALE 4657-5577 5/8 95 3800 15200 3.0 1750 45 
1OM2TXREEL 4657-1563 5/8 95 3800 15200 3.0 220 45 
12M2T X50FT 4657-1568 3/4 1.11 3500 14000 3.8 1 26.95 
12M2TX50REEL 4657-4609 3/4 Pa 3500 14000 3.8 50 51 
12M2T XBALE 4657-5732 3/4 1.11 3500 14000 3.8 1500 54 
12M2TXREEL 4657-1567 3/4 1.11 3500 14000 3.8 220 54 
16M2T X50FT 4657-1572 1 1.39 2500 10000 45 1 36.56 
16M2TXREEL 4657-1571 1 1.39 2500 10000 45 165 a fe 
20M2T X25FT 4657-4540 11/4 1.67 2300 9200 8.3 1 22.25 
20M2TXCTN 4657-4534 11/4 1.67 2300 9200 8.3 120 89 
24M2T X25FT 4657-4610 11/2 2.00 2000 8000 10.0 1 31.75 
24M2T X50FT 4657-4541 11/2 2.00 2000 8000 10.0 1 85.00 
24M2TXCTN 4657-4491 11/2 2.00 2000 8000 10.0 120 1.70 
32M2T X25FT 4657-4611 2 253 1500 6000 125 1 46.25 
32M2T X50FT 4657-4542 Z 253 1500 6000 12.5 1 147.50 
32M2TXCTN 4657-4492 Z 2.53 1500 6000 125 120 2.95 
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M2T° MegaFlex® 2-Wire Braid Hose - SAE 100R16 
High Pressure 













M2T° MegaFlex® 2-Wire Braid Hose - SAE 100R16 - MegaTuff* 
Cover 
High Pressure 






Meets Flame Resistance Acceptance Designation "MSHA 2G", and 1SO11237 2SC R16 
MegaTuff® hose lasts up to 300 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. 


Recommended For: Ultra High abrasive high-pressure hydraulic oil lines. 
Exceeds SAE 100R16, SAE 100R2, ISO011237 2SC R16 and ISO 1436 2SN 
R 2 working pressure, minimum bend radius requirements and performance 
requirements of EN 857 2SC and EN 853 2SN. M2T hose has smaller 
exterior dimensions and significantly tighter bend radius. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant MegaTuff® cover with color 
coded layline. Also available in Standard or XtraTuff cover. See Hose 
Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (Section E) 

MegaCrimp® Couplings (Section G) 

Stainless Steel "B" Couplings (Section H) 


x 
i 
j 


Sale MM ag Sere 








Description Product No. © IO © e fa Standard Pack Weight (Lbs.) 
4M2T-MTF X50FT 4657-4034 1/4 56 6000 24000 15 i 10.92 
4M2T-MTFXBALE 4657-5764 1/4 56 6000 24000 1.5 5600 22 
4M2T-MTFXREEL 4657-0222 1/4 56 6000 24000 15 350 ‘22 
6M2T-MTF X50FT 4657-4035 3/8 10 5000 20000 2.0 1 15.63 
6M2T-MTFXBALE 4657-5765 3/8 10 5000 20000 2.0 2400 al 
6M2T-MTFXREEL 4657-0223 3/8 10 5000 20000 2.0 330 31 
8M2T-MTF X50FT 4657-4036 1/2 82 4300 17200 2.8 1 18.94 
8M2T-MTFXBALE 4657-5766 1/2 82 4300 17200 2.8 2200 38 
8M2T-MTFXREEL 4657-0224 1/2 82 4300 17200 2.8 330 38 
10M2T-MTF X50FT 4657-4037 5/8 95 3800 15200 3.0 1 67.75 
10M2T-MTFXREEL 4657-0225 5/8 95 3800 15200 3.0 220 46 
12M2T-MTF X50FT 4657-4038 3/4 1.11 3500 14000 3.8 1 27.71 
12M2T-MTFXREEL 4657-0226 3/4 1.11 3500 14000 3.8 220 55 
16M2T-MTF X50FT 4657-4039 1 1.39 2500 10000 45 1 a1i03 
16M2T-MTFXREEL 4657-0227 1 1.39 2500 10000 45 165 Wie) 


M2T° MegaFlex® 2-Wire Braid Hose - SAE 100R16 - XtraTuff™ 
Cover 
High Pressure 






. Meets Flame Resistance Acceptance Designation "MSHA 2G", and ISO11237 2SC R16 
XtraTuff hose lasts up to 25 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945, 


Recommended For: High-pressure hydraulic oil lines. Exceeds SAE 
100R16, SAE 100R2, IS011237 2SC R16 and ISO 1436 2SN R2 working 
pressure, minimum bend radius requirements and performance 
requirements of EN 857 2SC and EN 853 2SN. M2T hose has smaller 
exterior dimensions and significantly tighter bend radius. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil, abrasion and weather resistant, synthetic rubber (Modified 
Nitrile - Type C2), with color coded layline. Also available in Standard or 
MegaTuff® cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -16) (Section E) 

MegaCrimp® Couplings (Section G) 

Stainless Steel "B" Couplings (Section H) 


M2T MEGAFLEX® -XTF 








A 

Description Product No. Oo IO 8) e fF : Standard Pack Weight (Lbs.) 
4M2T-XTFXREEL 4657-4138 1/4 56 6000 24000 15 350 21 
6M2T-XTFXREEL 4657-4302 3/8 10 5000 20000 2.0 330 31 
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M2T° MegaFlex® 2-Wire Braid Hose - SAE 100R16 - XtraTuff*™ 
Cover 
High Pressure 












Continued 

Description Product No. 9 IO S ‘S) : + Standard Pack Weight (Lbs.) 
SSE IECTION 8M2T-XTFXREEL 4657-4304 82 4300 17200 330 36 

10M2T-XTEXREEL 4657-4307 95 3800 15200 3.0 220 AG 


GexcoupLincs|  L2M2T-XTFXREEL__—=— 4657-4310 34 3500 1000— (<8 
GLOBALSPIRAL 
COUPLINGS 










CM2TDL MegaFlex” Connected Dual-Line 2-Wire Braid - SAE 
100R16 - XtraTuff" Cover 
High Pressure 
















PCM /PCS 
FERRULES 






Counce 
UPLIN 
Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: High abrasive high-pressure hydraulic oil lines joined 
STAINLESS together for easier plumbing and routing. Meets SAE 100R 16 requirements. 
STEEL CM2T hose has smaller exterior dimensions and significantly tighter bend 
radius. Exceeds performance standards of EN 857 2SC and ISO/DIS 1436. Un i 
POWERCRIMP| — Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose MOMS Ds Feo eran cr gk 6 
COUPLINGS Stock Characteristics. es > . 


Reinforcement: Two braids of high-tensile steel wire. 


LOC, GL AND GLP Cover: Black, oil, abrasion and weather resistant, synthetic rubber (Modified 
COUPLINGS Nitrile - Type C2), with color coded layline. See Hose Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 


€ZD.» CM2T* MEGAFLEX’ 








POLARSEAL emulsions see Temperature Limits Table. 
COUPLINGS Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) | 
GlobalS piral Couplings (Section E 
POLARSEAL II 
COUPLINGS MegaCrimp® Couplings (Section G) 
Description Product No. © O © © A Standard Pack Weight (Lbs.) 
C14COUPLINGS| = GCM2TDL-XTF X50FT 4657-4980 4800 19200 1 30.81 
6CM2TDL-XTFXCTN 4657-4974 i a 4800 19200 - 215 28 
SCM2TDL-XTF X50FT 4657-4981 1/2 82 4000 16000 5.0 1 Stak 
reer eves;  SCM2TDL-XTFXCTN 4657-4975 1/2 82 4000 16000 5.0 180 a 







FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 








Global G2 2-Wire Braid Hose - SAE 100R2 Type S 
High Pressure 






FIELD 
ATTACHABLE C5 

& C5E 
COUPLINGS Meets Flame Resistance Acceptance Designation "MSHA 2G" 
Recommended For: High-pressure hydraulic oil lines. Meets or exceeds the 


SURELOK AIR requirements of SAE 100R2, 1SO01436 2SN R2 and EN 853 2SN. 


AaipEncs Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 


Stock Characteristics. 
strane Reinforcement: Two braids of high-tensile steel wire. 
Cover: Black, oil and abrasion resistant, synthetic rubber (Modified Nitrile - 
Type C2). See Hose Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 

LIVE SWIVEL Field Attachable Type T Couplings (-4 through -24) (Section 0) 
GlobalSpiral’ Couplings (-6 through -20) (Section E) 
GlobalS piral Plus Couplings (-24 and -32) (Section E) 

BALL VALVES MegaCrimp® Couplings (-4 through -20) (Section G) 
Power Crimp® Couplings (-3 only) (Section |) 
Stainless Steel "B" Couplings (Section H) 

ACCESSORIES SO O © @e pr 


Description Product No. Standard Pack Weight (Lbs.) 

EQUIPMENT AND|  3G2X50FT 4657-0029 3/16 6025 24100 1 10.67 
PARTS 3G2XREEL 4657-2182 3/16 . 6025 24100 7 440 a 

4G2 X50FT 4657-4941 1/4 59 5800 23200 4.0 1 13.58 








QUICK 
DISCONNECT 
COUPLERS 
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Global G2 2-Wire Braid Hose - SAE 100R2 Type S 
High Pressure 








Continued 

Description Product No. © IO © © ey Standard Pack Weight (Lbs.) 
4G2X150REEL 4657-4421 1/4 59 5800 23200 4.0 150 23 
4G2XBALE 4657-5708 1/4 59 5800 23200 4.0 4000 2] 
4G2XREEL 4657-0125 1/4 59 5800 23200 4.0 550 21 
6G2 X50FT 4657-4916 3/8 14 4800 19200 5.0 1 17.79 
6G2 X100FT 4657-4906 3/8 14 4800 19200 5.0 1 35.59 
6G2XBALE 4657-5709 3/8 14 4800 19200 5.0 3000 36 
6G2XREEL 4657-0126 3/8 14 4800 19200 5.0 400 35 
8G2 X50FT 4657-4918 1/2 86 4000 16000 7.0 1 20.80 
8G2 X100FT 4657-4908 1/2 86 4000 16000 7.0 1 44.28 
8G 2XBALE 4657-5710 1/2 86 4000 16000 7.0 2250 45 
8G2XREEL 4657-0127 1/2 86 4000 16000 7.0 330 44 
10G2 X50FT 4657-1965 5/8 99 3625 14500 8.0 1 26.74 
10G 2XBALE 4657-5711 5/8 99 3625 14500 8.0 1800 54 
10G2XREEL 4657-0132 5/8 99 3625 14500 8.0 220 54 
12G2 X50FT 4657-4909 3/4 Ll 3100 12400 9.5 1 31.46 
12G2 X50FT 4657-4943 3/4 1.15 3100 12400 9.5 1 31.46 
12G2XBALE 4657-5712 3/4 1.15 3100 12400 9.5 1250 63 
12G2XREEL 4657-0128 3/4 1.15 3100 12400 9.5 220 63 
16G2 X50FT 4657-4945 1 1.48 2400 9600 12.0 1 48.18 
16G 2XBALE 4657-1094 1 1.48 2400 9600 12.0 700 96 
16G2XREEL 4657-0129 1 1.48 2400 9600 12.0 165 96 
20G2 X25FT 4657-0689 11/4 1.86 1825 7300 16.5 5 35.00 
20G2XCTN 4657-0644 11/4 1.86 1825 7300 16.5 120 1.50 
24G2 X25FT 4657-2507 11/2 211 1300 5200 20.0 1 44 34 
24G2 X50FT 4657-2516 11/2 211 1300 5200 20.0 1 88.67 
24G2XCTN 4657-2491 11/2 244 1300 5200 20.0 120 1.77 
32G2 X25FT 4657-2508 2 2.62 1175 4700 25.0 1 56.30 
32G2 X50FT 4657-2517 2 2.62 1175 4700 25.0 1 112.60 
32G2XCTN 4657-2492 2 2.62 1175 4700 25.0 120 225 


G2XH 2-Wire Braid Xtreme’ Heat Hose - SAE 100R2 Type S 
High Pressure 





Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Extremely High temperature high-pressure hydraulic 
applications where pressure or temperature requirements exceed SAE 
100R 2, 1SO01436 2SN R2 and EN 853 2SN or where resistance to either 
petroleum-base or phosphate ester fluids is required. Meets SAE | 1942 
requirements. 


Tube: Black, oil and chemical resistant, synthetic rubber (CPE - Type J ). 
Reinforcement: Two braids of high-tensile steel wire. 
Cover: Blue, oil and abrasion resistant, thin synthetic rubber CSM - Type M. 


Temperature Range: P etroleum-base fluids: -40°F to +300°F (-40°C to 
+149°C). Phosphate esters fluids as recommended by the fluid 
manufacturer, but within a range of -40°F to +212°F. For water emulsions: 
Max. +225°F Pressure lines, Max +180°F Return lines. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019 

GlobalSpiral Couplings (-6 through -20) (Section E) 

GlobalS piral Plus Couplings (-24 and -32) (Section E) 


MegaCrimp® Couplings (-4 through -20) (Section G) 
1/4 59 





Oo 9O 


RA 
6000 24000 4.0 1 13.00 


Description Product No. Standard Pack Weight (Lbs.) 


4G2XH X5OFT 4657-4008 
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HOSE/CPLG. 
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G2XH 2-Wire Braid Xtreme® Heat Hose - SAE 100R2 Type S 
High Pressure 





Continued 

Description Product No. © IO © © fa Standard Pack Weight (Lbs.) 
4G2XHXREEL 4657-2541 1/4 59 6000 24000 4.0 550 30 
6G2XH X50FT 4657-4009 3/8 14 5000 20000 5.0 1 17.50 
6G2XHXREEL 4657-2542 3/8 14 5000 20000 5.0 400 39 
8G2XH X50FT 4657-4010 1/2 86 4250 17000 7.0 1 22.60 
8G2XHXREEL 4657-2543 12 86 4250 17000 7.0 330 47 
10G2XH X50FT 4657-4011 5/8 99 3625 14500 8.0 1 27.20 
10G2XHXREEL 4657-2544 5/8 99 3625 14500 8.0 220 56 
12G2XH X50FT 4657-4012 3/4 115 3100 12400 9.5 1 32.00 
12G2XHXREEL 4657-2545 3/4 1.15 3100 12400 9.5 220 68 
16G2XH X50FT 4657-4013 1 1.48 2500 10000 12.0 1 49.60 
16G2XHXREEL 4657-2546 1 1.48 2500 10000 12.0 165 1.02 
20G2XHXCTN 4657-4988 11/4 1.86 2250 9000 16.5 130 162 
24G2XHXCTN 4657-4989 11/2 2:15 1800 7200 20.0 130 1.50 
32G 2XHXCTN 4657-4990 2 2.05 1500 6000 25.0 130 2.12 


Global G2H High-Temp 2-Wire Braid Hose Type AT 
High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: High temperature high-pressure hydraulic oil lines. 
Meets or exceeds the requirements of SAE 100R2, 1S01436 2SN R2 and 
EN 853 2SN. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil resistant, synthetic rubber (CSM - Type M). Also available 
with unique abrasion resistant MegaTuff® cover. See Hose Stock 
Characteristics. 


Temperature Range: -40°F to +275°F (-40°C to +135°C) constant and 
+300°F (+149°C) intermittent (up to 10% of operating time). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

Field Attachable Type T Couplings (-20 and -24) (Section 0) 
GlobalSpiral Couplings (-20) (Section E) 

GlobalS piral Plus Couplings (-24 and -32) (Section E) 


MegaCrimp® Couplings (-20) (Section G) 
oS ©. ©. © 








Description Product No. Standard Pack Weight (Lbs.) 
20G2H X50FT 4657-0925 11/4 1.86 1825 6500 16.5 1 75.75 
20G2HXCTN 4657-0930 11/4 1.86 1825 6500 16.5 120 1.52 
24G2H X25FT 4657-4331 112 214 1300 5200 20.0 1 45.00 
24G2H X50FT 4657-0927 2 2141 1300 5200 20.0 1 90.06 
24G 2HXCTN 4657-0931 11/2 Dud 1300 5200 20.0 120 1.80 
32G2H X25FT 4657-4332 2 2.62 1175 4700 25.0 1 D2) 
32G2H X50FT 4657-0926 2 2.62 1175 4700 25.0 1 114.29 
32G2HXCTN 4657-0932 2 2.62 1175 4700 25.0 120 2.29 
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Global G2H High-Temp - MegaTuff° Cover Type AT 
High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 
MegaTuff® hose lasts up to 300 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. 


Recommended For: High temperature high-pressure hydraulic oil lines. 
Meets or exceeds the requirements of SAE 100R2, 1S01436 2SN R2 and 
EN 853 2SN. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil and abrasion resistant, synthetic rubber and MegaTuff® 
cover. Also available in Standard cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +275°F (-40°C to +135°C) constant and 
+300°F (+149°C) intermittent (up to 10% of operating time). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

Field Attachable Type T Couplings (-20 and -24) (Section 0) 
GlobalSpiral Couplings (-20) (Section E) 

GlobalS piral Plus Couplings (-24 and -32) (Section E) 


MegaCrimp® Couplings (-20) (Section G) 
So © © © 6 


od Mme ENG 








Description Product No. Standard Pack Weight (Lbs.) 
20G 2H-MTFXCTN 4657-2573 11/4 1.87 1825 6500 16.5 100 152 
24G 2H-MTFXCTN 4657-2151 11/2 2.15 1300 5200 20.0 100 1.60 
32G2H-MTFXCTN 4657-2152 2 2.65 1175 4700 25.0 100 1.79 





Global G2L PolarFlex® Hose - SAE 100R2 Type S 
High Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Low temperature high-pressure hydraulic oil lines. 
Meets or exceeds the requirements of SAE 100R2, 1S01436 2SN R2 and 
EN 853 2SN. Qualified to Mil-DTL-13531 Type Il Class B. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil and abrasion resistant, thin synthetic rubber (Chloroprene - 
Type A). See Hose Stock Characteristics. 


Temperature Range: -70°F to +212°F (-57°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

Field Attachable Type T Couplings (-4 through -24) (Section 0) 
GlobalSpiral Plus Couplings (-24 and -32) (Section E) 

MegaCrimp® Couplings (-4 through -20) (Section G) 





Sao G2L POLARFLEX™ 








Description Product No. S IO © © ia Standard Pack Weight (Lbs.) 
4G2L X50FT 4657-2475 1/4 59 5800 23200 4.0 1 12.93 
4G2LXREEL 4657-2202 1/4 59 5800 23200 4.0 440 26 
6G2L X50FT 4657-2476 3/8 14 4800 19200 520 1 19.19 
6G2LXREEL 4657-2203 3/8 14 4800 19200 5.0 385 38 
8G 2L X50FT 4657-2477 1/2 .86 4000 16000 7.0 1 22.84 
8G2LXREEL 4657-2204 1/2 .86 4000 16000 7.0 330 46 
10G2L X50FT 4657-2478 5/8 99 3625 14500 8.0 1 27.50 
10G2LXREEL 4657-2205 5/8 99 3625 14500 8.0 220 55 
12G2L X50FT 4657-2479 3/4 15 3100 12400 9.5 1 32.68 
12G2LXREEL 4657-2206 3/4 1.15 3100 12400 9.5 220 65 
16G2L X50FT 4657-2480 1 1.48 2400 9600 12.0 1 49.06 
16G2LXREEL 4657-2207 i 1.48 2400 9600 12.0 165 98 
20G2L X50FT 4657-4102 11/4 1.84 1825 7300 16.5 1 80.40 
20G2LXCTN 4657-2208 11/4 1.84 1825 7300 16.5 120 1.20 
24G2L X50FT 4657-4103 11/2 2.12 1300 5200 20.0 1 80.75 
24G2LXCTN 4657-2315 11/2 2.12 1300 5200 20.0 120 1.50 
32G2L X50FT 4657-4104 2 2.62 1175 4700 25.0 1 108.00 
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Global G2L PolarFlex® Hose - SAE 100R2 Type S 
High Pressure 





Continued 
Description Product No. O IO 8 ‘S) if i“ Standard Pack Weight (Lbs.) 
HOSE/CPLG. 32G2LXCTN 4657-2316 2.62 1175 4700 25.0 120 2.15 


SELECTION 


G8K COUPLINGS 
























J2AT 2-Wire Braid Jack Hose - 10,000 Static Pressure Only 


GLOBALSPIRAL High Pressure 


COUPLINGS 






PCM /PCS 


FERRULES Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Hydraulic jack applications. Meets Material Handling 
MEGACRIMP Institute specification |) 100 for hydraulic hose and assemblies used with 
COUPLINGS jacking systems. 10,000 Static Pressure Only 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 
STAINLESS 


STEEL. Reinforcement: Two braids of high-tensile steel wire. 


Cover: Black, oil and abrasion resistant, synthetic rubber (Nitrile/P VC - Type 
C2). Also available with unique abrasion resistant MegaTuff® cover. See 
Hose Stock Characteristics. 


Temperature Range: -40°F to +120°F (-40°C to 49°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

Use MegaCrimp® Male Pipe Long Nose Couplings on jack end of assembly 
for engagement. (Section G) 


POLARSEAL © 6) ©) 
COUPLINGS Description Product No. O A Standard Pack Weight (Lbs.) 


POWER CRIMP 
COUPLINGS 





LOC, GLAND GLP 
COUPLINGS 





4) 2AT X50FT 4657-4880 10000 20000 1 13.45 
POLARSEAL II 4) 2ATXREEL 4657-1400 7 a 10000 20000 : 350 27 
COUPLINGS 6] 2AT X50FT 4657-4881 3/8 74 10000 20000 2.5 1 19,25 


6} ZATXREEL 4657-1404 3/8 14 10000 20000 2.9 330 38 
C14 COUPLINGS 


J2AT 2-Wire Braid Jack Hose - MegaTuff® Cover - 10,000 Static 
Pressure Only 
High Pressure 












PCTS 
THERMOPLASTIC 
COUPLINGS 







FIELD 
ATTACHABLE G1 


& G2 COUPLINGS Meets Flame Resistance Acceptance Designation "MSHA 2G" 


MegaTuff® hose lasts up to 300 times longer than standard hose during hose-to-hose and hose-to-metal abrasion tests per ISO 6945. 


Recommended For: Ultra High abrasive hydraulic jack applications. Meets 
Material Handling Institute specification I] 100 for hydraulic hose and 
assemblies used with jacking systems. 10,000 Static Pressure. 


& C5E 
COUPLINGS Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 


FIELD 
ATTACHABLE C5 


Stock Characteristics. ) 
SURELOK AIR Reinforcement: Two braids of high-tensile steel wire. egg a “ 
BRAKE Cover: Black, oil and abrasion resistant, synthetic rubber and MegaTuff® L > PM > ED,» Se 
COUPLINGS cover. Also available in Standard cover. See Hose Stock Characteristics. Wii Vly | 





Temperature Range: -40°F to +120°F (-40°C to 49°C). 
ADAPTERS Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 


QUICK Use MegaCrimp® Male Pipe Long Nose Couplings on jack end of assembly 
DISCONNECT for engagement. (Section G) 


COUPLERS 6) o 
Description Product No. © 0 A Standard Pack Weight (Lbs.) 
LIVE SWIVEL 4) 2AT-MTFXREEL 4657-1188 10000 20000 350 21 
6] 2AT-MTFXREEL 4657-1189 a i 10000 20000 - 330 39 
BALL VALVES 
ACCESSORIES 








EQUIPMENT AND 


PARTS 
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G1 1-Wire Braid Hose - SAE 100R1 Type S 
Medium Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Medium pressure hydraulic lines. Meets or exceeds 
the requirements of SAE 100R1, ISO 1436 1SNR1 and EN 853 1SN. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: One braid of high-tensile steel wire. 


Cover: Black, oil and abrasion resistant, synthetic rubber (Nitrile/PVC - Type 
C2). See Hose Stock Characteristics. 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 


emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
Field Attachable Type T Couplings (Section 0) 


Global piral” Couplings (-6 through -20) (Section E) 
GlobalS piral Plus Couplings (-24 and -32) (Section E) 
MegaCrimp® Couplings (-4 through -20) (Section G) 


Power Crimp® Couplings (-3 only) (Section 1) 


Stainless Steel "B" Couplings (Section H) 








COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 


Description Product No. OS IO ) e (’ Standard Pack Weight (Lbs.) ee 
3G1XBALE 4657-5700 3/16 AT 3625 14500 3.0 7600 13 baireeneaiiie 
3G1XCTN 4657-0618 3/16 AT 3625 14500 3.0 800 6 COUPLINGS 
3G1XREEL 4657-0599 3/16 AT 3625 14500 3.0 440 13 

4G1X50FT 4657-4940 1/4 53 3275 13100 4.0 1 7.84 Oe canete 
4G1XBALE 4657-5717 1/4 53 3275 13100 4.0 5600 16 COUPLINGS 
4G1XREEL 4657-0120 1/4 53 3275 13100 4.0 440 16 

5G1XCTN 4657-0031 5/16 60 3125 12500 4.5 550 18 SAReENI 
5G1XREEL 4657-0116 5/16 60 3125 12500 4.5 350 18 COUPLINGS 

6G1 X50FT 4657-4915 3/8 68 2600 10400 5.0 1 11.83 

6G1 X100FT 4657-4905 3/8 68 2600 10400 5.0 1 23.35 POLARSEAL II 
6G1XBALE 4657-5703 3/8 68 2600 10400 5.0 3800 24 COUPLINGS 
6G1XREEL 4657-0121 3/8 68 2600 10400 5.0 385 93 

8G 1 X50FT 4657-4917 1/2 80 2325 9300 7.0 1 14.60 C14 COUPLINGS 
8G1X100FT 4657-4907 1/2 80 2325 9300 7.0 1 28.74 

8G1XBALE 4657-5704 1/2 80 2325 9300 7.0 2800 29 sie 

8G1XLG REEL 4657-2645 1/2 80 2325 9300 7.0 500 29 THERMOPLASTIC 
8G1XREEL 4657-0122 1/2 80 2325 9300 7.0 330 29 COUPLINGS 
10G1XBALE 4657-5705 5/8 93 1900 7600 8.0 1550 34 

10G1XREEL 4657-0115 5/8 93 1900 7600 8.0 220 33 FIELD 

12G1 X50FT 4657-4942 3/4 1,09 1525 6100 9.0 1 21.07 Ceo ea pine: 
12G1XBALE 4657-5706 3/4 1,09 1525 6100 9.0 1400 43 

12G1XREEL 4657-0123 3/4 1,09 1525 6100 9.0 220 42 

16G1 X50FT 4657-4944 1 1.40 1300 5200 12.0 1 31.20 nee 
16G1XBALE 4657-5707 i 1.40 1300 5200 12.0 700 62 & C5E 
16G1XREEL 4657-0124 1 1.40 1300 5200 12.0 165 62 COUPLINGS 

20G 1XBALE 4657-5702 11/4 71 925 3700 16.0 600 85 

20G1XCTN 4657-0646 11/4 171 925 3700 16.0 120 85 SURELOK AIR 
24G1XCTN 4657-2489 11/2 1,96 725 2900 20.0 120 1.04 EA PUNGS 
32G1XCTN 4657-2490 2 2.51 600 2400 25.0 120 1.48 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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G1H 1-Wire Braid Hose - High-Temp - SAE 100R1 Type AT 
Medium Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: High temperature medium pressure hydraulic oil lines. 
Meets or exceeds requirements of SAE 100R1 Type AT. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: One braid of high-tensile steel wire. 
Cover: Black, oil and abrasion resistant, synthetic rubber (CSM - Type M). 


Temperature Range: -40°F to +275°F (-40°C to +135°C) constant and 
+300°F (+149°C) intermittent (up to 10% of operating time). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalSpiral Couplings (Section E) 

GlobalSpiral Plus Couplings (-24 and -32) (Section E) 

MegaCrimp® Couplings (except -24 and -32) (Section G) 

Stainless Steel "B" Couplings (-24 and -32 only) (Section H) 








Description Product No. © IO © o ia Standard Pack Weight (Lbs.) 
4G1H X50FT 4657-4105 1/4 be 2750 11000 4.0 1 8.00 
4G1HXREEL 4657-2175 1/4 a 2750 11000 4.0 440 16 
6G1H X50FT 4657-4106 3/8 69 2250 9000 5.0 1 4.00 
6G 1HXREEL 4657-2176 3/8 69 2250 9000 5.0 385 25 
8G1H X50FT 4657-4107 1/2 80 2000 8000 7.0 1 14.20 
8G 1HXREEL 4657-2177 1/2 80 2000 8000 7.0 330 30 
10G1H X50FT 4657-4108 5/8 94 1500 6000 8.0 1 16.80 
10G1HXREEL 4657-2178 5/8 94 1500 6000 8.0 220 36 
12G1H X50FT 4657-2617 3/4 1.10 1250 5000 9.5 1 22.16 
12G 1HXBALE 4657-2536 3/4 1.10 1250 5000 9.5 1500 44 
12G 1HXREEL 4657-2179 3/4 1.10 1250 5000 9.5 220 44 
16G1H X50FT 4657-4109 i 1.41 1000 4000 12.0 1 35.00 
16G 1HXREEL 4657-2180 1 1.41 1000 4000 12.0 165 65 
20G1H X50FT 4657-4110 11/4 LJ] 925 3700 16.0 1 49.60 
20G1HXCTN 4657-0940 11/4 1.71 925 3700 16.0 120 93 
24G1H X50FT 4657-4111 11/2 1.96 125 2900 20.0 1 55.00 
24G 1HXCTN 4657-0934 11/2 1.96 125 2900 20.0 120 1.06 
32G1H X50FT 4657-4112 2 25) 600 2400 25.0 1 75.00 
32G 1HXCTN 4657-0935 2 251 600 2400 25.0 120 1.50 


RFS Red Fire Suppressant Hose 
Medium Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Low-pressure powder fire suppressant applications in 
mining, forestry and fire fighting equipment. The red cover Is for easy visual 
identification in these applications. Meets performance requirements of SAE 
100R1. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: One braid of high-tensile steel wire. 
Cover: Red, oil and abrasion resistant (Modified Nitrile - Type C2). 


Temperature Range: -40°F to +212°F (-40°C to +100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

MegaCrimp® Couplings (Section G) 

Power Crimp® Couplings (-3 only) (Section |) 








Description Product No. ©O IO © e f°" Standard Pack Weight (Lbs.) 
3RFSXREEL 4657-2145 3/16 45 3000 12000 3.0 440 13 
4RFSXREEL 4657-3314 1/4 og 2750 11000 4.0 440 17 
6RFSXREEL 4657-3313 3/8 68 2250 9000 5.0 300 2 
8RFSXREEL 4657-3315 1/2 80 2000 8000 7.0 330 30 


www.gates.com 


Medium Pressure 





Continued 

A 
Description Product No. OS IO © ‘S, fF ! Standard Pack Weight (Lbs.) 
12RFSXREEL 4657-3316 3/4 1.09 1250 5000 95 300 45 
16RFSXREEL 4657-2155 1 1.41 1000 4000 12.0 165 64 


High Pressure 


Recommended For: Multi-purpose high-pressure, high-temperature, air 
compressor lines, petroleum-base or phosphate ester hydraulic fluid supply 
lines. Meets the requirements of SAE | 1405 performance specifications for 
high-temperature transmission and lubricating oil systems using petroleum 
base oils. Meets or exceeds the requirements of SAE 100R2 and SAE 
100R2 Type S. 


Tube: Black, oil resistant, synthetic rubber (CPE - Type] ). See Hose Stock 
Characteristics. 


Reinforcement: Two braids of high-tensile steel wire. 
Cover: Blue, oil and abrasion resistant, polyester braid. 
Temperature Range: -40°F to +300°F (-40°C to +149°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Plus Couplings (-24 and -32) (Section E) 

MegaCrimp® Couplings (-20 only) (Section G) 





Description Product No. Standard Pack Weight (Lbs.) 
20ACP MEGATECHIIXCTN 4657-8018 11/4 1.89 2250 9000 15.0 100 1.58 
24ACP MEGATECHIIXCTN 4657-2484 11/2 2.13 1500 6000 20.0 100 1.74 
32ACP MEGATECHII 

XCTN50 4657-4734 2 2.61 1300 5200 25.0 50 2.18 
32ACP MEGATECHIIXCTN 4657-2485 2 2.61 1300 5200 25.0 100 2.18 


Recommended For: For pressurized hot oil return lines and rotary oil lines. 
Meets the requirements of SAE | 1405 performance specifications for high- 
temperature transmission and lubricating oil systems using petroleum base 
oils. 


Tube: True-bore GTS (Gates Technical Spec.) black tube specifically 
compounded for temperature and chemical resistance (CPE - Type} ). 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Oil and mildew resistant, textile braid, impregnated with synthetic 
rubber. 


Temperature Range: P etroleum-base fluids: -40°F to +300°F (-40°C to 
+149°C). Phosphate esters fluids as recommended by the fluid 
manufacturer, but within a range of -40°F to +212°F (-40°C to +100°C). For 
water emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
MegaCrimp® Couplings (Section G) 





Description Product No. © IO S © faa OC) eee Weight (Lbs. 
4MEGATECH 3000XREEL 4657-2373 1/4 59 3000 12000 2.0 30 400 25 
4MEGATECH3000 X50FT 4657-4116 1/4 59 3000 12000 2.0 30 1 12.40 
6MEGATECH 3000XREEL 4657-2374 3/8 14 3000 12000 2.5 30 350 ol 
6MEGATECH3000 X50FT 4657-4117 3/8 14 3000 12000 2.5 30 1 16.40 
8MEGATECH 3000XREEL 4657-2319 1/2 86 3000 12000 35 30 350 al 
8MEGATECH3000 X50FT 4657-4118 1/2 .86 3000 12000 20 30 1 20.00 
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MegaTech® 1000 High-Temp Oil-Air Return 
Fleet Application 


Recommended For: Air brake, pressurized hot oil return lines and rotary 
oil/air compressor lines. Meets the requirements of DOT FMVSS 106-74, 
SAE | 1402, for Air Brake Hose (-4, 6, 8, 10), and SAE J 1405 performance 
Specifications for high-temperature transmission and lubricating oil systems 
using petroleum base oils. Not recommended for gasoline or diesel fuel 
applications. 


Tube: GTS (Gates Technical Spec.) black tube specifically compounded for 
temperature and chemical resistance (CPE - Type] ). See Hose Stock 
Characteristics. 


Reinforcement: One braid of high-tensile steel wire. 


Cover: Oil and mildew resistant, textile braid, impregnated with synthetic 
rubber. 


Temperature Range: P etroleum-base fluids: -40°F to +300°F (-40°C to 
+149°C). Phosphate esters fluids as recommended by the fluid 
manufacturer, but within a range of -40°F to +212°F (-40°C to +100°C). For 
water emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
MegaCrimp® Couplings (Section G) 








Description Product No. © IO (S) e faa ©) meee Weight (Lbs.) 
4MEGATECH 1OOOXREEL 4657-2332 1/4 52 1000 4000 2.0 30 350 11 
4MEGATECH1000 X50FT 4657-2503 1/4 52 1000 4000 2.0 30 1 5,99 
6MEGATECH 1000XREEL 4657-2297 3/8 .66 1000 4000 2.5 30 350 20 
6MEGATECH1000 X50FT 4657-2504 3/8 .66 1000 4000 25 30 1 9.75 
8MEGATECH 1000XREEL 4657-2334 1/2 80 1000 4000 35 30 350 24 
8MEGATECH1000 X50FT 4657-2505 1/2 80 1000 4000 3.5 30 1 11.81 
LOMEGATECH 1000XREEL 4657-2335 5/8 93 1000 4000 4.0 30 300 33 
LOMEGATECH1000 X50FT 4657-2506 5/8 93 1000 4000 4.0 30 1 15.06 
12MEGATECH 1000XREEL 4657-2336 3/4 1 1000 4000 4.7 30 200 40 
12MEGATECH1000 X50FT 4657-4040 3/4 11 1000 4000 4.7 30 1 21.00 
16MEGATECH 1000XREEL 4657-2337 1 Lat 1000 4000 6.0 30 150 58 
16MEGATECH1000 X50FT 4657-4041 1 Lat 1000 4000 6.0 30 1 25.80 
20MEGATECH 1000XCTN 4657-2338 11/4 1.64 1000 4000 8.5 30 100 83 
20MEGATECH1000 X50FT 4657-4042 11/4 1.64 1000 4000 8.5 30 1 45.67 


NOTE: Federal law requires registration with the Department of Transportation for anyone producing air brake hose assemblies with swaged or 
crimped fittings. See Engineering and Technical Data Section for compliance. 


MegaTech”® 500 High-Temp Oil-Air Return 
Fleet Application 


Recommended For: For air brake hose, pressurized hot oil return lines and 
rotary oil/air compressor lines. Meets the requirements of SAE | 1405 
performance specifications for high-temperature transmission and lubricating 
oil systems using petroleum base oils. Not recommended for gasoline or 
diesel fuel applications. 


Tube: GTS (Gates Technical Spec.) black tube specifically compounded for 
temperature and chemical resistance (CPE - Type J ). See Hose Stock 
Characteristics. 


Reinforcement: One braid of high-tensile steel wire. 


Cover: Oil and mildew resistant, textile braid, impregnated with synthetic 
rubber. 


Temperature Range: P etroleum-base fluids: -40°F to +300°F (-40°C to 
+149°C). Phosphate esters fluids as recommended by the fluid 
manufacturer, but within a range of -40°F to +212°F (-40°C to +100°C). For 
water emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GL Couplings (-24, -32 and -40) (Section J ) 

GlobalS piral Plus Couplings (-24 and -32) (Section E) 


(: a Standard 
Product No. © IO & e a C) Pack Weight (Lbs.) 


4657-0204 2 1.95 500 2000 15.0 30 100 1,00 





Description 
24MEGATECH 500XCTN 
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MegaTech® 500 High-Temp Oil-Air Return 
Fleet Application 








Continued 
( Standard 
Description Product No. Oo IO © © " O Pack _— Weight (Lbs.) HOSE/CPLG, 
24MEGATECH500 X50FT 4657-0061 11/2 1,95 500 2000 15.0 30 1 55.85 SELECTION 
32MEGATECH 500XCTN 4657-0205 2 2.48 500 2000 18.0 30 100 1.28 
32MEGATECH500 X50FT 4657-0062 2 2.48 500 2000 18.0 30 1 74.60 SOC ene 
40MEGATECH 500XCTN 4657-0206 2 1/2 2.97 500 2000 22.0 30 100 1.54 AepaaSpinak 
48MEGATECH 500XCTN 4657-0207 3 3.50 500 2000 24.0 30 100 1.84 COUPLINGS 
PCM /PCS 
FERRULES 
MegaTech® 250 High-Temp Transmission Oil Cooler (TOC) Hose ee 
COUPLINGS 
| eo ; STAINLESS 
Recommended For: High-temperature (300°F) transmission oil cooler lines, STEEL 
pressurized hot oil return lines and turbocharger oil supplies. Meets or 
exceeds SAE | 1405 performance specifications for high-temperature 
transmission and lubricating oil systems using petroleum base oils. Not POWER CRIMP 
recommended for gasoline or diesel fuel applications. COUPLINGS 


Tube: GTS (Gates Technical Spec.) black tube specifically compounded for 
temperature and chemical resistance (CPE - Type] ). See Hose Stock 
Characteristics. 


LOC, GLAND GLP 
COUPLINGS 


Reinforcement: One braid of high-tensile steel wire. 


Cover: Oil and mildew resistant, textile braid, impregnated with synthetic 
rubber. 


Temperature Range: P etroleum-base fluids: -40°F to +300°F (-40°C to 
+149°C). Phosphate esters fluids as recommended by the fluid 
manufacturer, but within a range of -40°F to +212°F (-40°C to +100°C). For OuniniCe : 
water emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) C14 COUPLINGS 
GLP Couplings (-4 through -12) (Section J ) 
MegaCrimp® Couplings (Section G) 


POLARSEAL 
COUPLINGS 








PCTS 
THERMOPLASTIC 

Description Product No. SO IO 6) e ("’ ©) re Weight (Lbs.) rere 

AMEGATECH 250XREEL 4657-2339 1/4 52 250 1000 1.0 30 250 09 

AMEGATECH250 X50FT 4657-0083 1/4 52 250 1000 1.0 30 1 4.68 I aACMMGLEG 

6MEGATECH 250XREEL 4657-2340 3/8 64 250 1000 1.8 30 350 13 & G2 COUPLINGS 

6MEGATECH250 X50FT 4657-0084 3/8 64 250 1000 1.8 30 1 6.46 

8MEGATECH 250XREEL 4657-2341 1/2 78 250 1000 25 30 350 1 oat 

8MEGATECH250 X50FT 4657-0085 1/2 78 250 1000 25 30 i 8.56 ATTACHABLE C5 

1OMEGATECH 250XREEL 4657-2342 5/8 93 250 1000 3.0 30 300 24 S panG: 

1OMEGATECH250 X50FT 4657-0086 5/8 93 250 1000 3.0 30 1 12.14 

12MEGATECH 250XREEL 4657-2343 3/4 1.06 250 1000 3.5 30 200 28 

L2MEGATECH250 X50FT 4657-0087 3/4 1.06 250 1000 3.5 30 1 15.71 ye 

16MEGATECH 250XREEL 4657-2344 1 1.36 250 1000 4.0 30 150 44 COUPLINGS 

16MEGATECH250 X50FT 4657-0088 1 1.36 250 1000 4.0 30 1 21.98 

20MEGATECH 250XCTN 4657-2345 11/4 1.65 250 1000 4.5 30 120 56 ADAPTERS 

20MEGATECH250 X50FT 4657-0089 11/4 1.65 250 1000 4.5 30 1 28.15 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaTech® G5TB Xtreme’ Heat Oil-Air Return 


Recommended For: For pressurized hot oil return lines and rotary oil lines. 
Meets the requirements of SAE | 1405 performance specifications for high- 
temperature transmission and lubricating oil systems using petroleum base 
oils. 


Tube: True-bore GTS (Gates Technical Spec.) black tube specifically 
compounded for temperature and chemical resistance (CPE - Type} ). 


Reinforcement: Two braids of high-tensile steel wire. 


Cover: Blue, oil and mildew resistant textile braid, impregnated with 
synthetic rubber. 


Temperature Range: P etroleum-base fluids: -40°F to +300°F (-40°C to 
+149°C). Phosphate esters fluids as recommended by the fluid 
manufacturer, but within a range of -40°F to +212°F (-40°C to +100°C). For 
water emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GL Couplings (-24 and -32 only) (Section J ) 

GlobalS piral Plus Couplings (-24 and -32) (Section E) 

MegaCrimp® Couplings (Section G) 








Description Product No. © IO © © faa Standard Pack Weight (Lbs.) 
4MEGATECH G5TB X50FT 4657-4070 1/4 59 3000 12000 2.0 1 12.40 
4MEGATECH G5TBXREEL 4657-2183 1/4 59 3000 12000 2.0 400 24 
6MEGATECH G5TB X50FT 4657-4071 3/8 14 3000 12000 25 1 17.20 
6MEGATECH G5TBXREEL 4657-2184 3/8 74 3000 12000 2.5 350 30 
8MEGATECH G5TB X50FT 4657-4072 1/2 86 3000 12000 35 1 18.80 
8MEGATECH G5TBXREEL 4657-2185 1/2 86 3000 12000 34 350 a 
LOMEGATECH G5STBXREEL 4657-2186 5/8 95 2000 8000 4.0 300 43 
12MEGATECH G5STBXREEL 4657-2187 3/4 1.10 2000 8000 47 200 50 
16MEGATECH G5TB X50FT — 4657-4075 1 1.37 1000 4000 6.0 1 28.00 
16MEGATECH G5STBXREEL 4657-2188 1 1.37 1000 4000 6.0 150 66 
20MEGATECH G5TB X25FT —- 4657-4079 11/4 1.67 1000 4000 8.5 1 22.00 
20MEGATECH G5TB X50FT = 4657-4076 11/4 1.67 1000 4000 8.5 1 50.60 
20MEGATECH G5TBXCTN 4657-2189 11/4 1.67 1000 4000 8.5 100 95 
24MEGATECH G5TB X25FT — 4657-4080 11/2 1.95 500 2000 95 1 27.15 
24MEGATECH G5TB X50FT — 4657-4077 11/2 1.95 500 2000 9.5 1 50.00 
24MEGATECH G5TBXCTN 4657-2190 11/2 1.95 500 2000 95 100 111 
32MEGATECH G5TB X25FT — 4657-4081 2 2.53 500 2000 10.5 1 40.25 
32MEGATECH G5TB X50FT — 4657-4078 2 253 500 2000 10.5 1 80.50 
32MEGATECH G5TBXCTN 4657-2191 2 2.53 500 2000 10.5 100 1.61 
M500 Wire Braid Hose 


Low Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Pilot lines, grease lines and pressure return lines, 500 
psi or less pressure applications. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). 
Reinforcement: One braid of high-tensile steel wire. 


Cover: Black, oil and abrasion resistant, synthetic rubber, flame resistance 
(Nitrile/PVC - Type C2). Also available with unique abrasion resistant 
XtraTuff cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GLP Couplings (-4 through -12) (Section J ) 

GlobalS piral Couplings (-6 through -16) (Section E) 

MegaCrimp® Couplings (Section G) 








Description Product No. S IO © e ia Standard Pack Weight (Lbs.) 
4M500 X50FT 4657-4087 1/4 48 500 2000 2.0 | 6.00 
4M500XREEL 4657-8027 1/4 48 500 2000 2.0 440 12 
6M500 X50FT 4657-4088 3/8 63 500 2000 25 1 9.20 
6M500XREEL 4657-8028 3/8 63 500 2000 2.5 330 19 
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M500 Wire Braid Hose 
Low Pressure 





Continued 

Description Product No. © IO © © (ey Standard Pack Weight (Lbs.) 
8M500 X50FT 4657-4089 1/2 16 500 2000 3:5 1 11.60 
8M500XREEL 4657-8029 1/2 16 500 2000 3.5 220 26 
10M500 X50FT 4657-4090 5/8 93 500 2000 4.0 1 16.80 
LOM500XREEL 4657-8030 5/8 93 500 2000 4.0 220 34 
12M500 X50FT 4657-4091 3/4 1.09 500 2000 4.7 1 20.60 
12M500XREEL 4657-8031 3/4 1.09 500 2000 4.] 220 46 
16M500 X50FT 4657-4092 i 1.40 500 2000 6.0 1 32.14 
16M500XREEL 4657-8032 i 1.40 500 2000 6.0 165 63 






M500 Wire Braid Hose - XtraTuff 
Low Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Pilot lines, grease lines and pressure return lines, 500 
psi or less pressure applications. 


Tube: Black, oil resistant, synthetic rubber (NBR). 
Reinforcement: One braid of high-tensile steel wire. 


Cover: Black, oil and abrasion resistant, synthetic rubber, flame resistance. 
Also available in Standard cover. See Hose Stock Characteristics. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GlobalS piral Couplings (-6 through -16) (Section E) 

MegaCrimp® Couplings (Section G) 


€2>> M500-XTF 








Description Product No. S IO © e ia Standard Pack Weight (Lbs.) 
4M500-XTFXREEL 4657-8033 1/4 48 500 2000 2.0 440 11 
6M500-XTFXREEL 4657-8034 3/8 63 500 2000 25 330 18 
8M500-XTFXREEL 4657-8035 1/2 16 500 2000 35 220 26 
10M500-XTFXREEL 4657-8036 5/8 93 500 2000 4.0 220 3D 
12M500-XTFXREEL 4657-8037 3/4 1.09 500 2000 47 220 45 
16M500-XTFXREEL 4657-8038 1 1.40 500 2000 6.0 165 64 
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TRSOO High-Temp/Air Brake/Engine Hose 


Recommended For: Air brake hose, high temperature pressurized oil return 
lines and rotary oil/air compressor lines, engine and transmission coolant 
lines and lube oil lines. Meets or exceeds DOT FMVSS 106-74, SAE J 1402 
for air brake hose (4, 6, 8, 10). Not recommended for gasoline or diesel fuel 
applications. 


Tube: Black (Nitrile - Type C). See Hose Stock Characteristics. 
Reinforcement: One braid of high-tensile steel wire. 


Cover: Oil and mildew resistant, textile braid, impregnated with synthetic 
rubber. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GLP Couplings (Section J ) 

MegaCrimp® Couplings (Section G) 








Description Product No. S IO © e faa C) ae Weight (Lbs.) 
4TR500 X50FT 4657-2600 1/4 51 500 2000 1.0 30 1 5,84 
ATR500XREEL 4657-2228 1/4 51 500 2000 1.0 30 250 LZ 
6TR500 X5OFT 4657-2601 3/8 .66 500 2000 1.8 30 1 9,49 
6TR500XREEL 4657-2520 3/8 .66 500 2000 1.8 30 350 19 
8TR500 X50FT 4657-2602 1/2 .80 500 2000 2.3 30 1 11.42 
8TR500XREEL 4657-2521 1/2 .80 500 2000 23 30 350 ‘23 
10TR500 X50FT 4657-2603 5/8 93 500 2000 2.8 30 1 14.59 
1LOTR500XREEL 4657-2229 5/8 93 500 2000 2.8 30 300 29 
12TR500 X50FT 4657-2604 3/4 1.04 500 2000 3.5 30 i 16.77 
12TR500XREEL 4657-2230 3/4 1.04 500 2000 3.5 30 200 34 
16TR500 X50FT 4657-2605 1 1.30 500 2000 45 30 1 22.10 
16TR500XREEL 4657-2231 1 1.30 500 2000 45 30 150 45 


NOTE: Federal law requires registration with the Department of Transportation for anyone producing air brake hose assemblies with swaged or 
crimped fittings. See Engineering and Technical Data Section for compliance. 


G3H High-Temp 2-Fiber Braid Hose - SAE 100R3 
Medium Pressure 


Recommended For: Hydraulic oil lines, anti-freeze solutions or water. 
Meets or exceeds requirements of SAE 100R3. 


Tube: Black, synthetic rubber (Nitrile - Type C). See Hose Stock 
Characteristics. 


Reinforcement: Two fiber braids. 


Cover: Black, oil and abrasion resistant, synthetic rubber (Neoprene - Type 
A). See Hose Stock Characteristics. 


Temperature Range: F or hydraulic oil lines -40°F to +275°F (-40°C to 
+135°C) constant and +300°F (+149°C) intermittent (up to 10% of operating 
time). For water emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
MegaCrimp® Couplings (-4, -6, -8, -10) (Section G) 








Description Product No. S IO S e faa C) ame Weight (Lbs.) 
4G3H X25FT 3319-4263 1/4 56 1250 5000 3.0 28 1 3,35 
4G3HXCTN 3319-0088 1/4 56 1250 5000 3.0 28 455 3 
5G3H X50FT 3319-4717 5/16 .66 1200 4800 35 28 1 9,25 
5G3HXCTN 3319-4287 5/16 .66 1200 4800 3.5 28 330 18 
6G 3H X25FT 3319-4262 3/8 15 1125 4500 4.0 28 1 5,37 
6G 3HXCTN 3319-0087 3/8 15 1125 4500 4.0 28 350 22 
8G 3H X25FT 3319-4261 1/2 94 1000 4000 5.0 28 1 8.08 
8G 3HXCTN 3319-0090 1/2 94 1000 4000 5.0 28 225 OZ 
10G3HXCTN 3319-4288 5/8 1.10 900 3600 ape 28 200 38 
12G3H X25FT 3319-4265 3/4 125 750 3000 6.0 28 1 12.48 
12G3HXCTN 3319-0091 3/4 1.25 750 3000 6.0 28 160 48 
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Continued 

Description Product No. © IO © © faa C) eee Weight (Lbs. 
16G3H X25FT 3319-4264 1 1.50 565 2260 8.0 20 1 15.43 
16G 3HXCTN 3319-0092 1 1.50 565 2260 8.0 20 120 62 
20G3H X50FT 3319-4718 1 1/4 1.75 375 1500 10.0 15 1 32.00 
20G3HXCTN 3319-0071 1 1/4 1.75 375 1500 10.0 15 120 14 

24G 3H X50FT 3319-4719 11/2 1,94 300 1200 12.0 10 1 50.60 
24G 3HXCTN 3319-4289 11/2 1.94 300 1200 12.0 10 120 88 


G3H High-Temp 2-Fiber Braid Hose - SAE 100R3 
Medium Pressure 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 





GTH High-Temp 1-Fiber Braid Hose - SAE 100R6 
Low Pressure 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


Recommended For: Hydraulic oil lines, heavy-duty transmission oil cooler 
lines and glycol anti-freeze solutions. Meets or exceeds requirements of 
SAE 100R6. 


Tube: Black, specially compounded, synthetic rubber (Nitrile - Type C). See 
Hose Stock Characteristics. 


Reinforcement: One fiber braid. 


Cover: Black, oil and abrasion resistant, synthetic rubber (Neoprene - Type 
A). See Hose Stock Characteristics. 


Temperature Range: F or hydraulic oil lines -40°F to +275°F (-40°C to 
+135°C) constant and +300°F (+149°C) intermittent (up to 10% of operating 
time). For water emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GLP Couplings (except -3 and -5) (Section J ) 

MegaCrimp® Couplings (except -3) (Section G) 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 





POLARSEAL Il 
COUPLINGS 





Power Crimp® Couplings (-3 only) (Section |) ener 
PCTS 

Description Product No. OS IO ‘S) S (er C) Ore Weight (Lbs.) THERMOPLASTIC 

3GTHXCTN 3319-3301 3/16 Ad 500 2000 2.0 28 715 08 Cehemee 

AGTHXCTN 3319-3305 1/4 50 400 1600 2.5 28 775 09 

5GTH XS50FT 3319-0305 5/16 56 400 1600 3.0 28 i 5.50 ach recs 

5GTH XBULK 3319-3309 5/16 56 400 1600 3.0 28 250 10 & G2 COUPLINGS 

5GTHXCTN 3319-3310 5/16 56 400 1600 3.0 28 650 il 

8GTH X50FT 3319-3317 1/2 78 400 1600 4.0 18 1 8.45 aT 

8GTHXCTN 3319-3320 1/2 78 400 1600 4.0 18 400 18 ATTACHABLE C5 

8GTHXREEL 3319-3323 1/2 78 400 1600 4.0 18 200 VW Stet a 

10GTH X25FT 3319-4268 5/8 91 350 1400 5.0 15 1 5.18 

LOGTHXCTN 3319-3325 5/8 91 350 1400 5.0 15 250 23 

12GTHXCTN 3319-3335 3/4 1.06 300 1200 55 15 225 29 ee AIR 

16GTHXCTN 3319-3345 i 1.13 250 1000 8.0 10 165 AO COUPLINGS 


www.gates.com 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





B35 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


B36 





GTHX High-Temp Fiber Spiral Hose - SAE 100R6 
Low Pressure 


Recommended For: Hydraulic oil lines, heavy-duty transmission oil cooler 
lines and glycol anti-freeze solutions. Meets or exceeds requirements of 
SAE 100R6. 


Tube: Black, specially compounded, synthetic rubber (Nitrile - Type C). See 
Hose Stock Characteristics. 


Reinforcement: Spiraled synthetic fiber. 


Cover: Black, oil and abrasion resistant, synthetic rubber (Neoprene - Type 
A). See Hose Stock Characteristics. 


Temperature Range: F or hydraulic oil lines -40°F to +275°F (-40°C to 
+135°C) constant and +300°F (+149°C) intermittent (up to 10% of operating 
time). For water emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
MegaCrimp® Couplings (Section G) 








( Standard 

Description Product No. OS IO ®) e i C) Pack Weight (Lbs.) 
6GTHX X50FT 3289-0005 3/8 63 400 1600 3.0 28 i 6.00 
6GTHX XREEL 3289-0002 3/8 63 400 1600 3.0 28 300 13 


GMV Global MegaVac” Return Line and Suction Hose 
Low Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Petroleum and water-base hydraulic fluids in suction 
lines or in low pressure return lines. Meets or exceeds requirements of SAE 
100R 4. Uses half the bend radius of SAE 100R4. Meets marine ABS with 
use of HeatGuard® high temp sleeve. 


Tube: Black, synthetic rubber is specifically designed for resistance to high 
temperatures (Nitrile - Type C). See Hose Stock Characteristics. 


Reinforcement: Double spiral textile (braid for -12, -16 and -20) reinforced 
with a helical spiral-wire to prevent collapse. 


Cover: Black synthetic rubber is oil and abrasion resistant (Neoprene - Type 
A). See Hose Stock Characteristics. 


Temperature Range: -40°F to +275°F (-40°C to +135°C) constant and 
+300°F (+149°C) intermittent (up to 10% of operating time). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

GL Couplings (-12 through -40) (Section J ) 

GlobalS piral Plus Couplings (-24 and -32) (Section E) 

MegaCrimp® Couplings (-12 through -20) (Section G) 

Use clamp over beaded nipple. 








Description Product No. © IO © © fa C) eee Weight (Lbs.) 
12GMV X25FT 4504-0961 3/4 1.22 350 1400 25 25 1 11.22 
12GMVXCTN 4504-0123 3/4 122 350 1400 2.5 25 100 45 
16GMV X25FT 4504-0962 1 1.45 300 1200 3.0 25 1 13.52 
16GMVXCTN 4504-0003 1 1.45 300 1200 3.0 25 100 54 
20GMV X25FT 4504-0963 11/4 1.76 250 1000 4.0 25 1 19.17 
20GMVXCTN 4504-0004 11/4 1.76 250 1000 4.0 25 100 17 
24GMV X25FT 3105-0030 11/2 1.95 160 640 5.0 25 1 25.30 
24GMV X100FT 3105-0004 11/2 1.95 160 640 5.0 25 100 91 
32GMV X25FT 3105-0031 2 2.47 175 460 6.0 25 1 34.00 
32GMV X100FT 3105-0006 2 2.47 115 460 6.0 25 100 1.16 
36GMVXCTN* 3105-0008 2 1/4 2.16 90 360 7.0 25 100 1.26 
40GMV X100FT 3105-0010 2 1/2 3.02 70 280 7.0 25 100 1.39 
48GMV X100FT 3105-0014 3 35 60 240 9.0 25 100 1.63 
56GMV X100FT 3105-0015 21/2 4.01 55 220 10.0 25 100 1.80 
64GMV X100FT 3105-0018 4 451 55 220 12.0 25 100 2.05 


*Stem and clamp only, no Gates couplings available. 
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Recommended For: Petroleum and water-base hydraulic fluids in suction 
lines or in low pressure return lines. Meets or exceeds requirements of SAE 
100R 4 (except 1"1.D.). Uses half the bend radius of SAE 100R4. 


Tube: Black, synthetic rubber is specifically designed for resistance to high 
temperatures (Nitrile - Type C). See Hose Stock Characteristics. 


Reinforcement: Double spiral textile reinforced with a helical spiral-wire to 


prevent collapse. 


Cover: Black synthetic rubber is oil and abrasion resistant (Neoprene - Type 


A). See Hose Stock Characteristics. 


Temperature Range: -40°F to +275°F (-40°C to +135°C) constant and 
+300°F (+149°C) intermittent (up to 10% of operating time). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 


MegaCrimp® Couplings (-12 and -16) (Section G) 


Use clamp over beaded nipple. 





Description Product No. © IO S © faa C) ee Weight (Lbs. 
12G4H X25FT 3105-0027 3/4 Lay 300 1200 25 25 1 10.77 
12G4HXCTN 3105-0022 3/4 Ly 300 1200 2.5 25 100 42 
16G4H X25FT 3105-0028 1 1.43 250 1000 3.0 25 1 13.30 
16G4HXCTN 3105-0001 1 1.43 250 1000 3.0 25 100 54 
20G4H X25FT 3105-0029 11/4 1.68 200 800 4.0 25 1 15.14 
20G4HXCTN 3105-0036 11/4 1.68 200 800 4.0 25 100 62 


G4H MegaVac’ Return Line and Suction Hose 
Low Pressure 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 
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RLA 1-Fiber Braid Return Line and Low Pressure Hose 
Low Pressure 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Meets Flame Resistance Acceptance Designation "MSHA 2G" 


Recommended For: Low-pressure hydraulic oil return lines for general 
purpose water, glycol antifreeze solutions, conveying diesel fuel, gasoline or 
air. Meets SAE 30R2 performance requirements of both Type 1 and Type 2 
for fuel and B20 constant contact up to 125°F biodiesel fuel transfer 
applications. FIELD 


PCTS 
THERMOPLASTIC 
COUPLINGS 











Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose ATTACHABLE G1 
Stock Characteristics. & G2 COUPLINGS 
Reinforcement: One fiber braid (-3 to -10). Spiral braid (-12 to -16). 
Cover: Black, synthetic rubber. Oil and abrasion resistant (Modified Nitrile - FIELD 
Type C2). See Hose Stock Characteristics. Ope ener CS 
Temperature Range: -40°F to +212°F (-40°C to +100°C). Air to +160°F COUPLINGS 
(+71°C) only. For water emulsions see Temperature Limits Table. 
Coupling Recommendation (See gates.com/ecrimp or Crimp Data SURELOK AIR 
Manual 35019) BRAKE 
GLP Couplings (except -3, -5 and -16) (Section J ) COUPLINGS 
MegaCrimp® Couplings (except -3) (Section G) 
Power Crimp® Couplings (-3 only) (Section 1) 
ADAPTERS 

‘Gaal Standard 
Description Product No. © IO © © e ©) Pack —__ Weight (Lbs.) QUICK 
3RLA X25FT 3284-4028 3/16 Al 250 1000 3.0 28 1 1.68 DISCONNECT 
3RLAXREEL 3284-0110 3/16 Al 250 1000 3.0 28 550 07 COUPLERS 
ARLA X25FT 3284-4029 1/4 0 250 1000 3.0 28 1 2.39 
ARLAXREEL 3284-0120 1/4 20 Zou 1000 3.0 28 550 10 LIVE SWIVEL 
5RLA X25FT 3284-4030 5/16 26 250 1000 4.0 28 i 2.11 
SRLAXREEL 3284-0130 5/16 56 250 1000 4.0 28 550 12 BALL VALVES 
ORLA X25FT 3284-4031 3/8 .66 250 1000 4.0 28 1 a0 
6RLAXREEL 3284-0140 3/8 .66 250 1000 4.0 28 550 15 ACCESSORIES 
BRLA X25FT 3284-4032 1/2 81 200 800 3.0) 20 fl 5.05 
8RLAXREEL 3284-0150 1/2 81 200 800 3.0) 20 550 23 
LORLA X25FT 3284-4033 5/8 94 200 800 6.0 15 1 6.43 aa AND 
LORLAXREEL 3284-0160 5/8 94 200 800 6.0 15 550 20 
12RLA X25FT 3284-4088 3/4 1.09 200 800 6.0 10 1 8.10 
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RLA 1-Fiber Braid Return Line and Low Pressure Hose 
Low Pressure 





Continued 

( Standard 
Description Product No. SO IO © e : C) Pack Weight (Lbs.) 
12RLAXREEL 3284-0170 3/4 1.09 200 800 6.0 10 650 32 
1L6RLA X25FT 3284-4181 1 1.34 160 640 8.0 10 1 10.31 
1L6RLAXREEL 3284-0180 1 1.34 160 640 8.0 10 400 Al 


RLC 3-Fiber Braid Return Line and Low Pressure Hose 
Low Pressure 


Recommended For: Petroleum-base hydraulic oils, glycol antifreeze, air or 
water in low pressure fluid transfer or hydraulic system return lines. 
Generally connected to 100R4 stems, beaded nipples, or tube type ports 
with worm gear clamps. 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 
Stock Characteristics. 


Reinforcement: Three fiber braids. 


Cover: Black, oil and abrasion resistant, synthetic rubber (Modified Nitrile - 
Type C2). See Hose Stock Characteristics. 


Temperature Range: F or hydraulic oil lines -40°F to +275°F (-40°C to 
+135°C) constant and +300°F (+149°C) intermittent (up to 10% of operating 
time); i +160°F (+71°C) only. For water emulsions see Temperature 
Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
Use barbed stem or beaded-tube with clamps only. 


Si. Re 








Description Product No. © IO ©) e faa C) Tee Weight (Lbs.) 
16RLCXCTN 3319-0261 1 1.62 200 800 9.0 25 50 da 
20RLCXCTN 3319-0263 11/4 1.88 200 800 10.0 25 50 88 
24RLCXCTN 3319-0264 11/2 22 200 800 11.0 25 100 95 
28RLCXCTN 3319-0265 1 3/4 2.38 200 800 12.0 25 50 1.05 
32RLCXCTN 3319-0266 2 2.56 200 800 13.0 25 50 1.30 
36RLCXCTN 3319-0267 2 1/4 2.87 150 600 14.0 25 50 1.50 
40RLCXCTN 3319-0268 2 1/2 312 150 600 16.0 25 50 1.81 
48RLCXCTN 3319-0270 3 3.62 150 600 20.0 25 50 2.28 
56RLCXCTN 3319-0272 31/2 4.12 150 600 24.0 25 50 2.58 
72RLC X10FT 3319-0273 41/2 5.19 100 400 54.0 25 10 3.50 
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Recommended For: High-temperature (300°F) transmission oil cooler lines, 
pressurized hot oil return lines and turbocharger oil supply lines. Meets or 
exceeds SAE | 1405 performance specifications for high-temperature 
transmission and lubricating oil systems using petroleum base oils. Not 
recommended for gasoline or diesel fuel applications. 


Tube: True-bore GTS (Gates Technical Spec.) black tube specifically 
compounded for temperature and chemical resistance (CPE - Type} ). 


Reinforcement: One fiber braid. 


Cover: Oil and mildew resistant, textile braid, impregnated with synthetic 


rubber. 


Temperature Range: -40°F to +300°F (-40°C to +149°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 


Field Attachable LOC Couplings (Section J ) 
GLP Couplings (-4 through -12) (Section J ) 


MegaCrimp® Couplings (-16) (Section G) 





Description Product No. S IO © o fa Standard Pack Weight (Lbs.) 
4MEGATECHLOCXREEL 4319-0106 1/4 50 300 1200 30 575 10 
6MEGATECHLOCXREEL 4319-0107 3/8 64 300 1200 3.0 600 12 
8MEGATECHLOCXREEL 4319-0108 1/2 18 300 1200 5.0 330 16 
LOMEGATECHLOCXREEL 4319-0109 5/8 91 300 1200 6.0 260 21 
12MEGATECHLOCXREEL 4319-0110 3/4 1.08 300 1200 7.0 220 25 
16MEGATECHLOCXREEL 4319-0111 1 1.33 300 1200 7.0 200 34 


LOC 1-Fiber Braid Lock-On Hose 
Low Pressure 


Recommended For: Petroleum-base hydraulic oils, glycol antifreeze 
compounds, water, engine lubricating oils and air. Lock-On hose and 


couplings are NOT recommended for vibration or pressure surge 
applications, such as permanent piping in residential or commercial 


buildings. Meets SAE 30R2, SAE 30R6 and SAE 30R7 performance 
requirements for fuel and B20 biodiesel fuel transfer applications up to 


#29 


Tube: Black, oil resistant, synthetic rubber (Nitrile - Type C). See Hose 


Stock Characteristics. 


Reinforcement: One fiber braid. 


Cover: Oil and mildew resistant, textile braid, impregnated with synthetic 


rubber. 


Temperature Range: -40°F to +250°F (-40°C to +121°C). For air: -40°F to 


+160°F (-40°C to +71°C). For water emulsions see Temperature Limits 


Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 


Field Attachable LOC Couplings (Section J ) 


GLP Couplings (Section J ) 
Use clamp over beaded nipple. 





Description Product No. S IO © © faa Standard Pack Weight (Lbs.) 
4LOC X50FT 4319-4935 1/4 2 300 1200 3.0 1 4.56 
4LOCXREEL 4319-0112 1/4 a2 300 1200 3.0 300 09 
6LOC X50FT 4319-4936 3/8 64 300 1200 3.0 1 Dlg 
6LOCXREEL 4319-0113 3/8 64 300 1200 3.0 300 11 
8LOC X50FT 4319-4937 1/2 .80 300 1200 5.0 1 7.55 
8LOCXREEL 4319-0114 1/2 80 300 1200 5.0 300 LS 
1OLOCXREEL 4319-0115 5/8 90 300 1200 6.0 250 21 
12LOCXREEL 4319-0116 3/4 1.00 300 1200 7.0 225 25 
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MegaTech® LOC 1-Fiber Braid High-Temp Lock-On Hose 
Low Pressure 





@>»> MEGATECH’ LOC 
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LOL Plus Lock-On Hose 
Low Pressure 


Black Cover Only Meets Flame Resistance Acceptance Designation "MSHA 2G". 


Recommended For: P etroleum-base hydraulic oils, water, glycol antifreeze 
solutions, engine lubricating oils, and air. Lock-On hose and couplings are 
NOT recommended for pressure surge applications or critical applications, 
such as permanent piping in residential or commercial buildings. Do not use 
for gasoline or diesel fuels, unless approved by Gates H/C Product 
Application. 


Tube: Black, oil resistant, synthetic rubber highly resistant to oil and heat 
(Nitrile - Type C). See Hose Stock Characteristics. 


Reinforcement: One fiber braid. 


PCM/PCS Cover: Oil and abrasion resistant synthetic rubber (Modified Nitrile - Type 
FERRULES C2). Available in black Neoprene (LOLA), blue (LOLB), green (LOLG), red 
(LOLR), yellow (LOLY) and gray (LOLC) colors. 


Temperature Range: -40°F to +212°F (-40°C to +100°C). Air to +160°F 
(+71°C) only. For water emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
STAINLESS Field Attachable LOC Couplings (Section J ) 
STEEL GLP Couplings (except -3) (Section J ) 
Use clamp over beaded nipple. 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 





MEGACRIMP 
COUPLINGS 





POWER CRIMP 
cee Description Product No. OS IO ) e (" C) eRe Weight (Lbs.) 
3LOLAXREEL* 3284-2500 3/16 41 300 1200 3.0 28 300 07 
LOC, CoP ce 3LOLBXREEL* 3284-2510 3/16 4] 300 1200 3.0 28 300 07 
3LOLCXREEL* * 3284-2520 3/16 Al 300 1200 3.0 28 300 07 
3LOLGXREEL** 3284-2530 3/16 4l 300 1200 3.0 28 300 07 
POUL INGs|  3LOLRXREEL! 3284-2540 3/16 41 300 1200 3.0 28 300 07 
3LOLYXREEL* * 3284-2560 3/16 4l 300 1200 3.0 28 300 07 
4LOLA X50FT 3284-2266 1/4 AT 300 1200 3.0 28 1 3,99 
COUPLINGS!  4LOLAXREEL 3284-2501 1/4 47 300 1200 3.0 28 475 08 
4LOLB X25FT 3284-2272 1/4 AT 300 1200 3.0 28 1 1.96 
4LOLBXREEL 3284-2511 1/4 AT 300 1200 3.0 28 475 08 
See ee EEL 3284-2521 1/4 AT 300 1200 3.0 28 475 08 
4LOLG X25FT 3284-2277 1/4 Aq 300 1200 3.0 28 i 1.97 
an re 4LOLGXREEL 3284-2531 1/4 Aq 300 1200 3.0 28 475 08 
COUPLINGS!  4LOLR X25FT 3284-2281 1/4 Aq 300 1200 3.0 28 1 1.97 
ALOLRXREEL 3284-2541 1/4 AT 300 1200 3.0 28 475 08 
Fetp|  4LOLYXREEL 3284-2561 1/4 AT 300 1200 3.0 28 475 08 
ATTACHABLE G1|  5LOLA X25FT 3284-2297 5/16 55 300 1200 3.0 28 1 2.57 
& G2 COUPLINGS 5LOLA X50FT 3284-2267 5/16 55 300 1200 3.0 28 1 5.13 
5LOLAXREEL 3284-2502 5/16 55 300 1200 3.0 28 300 10 
FIELD] 6LOLA X5OFT 3284-2268 3/8 63 300 1200 3.0 28 1 6.36 
ATTACHABTEE?|  6LOLAXREEL 3284-2503 3/8 63 300 1200 3.0 28 300 3 
COUPLINGS 6LOLB X25FT 3284-2273 3/8 63 300 1200 3.0 28 1 3.12 
6LOLBXREEL 3284-2513 3/8 63 300 1200 3.0 28 300 13 
SURELOK AIR 6LOLCXREEL 3284-2523 3/8 63 300 1200 3.0 28 300 13 
BRAKE 6LOLG X25FT 3284-2278 3/8 63 300 1200 3.0 28 1 3.14 
COUPLINGS) = GLOLGXREEL 3284-2533 3/8 63 300 1200 3.0 28 300 13 
6LOLR X25FT 3284-2282 3/8 63 300 1200 3.0 28 1 3.14 
ADAPTERS 6LOLRXREEL 3284-2543 3/8 63 300 1200 3.0 28 300 13 
6LOLYXREEL 3284-2563 3/8 63 300 1200 3.0 28 300 13 
Quick}  8LOLA X50FT 3284-2269 1/2 7 300 1200 5.0 28 1 8.55 
eae 8LOLAXREEL 3284-2504 1/2 77 300 1200 5.0 28 300 17 
SLOLB X25FT 3284-2274 1/2 77 300 1200 5.0 28 1 4.19 
8LOLBXREEL 3284-2515 1/2 7 300 1200 5.0 28 300 17 
LIVE SWIVEL 8LOLCXREEL 3284-2525 1/2 TI 300 1200 5.0 28 300 VW 
BLOLG X25FT 3284-2279 1/2 7 300 1200 5.0 28 1 4.21 
BALL VALVES 8LOLGXREEL 3284-2535 1/2 71 300 1200 5.0 28 300 17 
SLOLR X25FT 3284-2283 1/2 7 300 1200 5.0 28 1 4.21 
ACCESSORIES 8LOLRXREEL 3284-2545 1/2 7 300 1200 5.0 28 300 a7 
BLOLYXREEL 3284-2565 1/2 7 300 1200 5.0 28 300 a7 
*Couplings for this size are available on special order only. 
eee si secitiace Subject to minimum order requitement not in inventory. 





NOTE: LOL Lock-On Hose is packaged in UPS shippable reels. 
NOTE: The use of clamps with LOC Couplings is not recommended. 
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Description Product No. © IO © © faa C) eee Weight (Lbs. 
LOLOLA X50FT 3284-2270 5/8 94 300 1200 6.0 28 1 12.10 
1OLOLAXREEL 3284-2505 5/8 94 300 1200 6.0 28 250 23 
LOLOLB X25FT 3284-2275 5/8 94 300 1200 6.0 28 1 5.95 
1OLOLBXREEL 3284-2517 5/8 94 300 1200 6.0 28 250 23 
LOLOLCXREEL 3284-2527 5/8 94 300 1200 6.0 28 250 23 
10LOLGXREEL* 3284-2537 5/8 94 300 1200 6.0 28 250 23 
10LOLRXREEL* 3284-2547 5/8 94 300 1200 6.0 28 250 23 
10LOLY XREEL* 3284-2567 5/8 94 300 1200 6.0 28 250 23 
12LOLA X50FT 3284-2271 3/4 1.06 300 1200 7.0 15 1 13,93 
12LOLAXREEL 3284-2506 3/4 1.06 300 1200 7.0 15 225 28 
12LOLB X25FT 3284-2276 3/4 1.06 300 1200 7.0 15 1 6.85 
12LOLBXREEL 3284-2519 3/4 1.06 300 1200 7.0 15 225 28 
12LOLCXREEL 3284-2529 3/4 1.06 300 1200 10 15 225 28 
I2ZLOLG X25FT 3284-2280 3/4 1.06 300 1200 7.0 15 1 6.87 
12LOLGXREEL 3284-2536 3/4 1.06 300 1200 7.0 15 225 28 
12LOLR X25FT 3284-2284 3/4 1.06 300 1200 7.0 15 1 6.87 
12LOLRXREEL 3284-2549 3/4 1.06 300 1200 7.0 15 225 28 
12LOLYXREEL 3284-2569 3/4 1.06 300 1200 10 15 225 20 


LOL Plus Lock-On Hose 
Low Pressure 


*Special hose, subject to minimum order requirements if not in inventory. 


NOTE: LOL Lock-On Hose is packaged in UPS shippable reels. 
NOTE: The use of clamps with LOC Couplings is not recommended. 


CSC Hydraulic Hose - SAE 100R5 


Recommended For: Medium pressure hydraulic petroleum-based oil lines 
in impulse applications, lube oil, air and water in applications such as air 
brakes, power steering (CAUTION: Intended for heavy-duty commercial 
vehicle use only), turbocharger oil supplies, tilt cab cylinders, transmission 
coolant and filtration lines. Meets or exceeds requirements of SAE 100R5 for 
traditional hydraulic applications, DOT FMVSS 106-74 Type All and SAE 

} 1402 Type All for air brake applications (-4 to -12). Not recommended for 


gasoline or diesel fuel. 


Tube: -4 and -5: black, oil and heat resistant synthetic rubber (Neoprene - 
Type A); -6 through -40: (Nitrile - Type C), See Hose Stock Characteristics. 


Reinforcement: One braid of high-tensile carbon steel wire over one braid 


of polyester. 


Cover: Black, oil and mildew resistant, polyester braid. 


Temperature Range: Under SAE 100R5 (hydraulic) conditions -40°F to 


+212°F (-40°C to +100°C), All-purpose fleet application (hot lube oil lines) - 
40°F to +300°F (-40°C to +149°C). Air to +160°F (+71°C) only. Avoid 
continuous use at maximum temperature concurrent with maximum working 


pressures. For water emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019 


C5 Field Attachable Couplings (Section P) 





- © © , 
Description Product No. Standard Pack Weight (Lbs.) 
4C5C X50FT 3658-1762 3/16 a2 3000 12000 3.0 1 8.30 
4C5CXREEL 3658-1775 3/16 a2 3000 12000 3.0 440 16 
5C5C X50FT 3658-1763 1/4 58 3000 12000 3.4 1 8.50 
5C5CXREEL 3658-1776 1/4 58 3000 12000 3.4 385 19 
6C5C X50FT 3658-1764 5/16 67 2250 9000 4.0 1 10.50 
6C5CXREEL 3658-1777 5/16 67 2250 9000 4.0 385 24 


NOTE: Federal law requires registration with the Department of Transportation for anyone producing air brake hose assemblies with swaged or 


QO © 


crimped fittings. See Engineering and Technical Data Section for compliance. 
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DOT FMVSS 106-74 Type All and SAE J 1402 Type All for air brake applications (-4 to -12). 
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CSC Hydraulic Hose - SAE 100R5 





Continued 

Description Product No. © IO © © ey Standard Pack Weight (Lbs.) 
8C5C X50FT 3658-1765 13/32 i 2000 8000 4.6 1 11.50 
8C5CXREEL 3658-1778 13/32 17 2000 8000 4.6 330 28 
10C5C X50FT 3658-1766 1/2 92 1750 7000 5.5 1 18.85 
LOC5CXREEL 3658-1779 1/2 92 1750 7000 eRe 210 38 
12C5C: X5OFT 3658-1767 5/8 1.08 1500 6000 6.5 1 20.50 
12C5CXREEL 3658-1780 5/8 1.08 1500 6000 6.5 220 47 
16C5C X50FT 3658-1768 7/8 1.23 800 3200 7.4 1 22.66 
16C5CXREEL 3658-1781 7/8 1.23 800 3200 7.4 165 a 
20C5C X25FT 3658-1772 11/8 1.50 625 2500 9.0 1 13.39 
20C5CXCTN 3658-1758 11/8 1.50 625 2500 9.0 100 54 
24C5CXCTN 3658-1759 1 3/8 Lito 500 2000 10.5 100 60 
32C5CXCTN 3658-1760 1 13/16 2.22 350 1400 13.3 100 84 
40C5CXCTN 3658-1761 2 3/8 2.88 350 1400 24.0 50 1.23 


NOTE: Federal law requires registration with the Department of Transportation for anyone producing air brake hose assemblies with swaged or 
crimped fittings. See Engineering and Technical Data Section for compliance. 


C5C-XH Xtreme” Heat Hose - SAE 100R5 


DOT FMVSS 106-74 Type All and SAE J 1402 Type All for (-4 to -12). 


Recommended For: Extremely High temperature petroleum based or 
phosphate ester fluids, turbo charger oil supply and hot lube oil lines. Meets 
the requirements of SAE | 1405 performance specifications for high 
temperature transmission and lubrication oil systems. 


Tube: Black, oil and heat resistant synthetic polymer tube (CPE - Type] ). 
See Hose Stock Characteristics. 


Reinforcement: Braided, high tensile wire and textile. 
Cover: Blue, oil and mildew resistant polyester/textile braid. 
Temperature Range: -40°F to +302°F (-40°C to +150°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

C5 Field Attachable Couplings (-6, -10, -16 and -20) (Section P) 

C5X Field Attachable Couplings (-5, -8, and -12 Only) (Section P) 
Crimp options are MegaCrimp®, GlobalSpiral” (depending on size) 








Description Product No. SO IO © e f°" Standard Pack Weight (Lbs.) 
5C5CXH X50FT 3658-4001 1/4 58 3000 12000 3.4 1 9,30 
5C5CXHXREEL 3658-0151 1/4 58 3000 12000 3.4 385 19 
6C5CXH X50FT 3658-4002 5/16 67 2250 9000 4.0 1 11.00 
6C5CXHXREEL 3658-0152 5/16 67 2250 9000 4.0 385 22 
8C5CXH X50FT 3658-4003 13/32 dd 2000 8000 4.6 1 12.50 
8C5CXHXREEL 3658-0153 13/32 ad 2000 8000 4.6 330 es) 
10C5CXH X50FT 3658-4004 1/2 92 1750 7000 55 1 19.14 
10C5CXHXREEL 3658-0154 1/2 92 1750 7000 5.5 275 38 
12C5CXH X50FT 3658-4005 5/8 1.08 1500 6000 6.5 1 21,87 
12C5CXHXREEL 3658-0155 5/8 1.08 1500 6000 6.5 220 44 
16C5CXH X50FT 3658-4006 7/8 123 800 3200 7.4 1 24.00 
16C5CXHXREEL 3658-0156 7/8 1.23 800 3200 7.4 165 48 
20C5CXH X50FT 3658-4007 11/8 1.50 625 2500 9.0 1 31.00 
20C5CXHXCTN 3658-0157 11/8 1.50 625 2500 9.0 120 52 
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CSD High-Temp Multi-Fluid Hose 


Recommended For: Petroleum-base or phosphate ester fluids; diesel fuels 
and filtration lines, transmission coolant lines, hot lube oil lines, power 
Steering (CAUTION: Intended for heavy-duty commercial vehicle use only), 
gasoline and turbocharger oil supplies. Tilt cab cylinder and air brakes. C5D 
(-4 to -12) meets or exceeds DOT FMVSS 106-74 Type All, SAE J 1402 
Type All and SAE | 1405 and fuel resistance of SAE | 30R2. Not approved 


for bio diesel. 


Tube: Black, oil and heat resistant, synthetic rubber (CPE - Type] ). See 


Hose Stock Characteristics. 


Reinforcement: One braid of high-tensile steel wire over one braid of 


polyester. 


Cover: Green for easy identification, oil and mildew resistant, polyester 


braid impregnated with synthetic rubber. 


Temperature Range: -40°F to +300°F (-40°C to +149°C). Air to +250°F 
(+121°C) only, maximum phosphate esters to +212°F (+100°C). For water 
emulsions see Temperature Limits Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 


DOT FMVSS 106-74 Type All, SAE J 1402 Type All (-4 to -12). 
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Description Product No. Oo IO ©) e (" Standard Pack Weight (Lbs.) POWER CRIMP 
AC5D X50FT 3658-0001 3/16 52 1500 6000 1.0 1 7.19 COUPLINGS 
ACSDXREEL 3658-0020 3/16 52 1500 6000 1.0 440 14 

5C5D X50FT 3658-0007 1/4 58 1500 6000 15 1 11.10 LOC, GLAND GLP 
5CSDXREEL 3658-0027 1/4 58 1500 6000 15 385 15 ore 
6C5D X50FT 3658-0002 5/16 67 1500 6000 1.8 1 11.40 

6C5DXREEL 3658-0021 5/16 67 1500 6000 1.8 385 18 eoiice 
8C5D X50FT 3658-0003 13/32 7 1250 5000 2.0 1 13.03 

8C5DXREEL 3658-0022 13/32 7 1250 5000 2.0 330 23 

10C5D X50FT 3658-0008 1/2 92 1250 5000 2.0 1 13.50 Pouce ! 
LOC5DXREEL 3658-0028 1/2 92 1250 5000 2.0 275 27 

12C5D X50FT 3658-0009 5/8 1.08 750 3000 2.3 1 15.00 

12C5DXREEL 3658-0029 5/8 1.08 750 3000 2.3 220 40 C14 COUPLINGS 
16C5D X50FT 3658-0010 7/8 i 400 1600 3.5 1 24.00 

16C5DXREEL 3658-0030 7/8 1,23 400 1600 3.5 165 46 


NOTE: Federal law requires registration with the Department of Transportation for anyone producing air brake hose assemblies with swaged or 
crimped fittings. See Engineering and Technical Data Section for compliance. 


C5M Marine Fuel Line Hose 


Recommended For: All commercial and recreational vessel fuel line 
applications. Suitable for marine diesel, gasoline, B100 Bio diesel, gasohol 


fuels and hot oil applications. 


Tube: Nitrile - Type C. See Hose Stock Characteristics. 


Reinforcement: One wire braid 


Cover: Modified Nitrile - Type C2. Blue. See Hose Stock Characteristics. 
Temperature Range: -4°F to +212°F (-20°C to +100°C) continuous 


Service. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 





C5 Field Attachable Couplings (Section P) 

Description Product No. © IO © © fey Standard Pack Weight (Lbs.) 
5C5MXREEL 3658-1965 1/4 58 500 2000 1,3 385 21 
6C5M X50FT 3658-4596 5/16 67 500 2000 1.3 1 13.28 
6C5MXREEL 3658-1969 5/16 67 500 2000 1,3 385 2] 
8C5M X50FT 3658-4597 13/32 17 500 2000 1.8 1 15.67 
8C5MXREEL 3658-1973 13/32 77 500 2000 1.8 330 33 
10C5M X50FT 3658-4598 1/2 92 500 2000 23 1 2151 
LOC5MXREEL 3658-1977 1/2 92 500 2000 23 215 40 
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Continued 

Description Product No. © IO © © faa Standard Pack Weight (Lbs.) 
12C5M X50FT 3658-4599 5/8 1.08 500 2000 2.8 1 26.84 
12C5MXREEL 3658-1981 5/8 1.08 500 2000 2.8 220 51 
16C5M X50FT 3658-4600 7/8 1.23 500 2000 35 1 27.58 
16C5MXREEL 3658-1985 7/8 1.23 500 2000 3.5 165 62 


Recommended For: Air brake hose, power steering (CAUTION: Intended 


C5M Marine Fuel Line Hose 


CSE High-Temp Flexline Hose 


DOT FMVSS 106 Type Al, SAE J 1405 and SAE J 1402 Type All (-4 to -12). 


for heavy-duty commercial vehicle use only), engine and transmission 


coolant lines, and hot (+300°F) lube oil lines. Not recommended for gasoline 


or diesel fuel. 


Tube: Black, oil and heat resistant, synthetic rubber (Nitrile - Type C). See 
Hose Stock Characteristics. 


Reinforcement: One braid of high-tensile steel wire over one braid of 


polyester. 


Cover: Black, oil and heat resistant, textile braid impregnated with synthetic 
rubber. Green stripe for easy identification. 


Temperature Range: -40°F to +300°F (-40°C to +149°C). Air +250°F 
(+121°C) maximum only. For water emulsions see Temperature Limits 


Table. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 
C5E Field Attachable Couplings (Section P) 





Description Product No. Standard Pack Weight (Lbs.) 
4C5E X50FT 3658-4990 3/16 49 1500 6000 8 1 6.22 
4C5EXREEL 3658-0210 3/16 49 1500 6000 8 440 12 
5C5E X50FT 3658-4991 1/4 Do 1500 6000 1.0 1 6.82 
SCSEAREEL 3658-0211 1/4 ao 1500 6000 1.0 385 14 
6C5E X50FT 3658-4992 5/16 61 1500 6000 1.3 1 8.59 
6C5EXREEL 3658-0212 5/16 61 1500 6000 ie 385 Al] 
8C5E X50FT 3658-4993 13/32 13 1250 5000 1.8 | 11.04 
8C5EXCTN 3658-0203 13/32 13 1250 5000 1.8 475 22 
8C5EXREEL 3658-0213 13/32 J 1250 5000 1.8 330 22 
1OC5E X50FT 3658-4994 1/2 83 1250 5000 2.3 1 12.46 
10C5EXCTN 3658-0204 1/2 83 1250 5000 2.3 330 2 
LOC5EXREEL 3658-0214 1/2 83 1250 5000 23 275 2d 
12C5E X50FT 3658-4995 5/8 95 750 3000 3.0 1 15.20 
12C5EXCTN 3658-0205 5/8 95 750 3000 3.0 200 31 
12C5EXREEL 3658-0215 5/8 95 750 3000 3.0 220 30 
16C5E X50FT 3658-4996 7/8 1.20 400 1600 35 1 18.34 
16C5EXREEL 3658-0216 7/8 1.20 400 1600 35 165 37 
2UC5E X25FT 3658-4989 11/8 1.49 300 1200 45 1 13,11 
20C5EXCTN 3658-0207 11/8 1.49 300 1200 45 100 hey 


NOTE: Federal law requires registration with the Department of Transportation for anyone producing air brake hose assemblies with swaged or 


QO © 


Oo 9 


crimped fittings. See Engineering and Technical Data Section for compliance. 
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Air Brake Nylon Tubing 


Recommended For: Truck, bus and mobile air brake, and service lines 


where heat and battery acids are not present. Conforms to SAE | 844 HOSE/CPLG. 
Specifications. Meets D.O.T. FMVSS 106-74. SELECTION 
Tube: Heat and light stabilized seamless extruded nylon. 

Reinforcement: Type A: Non-reinforced in sizes 1/8", 5/32", 3/16" and 1/4". G8K COUPLINGS 


NOTE: 1/8" and 5/32" are NOT recognized by D.O.T. for air brake systems, 
these are for service lines only. 

Type B: Reinforced with one open ply of fibrous nylon in sizes 5/16", 3/8", 
1/2", 5/8" and 3/4". 


Cover: Nylon. Available in black (NABTA), blue (NABTB), green (NABTG), 
red (NABTR), yellow (NABTY), orange (NABTO), purple (NABTP), brown 
(NABTN), silver (NABTS) and white (NABTW) colors. Other colors available 
upon request. 


Temperature Range: -40°F to +200°F (-40°C to +93°C). MEGACRIMP 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data COUPLINGS 
Manual 35019) 
Gates DOT SureLok Couplings (Section Q) 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 











STAINLESS 
_ __ Reinforcement 6) ©) ‘Gay . Ne 

Description ProductNo. Tube0O.D. (in) Type Weight (Lbs.) 

2.5NABTA X100FT 4327-0050 5/32 A 150 800 5 70 POWER CRIMP 

2NABTA X100FT 4327-0049 1/8 A 150 800 37 45 COUPLINGS 

2NABTAXLG REEL 4327-0117 1/8 A 150 800 37 01 

3NABTA X100FT 4327-0051 3/16 A 150 800 5 85 LOC, GLAND GLP 

ANABTA X100FT 4327-0052 1/4 A 150 800 1.0 1.30 COUPLINGS 

4NABTAXLG REEL 4327-0101 1/4 A 150 800 1.0 01 

4NABTB X100FT 4327-0068 1/4 A 150 800 1.0 1.25 POLARSEAL 

ANABTBXLG REEL 4327-1001 1/4 A 150 800 1.0 02 ee 

4NABTBXREEL 4327-0102 1/4 A 150 800 1.0 01 

4NABTG X100FT 4327-0058 1/4 A 150 800 1.0 1.25 POuninice I 

ANABTGXREEL 4327-0104 1/4 A 150 800 1.0 01 

ANABTNXREEL 4327-0103 1/4 A 150 800 1.0 01 

ANABTO X100FT 4327-0078 1/4 A 150 960 1.0 1.25 C14 COUPLINGS 

4NABTPXLG REEL 4327-0125 1/4 A 150 800 1.0 01 

ANABTR X100ET 4327-0063 1/4 A 150 800 1.0 1.25 PCTS 

ANABTRXREEL 4327-0105 1/4 A 150 800 1.0 01 MIDENGE 

4NABTSXREEL 4327-0106 1/4 A 150 800 1.0 01 

ANABTY X100FT 4327-0073 1/4 A 150 800 1.0 1,30 

4NABTY XREEL 4327-0107 1/4 A 150 800 1.0 ml ie NCnNaLees 

5NABTA X100FT 4327-0053 5/16 B 150 800 1.25 1,60 & G2 COUPLINGS 

5NABTAXREEL 4327-0120 5/16 B 150 800 1.25 02 

6NABTA X100FT 4327-0054 3/8 B 150 800 15 2.95 FIELD 

6NABTAXLG REEL 4327-0201 3/8 B 150 800 15 03 ATTACHABLE C5 

6NABTAXREEL 4327-0126 3/8 B 150 800 15 03  uaanae 

6NABTB X100FT 4327-0069 3/8 B 150 800 1.25 2.90 

6NABTBXLG REEL 4327-1002 3/3 B 150 800 1.25 03 

6NABTBXREEL 4327-0128 3/8 B 150 800 1.25 03 mye 

6NABTG X100FT 4327-0059 3/8 B 150 800 1.25 2.85 COUPLINGS 

6NABTGXLG REEL 4327-1003 3/3 B 150 800 1.25 04 

6NABTGXREEL 4327-0129 3/8 B 150 760 1,25 03 ADAPTERS 

6NABTNXREEL 4327-0109 3/8 B 150 800 1.25 03 

6NABTO X100FT 4327-0079 3/8 B 150 1120 1.25 2.85 aUiak 

6NABTOXREEL 4327-1004 3/8 B 150 1120 1,25 04 DISCONNECT 

6NABTR X100FT 4327-0064 3/8 B 150 800 1.25 2.85 COUPLERS 

6NABTRXLG REEL 4327-1005 3/3 B 150 800 1.25 03 

6NABTRXREEL 4327-0127 3/8 B 150 800 1.25 03 LIVE SWIVEL 

6NABTWXREEL 4327-0110 3/8 B 150 800 1.25 03 

6NABTY X100FT 4327-0074 3/8 B 150 800 1.25 2.85 ae VaLVES 

6NABTYXREEL 4327-0111 3/8 B 150 800 1.25 03 

SNABTA X100FT 4327-0055 1/2 B 150 760 2.0 3.90 

SNABTAXREEL 4327-0112 1/2 B 150 760 2.0 04 pecERO URE? 

8NABTB X100FT 4327-0070 1/2 B 150 760 2.0 4.10 

8NABTBXREEL 4327-0133 1/2 B 150 760 2.0 04 Sanne AND 

8NABTG X100FT 4327-0060 1/2 B 150 760 2.0 4.10 

SNABTGXREEL 4327-0132 1/2 B 150 720 2.0 04 
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Air Brake Nylon Tubing 





Continued 
ae __ Reinforcement 6) © er 

Description ProductNo. Tube 0.D. (in) Type Weight (Lbs.) 
8NABTO X100FT 4327-0080 1/2 B 150 760 2.0 4.15 
SNABTR X1OOFT 4327-0065 1/2 B 150 760 2.0 4.10 
SNABTRXREEL 4327-0131 1/2 B 150 760 2.0 04 
SNABTSXREEL 4327-0114 1/2 B 150 760 2.0 04 
SNABTY X100FT 4327-0075 1/2 B 150 760 2.0 4.20 
LONABTA X50FT 4327-0056 5/8 B 150 720 2.5 3.45 
LONABTAXREEL 4327-0115 5/8 B 150 720 2.5 08 
LONABTB X50FT 4327-0071 5/8 B 150 720 2.5 3.45 
LONABTG X50FT 4327-0061 5/8 B 150 640 3.5 3.50 
l1ONABTGXREEL 4327-1006 5/8 B 150 640 3.5 07 
LONABTO X50FT 4327-0081 5/8 B 150 720 2.5 3.50 
LONABTOXREEL 4327-0138 5/8 B 150 720 2.5 08 
LONABTR X50FT 4327-0066 5/8 B 150 720 3.5 3.50 
LONABTRXREEL 4327-1007 5/8 B 150 720 3.5 03 
LONABTY X50FT 4327-0076 5/8 B 150 720 25 3.55 
12NABTA X50FT 4327-0057 3/4 B 150 640 3.0 4.35 
12NABTAXREEL 4327-0116 3/4 B 150 640 3.0 09 
12NABTB X50FT 4327-0072 3/4 B 150 640 3.0 4.35 
12NABTG X50FT 4327-0062 3/4 B 150 640 3.0 4.45 
12NABTO X50FT 4327-0082 3/4 B 150 640 3.0 4.40 
12NABTR X50FT 4327-0067 3/4 B 150 640 3.0 4.30 
L2NABTY X50FT 4327-0077 3/4 B 150 640 3.0 4.55 


C14 PTFE Hose - SAE 100R14 Type A - Nonconductive 


Recommended For: Air compressor discharge, hot oil and fluids, hot and 


greasy environments. 
Tube: Type A-Nonconductive white, smooth bore Polytetrafluoroethylene Sy > > > 
(PTFE). See Hose Stock Characteristics. VM OP PPO DOP OPDAOAAO 


Cover/Reinforcement: One braid of 300 Series stainless steel wire. 


Temperature Range: Dynamic: -65°F to +400°F (-54°C to +204°C). Static: 
-65°F to +450°F (-54°C to +232°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
C14 Couplings (Section M) 





OO Q 





Description Product No. © IO S e faa 2c) 2c) 032°C) o37'C) mee et 
4C14 X25FT 7752-0425 3/16 31 1500 6000 2.0 3000 12000 1500 6000 1 2.00 
4C14XCTN 7752-0400 3/16 31 1500 6000 2.0 3000 12000 1500 6000 400 08 
5G LAXZ5e 1 7752-0525 1/4 38 1500 6000 3.0 3000 12000 1500 6000 1 2.50 
5C14XCTN 7752-0500 1/4 38 1500 6000 3.0 3000 12000 1500 6000 350 10 
6C14 X25FT 7752-0625 5/16 45 1500 6000 4.0 2500 10000 1500 6000 1 2.15 
6C14XCTN 7752-0600 5/16 45 1500 6000 4.0 2500 10000 1500 6000 300 cL 
8C14 X25FT 7752-0825 13/32 55 1000 4000 Dr 2000 8000 1000 4000 1 3,00 
8C14XCTN 7752-0800 13/32 55 1000 4000 5.3 2000 8000 1000 4000 250 12 
10C14 X25FT 7752-1025 1/2 65 800 3200 6.5 1500 6000 800 3200 1 3:19 
10C14XCTN 7752-1000 1/2 65 800 3200 6.5 1500 6000 800 3200 200 V5 
12C14 X25FT 7752-1225 5/8 19 800 3200 7.8 1200 4800 800 2600 1 4.25 


NOTE: Electrostatic Discharge: Many applications involving PTFE hose do not require a conductive tube. But you must review the potential for 
electrostatic discharge for every application and be aware that static electricity can be hazardous. In those cases where electrostatic discharge 
can occur, conductive PTFE hose with a conductive tube (Gates C14CT) is recommended. For more information on electrostatic discharge, refer 
to Technical Data Section. 
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C14 PTFE Hose - SAE 100R14 Type A - Nonconductive 





Continued 

‘Gaal 72°F 72°F 450°F 450°F Standard Weight 
Description Product No. OS IO 6) © : (22°C) (22°C) (232°C) (232°C) Pack (Lbs.) 
12C14XCTN 7752-1200 5/8 19 800 3200 7.8 1200 4800 800 2600 150 17 
16C14 X25FT 7752-1625 7/8 1.03 800 3500 9.0 1000 4000 800 2200 i 6.75 
16C14XCTN 7752-1600 7/8 1.03 800 3500 9.0 1000 4000 800 2200 100 2) 


NOTE: Electrostatic Discharge: Many applications involving PTFE hose do not require a conductive tube. But you must review the potential for 
electrostatic discharge for every application and be aware that static electricity can be hazardous. In those cases where electrostatic discharge 
can occur, conductive PTFE hose with a conductive tube (Gates C14CT) is recommended. For more information on electrostatic discharge, refer 
to Technical Data Section. 






C14CT PTFE Hose - SAE 100R14 Type B - Conductive 


Recommended For: Air compressor discharge, hot oil and fluids, hot and 
greasy environments. 


Tube: Type B-Conductive black/white smooth bore P olytetrafluoroethylene > > >’ 
(PTFE). See Hose Stock Characteristics. ORBHRRERDERCEERKMHRERERERGRRKE 


Cover/Reinforcement: One braid of 300 Series stainless steel wire. 


Temperature Range: Dynamic: -65°F to +400°F (-54°C to +204°C). Static: 
-65°F to +450°F (-54°C to +232°C). 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
C14 Couplings (Section M) 





OO Q 





Description Product No. © IO S e faa 02°C) 2c) 032°C) 37") mee Te 
6C14CT X25FT 7752-3625 5/16 45 1500 6000 4.0 2500 10000 1500 6000 1 2,15 
6C 14CTXCTN* 7752-3600 5/16 45 1500 6000 4.0 2500 10000 1500 6000 300 11 
8C14CT X25FT 7752-3825 13/32 55 1000 4000 5:3 2000 8000 1000 4000 1 3.00 
8C 14CTXCTN* 7752-3800 13/32 55 1000 4000 5.3 2000 8000 1000 4000 250 ny, 


‘Type B-Conductive Tube. 


NOTE: Electrostatic Discharge: Many applications involving PTFE hose do not require a conductive tube. But you must review the potential for 
electrostatic discharge for every application and be aware that static electricity can be hazardous. In those cases where electrostatic discharge 
can occur, conductive PTFE hose with a conductive tube (Gates C14CT) is recommended. For more information on electrostatic discharge, refer 
to Technical Data Section. 
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TH8 Hydraulic Hose - SAE 100R8 
Thermoplastic 





Recommended For: Use with petroleum, water base and synthetic 
hydraulic fluids. Applications include: power and telephone mobile 
equipment (cherry pickers), lubrication lines, blowout preventer control lines, 
hydraulic lifts and farm and construction machinery. TH8 hose meets or 
exceeds performance requirements of SAE 100R8 with a significantly tighter 
bend radius. Multiline available. 


Tube: 100% seamless Nylon - Type Z that easily handles a broad range of 
hydraulic fluids, including phosphate esters and water glycol. See Hose 
Stock Characteristics. 


Reinforcement: Polyester. 


Cover: Black Urethane resists hydraulic fluids, high temperatures, agingand 
weathering. Black TH8 cover is perforated for use in general hydraulic and 
pneumatic service. 


Temperature Range: -65°F to +200°F (-54°C to +93°C) continuous service 
for petroleum and synthetic oils. Maximum of +158°F (+70°C) for water, 
water/oil emulsions and water glycol. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

MegaCrimp® Couplings (-4 through -16) (Section G) 

Swage PCTS Couplings (-3 only) (Section N) 








Description Product No. S IO © e fa Standard Pack Weight (Lbs.) 
3TH8XCTN 4467-1178 3/16 50 5000 20000 15 250 10 
4TH8 X50FT 4467-1180 1/4 61 5000 20000 2.0 1 7.80 
4TH8XCTN 4467-1179 1/4 61 5000 20000 2.0 250 13 
6TH8 X50FT 4467-1182 3/8 15 4000 16000 2.5 1 10.40 
6TH8XCTN 4467-1181 3/8 15 4000 16000 2.5 250 17 
8TH8 X50FT 4467-1202 1/2 87 3500 14000 4.0 | 11.20 
8TH8XCTN 4467-1183 1/2 87 3500 14000 4.0 250 2 
12TH8XCTN 4467-1184 3/4 113 2250 9000 6.5 200 a2 
16TH8XCTN 4467-1185 1 1.45 2000 8000 10.0 200 46 


TH8NC Non Conductive Hydraulic Hose - SAE 100R8 
Thermoplastic 


Recommended For: Use with petroleum, water base and synthetic 
hydraulic fluids. Applications include: power and telephone mobile 
equipment (cherry pickers), lubrication lines, blowout preventer control lines, 
hydraulic lifts and farm and construction machinery. TH8NC hose (orange 
cover) meets SAE 100R8 non-conductivity requirements. TH8NC hose 
meets or exceeds performance requirements of SAE 100R8 with a 
Significantly tighter bend radius. Multiline available. 


Tube: 100% seamless Nylon - Type Z that easily handles a broad range of 
hydraulic fluids, including phosphate esters and water glycol. See Hose 
Stock Characteristics. 


Reinforcement: Polyester. 


Cover: Orange Urethane resists hydraulic fluids, high temperatures, aging 
and weathering. TH8NC Is non-perforated for applications requiring electrical 
non-conductivity. Meets SAE 100R8 Electrical Conductivity Test. Maximum 
leakage shall not exceed 50 microamperes when subjected to 75 kV/Ft. for 
five minutes. (Orange is industry accepted color for non-conductive hose). 


Temperature Range: -65°F to +200°F (-54°C to +93°C) continuous service 
for petroleum and synthetic oils. Maximum of +158°F (+70°C) for water, 
water/oil emulsions and water glycol. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
MegaCrimp® Couplings (Section G) 








Description Product No. © IO © e ia Standard Pack Weight (Lbs.) 
ATH8NC X50FT 4467-1187 1/4 61 5000 20000 2.0 40 7.34 
4TH8NCXCTN 4467-1186 1/4 61 5000 20000 2.0 250 a 
6TH8NC X50FT 4467-1203 3/8 I5 4000 16000 25 1 9.20 
6TH8NCXCTN 4467-1204 3/8 Jo 4000 16000 2.5 250 18 
8TH8NC X50FT 4467-1190 1/2 87 3500 14000 4.0 20 12.80 
8TH8NCXCTN 4467-1189 1/2 87 3500 14000 4.0 250 21 
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Thermoplastic 


Recommended For: Petroleum, water base and synthetic hydraulic fluids. 
Applications include: power and telephone mobile equipment (cherry 
pickers), lubrication lines, blowout preventer control lines, hydraulic lifts and 
farm and construction machinery. TH7 hose meets or exceeds performance 
requirements of SAE 100R7 with a significantly tighter bend radius. 


Tube: 100% seamless Nylon - Type Z that easily handles a broad range of 
hydraulic fluids, including phosphate esters and water glycol. See Hose 
Stock Characteristics. 


Reinforcement: Synthetic fiber. 


Cover: Black Urethane that resists hydraulic fluids, high temperatures, aging 
and weathering. Black TH7 is perforated for use in general hydraulic and 
pneumatic service. 


Temperature Range: -65°F to +200°F (-54°C to +93°C) continuous service 
for petroleum and synthetic oils. Maximum of +158°F (+70°C) for water, 
water/oil emulsions and water glycol. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

MegaCrimp® Couplings (Section G) 

Swage PCTS Couplings (-2 and -3) (Section N) 





Description Product No. ©S IO © © faa Standard Pack Weight (Lbs.) 
2TH7XCTN 4467-1154 1/8 2 3000 12000 5 250 04 
3TH7XCTN 4467-1155 3/16 Al 3000 12000 8 250 05 
4TH7 X50FT 4467-1195 1/4 a 2750 11000 13 40 5.20 
4TH7XCTN 4467-1157 1/4 50 2750 11000 1.3 250 07 
5TH7 X50FT 4467-1160 5/16 56 2500 10000 1.8 1 6.20 
5TH7XCTN 4467-1159 5/16 56 2500 10000 1.8 250 09 
6TH7 X50FT 4467-1162 3/8 64 2250 9000 2.0 1 6.80 
6TH7XCTN 4467-1161 3/8 64 2250 9000 2.0 250 aul 
8TH7XCTN 4467-1207 1/2 80 2000 8000 3.0 250 17 
12TH7 X50FT 4467-1193 3/4 1.05 1250 5000 5.0 1 12.30 
12TH7XCTN 4467-1165 3/4 1.05 1250 5000 5.0 200 24 
16TH7 X50FT 4467-1197 1 1.32 1000 4000 10.0 1 13.70 
16TH7XCTN 4467-1196 1 1.32 1000 4000 10.0 200 25 


Thermoplastic 


Recommended For: Petroleum and synthetic hydraulic fluids. Applications 
include: power and telephone mobile equipment (cherry pickers), lubrication 
lines, blowout preventer control lines, hydraulic lifts and farm and 
construction machinery. Orange color TH7NC meets SAE 100R7 non- 
conductivity requirements and meets or exceeds performance requirements 
of SAE 100R7 with a significantly tighter bend radius. Meets ANSI A92.2 for 
vehicle mounted aerial devices (-4 to -8). 


Tube: -2, -12, and -16: 100% seamless Nylon - Type Z that easily handles a 
broad range of hydraulic fluids, including phosphate esters and water glycol; 
-3 through -8 Polyester. See Hose Stock Characteristics. 


Reinforcement: Synthetic fiber (except -2). 


Cover: Orange Urethane that resists hydraulic fluids, high temperatures, 
aging and weathering. Orange TH7NC is non-perforated for applications 
requiring electrical non-conductivity. Meets SAE 100R7 Electrical 
Conductivity Test. Maximum leakage shall not exceed 50 microamperes 
when subjected to 75 kV/Ft. for five minutes. (Orange is industry accepted 
color for non-conductive hose), 


Temperature Range: -65°F to +200°F (-54°C to +93°C) continuous service 
for petroleum and synthetic oils. Maximum of +158°F (+70°C) for water, 
water/oil emulsions and water glycol. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 

MegaCrimp® Couplings (Section G) 

Swage PCTS Couplings (-2 and -3) (Section N) 


TH7 Hydraulic Hose - SAE 100R7 


TH7NC Non Conductive Hydraulic Hose - SAE 100R7 
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Description Product No. Oo IO ®) e fF : Standard Pack Weight (Lbs.) PARTS 
2TH7NCXCTN 4467-1166 1/8 2 3000 12000 5 250 102 
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TH7NC Non Conductive Hydraulic Hose - SAE 100R7 
Thermoplastic 





Continued 

Description Product No. © IO © © (ey Standard Pack Weight (Lbs.) 
3TH7NC X50FT 4467-1205 3/16 41 3000 12000 8 1 4.00 
3TH7NCXCTN 4467-1167 3/16 41 3000 12000 8 250 05 
ATHINC X50FT 4467-1170 1/4 50 2750 11000 L3 1 4,90 
ATHTNCXCTN 4467-1169 1/4 50 2750 11000 1.3 250 07 
5TH7NC X50FT 4467-1172 5/16 56 2500 10000 1.8 1 6.20 
5TH7NCXCTN 4467-1171 5/16 56 2500 10000 1.8 250 09 
6TH7NC X50FT 4467-1174 3/8 64 2250 9000 2.0 1 6.60 
6TH7NCXCTN 4467-1173 3/8 64 2250 9000 2.0 250 ld 
STH7NC X50FT 4467-1206 12 80 2000 8000 3.0 40 12.25 
8TH7NCXCTN 4467-1175 1/2 80 2000 8000 3.0 250 aby 
12TH7NC X50FT 4467-1200 3/4 1.05 1250 5000 5.0 20 13.60 
12TH7INCXCTN 4467-1177 3/4 1.05 1250 5000 5.0 200 22 
L6THINC X50FT 4467-1199 1 132 1000 4000 10.0 1 16.92 
16TH7NCXCTN 4467-1198 1 1,32 1000 4000 10.0 200 34 


TH7DL Dual Line Hydraulic Hose - SAE 100R7 
Thermoplastic 


Recommended For: Petroleum, water base and synthetic hydraulic fluids. 
Applications include: power and telephone mobile equipment (cherry 
pickers), lubrication lines, blowout preventer control lines, hydraulic lifts and 
farm and construction machinery. TH7DL hose meets or exceeds 
prema requirements of SAE 100R7 with significantly tighter bend 
radius. 


Tube: 100% seamless Nylon - Type Z that easily handles a broad range of 
hydraulic fluids, including phosphate esters and water glycol. See Hose 
Stock Characteristics. 


Reinforcement: Synthetic fiber. 


Cover: Black Urethane that resists hydraulic fluids, high temperatures, aging 
and weathering. Black TH7DL is perforated for use in general hydraulic and 
pneumatic service. 


Temperature Range: -65°F to +200°F (-54°C to +93°C) continuous service 
for petroleum and synthetic oils. Maximum of +158°F (+70°C) for water, 
water/oil emulsions and water glycol. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
MegaCrimp® Couplings (Section G) 


D> TH7DL 








Description Product No. S IO © © f°" Standard Pack Weight (Lbs.) 
4TH7DLXCTN 4472-0220 1/4 50 2750 11000 1.3 250 a5 
5TH7DL X50FT 4472-0222 5/16 56 2500 10000 1.8 1 11.40 
5TH7DLXCTN 4472-0221 5/16 56 2500 10000 1.8 250 19 
6TH7DLXCTN 4472-0223 3/8 64 2250 9000 2.0 250 21 
8TH7DLXCTN 4472-0224 1/2 80 2000 8000 3.0 250 32 
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Recommended For: Petroleum, water base and synthetic hydraulic fluids. 
Applications include: power and telephone mobile equipment (cherry 
pickers), lubrication lines, blowout preventer control lines, hydraulic lifts and 
farm and construction machinery. Orange color TH7NCDL meets SAE 


100R7 non-conductivity requirements and meets or exceeds performance 
requirements of SAE 100R7 with significantly tighter bend radius. Meets 
ANSI A92.2 for vehicle mounted aerial devices (-3 and -8). 


Tube: Polyester. 


Reinforcement: Synthetic fiber. 


Cover: Orange Urethane that resists hydraulic fluids, high temperatures, 
aging and weathering. Orange TH7NCDL is non-perforated for applications 
requiring electrical non-conductivity. Meets SAE 100R7 Electrical 
Conductivity Test. Maximum leakage shall not exceed 50 microamperes 
when subjected to 75 kV/Ft. for five minutes. (Orange is industry accepted 
color for non-conductive hose.) 


Temperature Range: -65°F to +200°F (-54°C to +93°C) continuous service 
for petroleum and synthetic oils. Maximum of +158°F (+70°C) for water, 


water/oil emulsions and water glycol. 
Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 


MegaCrimp® Couplings (Section G) 





Description Product No. © IO © e faa Standard Pack Weight (Lbs.) 
4ATH7NCDLXCTN 4472-0225 1/4 50 2750 11000 1.3 250 16 
6TH7NCDL X50FT 4472-0228 3/8 64 2250 9000 2.0 1 13.00 
6TH7NCDLXCTN 4472-0227 3/8 64 2250 9000 2.0 250 22 
8TH7NCDLXCTN 4472-0229 1/2 .80 2000 8000 3.0 250 32 


Recommended For: TH18 hose meets or exceeds performance 


requirements of SAE 100R18 with a significantly tighter bend radius. 
Suitable for petroleum or synthetic-based hydraulic fluids in hydraulic 
systems. TH18 is ideal for industrial and agricultural applications exposed to 
low temperatures or cyclic and quick temperature changes. Remains highly 
flexible in cold weather conditions and is resistant to hydraulic fluids, high 
temperatures, aging and weathering. 


Tube: Polyester elastomer. 


Reinforcement: Synthetic fiber. 
Cover: Black Urethane perforated. 


Temperature Range: -67°F to +212°F (-55°C to +100°C) continuous 
service for petroleum and synthetic oils. Maximum of +158°F (+70°C) for 


water-based fluids. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 


Manual 35019) 


MegaCrimp® Couplings (Section G) 





Description Product No. © IO © © fa Standard Pack Weight (Lbs.) 
4TH18XCTN 4467-0006 1/4 48 3000 12000 1.4 250 08 
5TH18XCTN 4467-0007 5/16 56 3000 12000 1.8 250 10 
6TH18XCTN 4467-0008 3/8 65 3000 12000 1.8 250 14 
8TH18XCTN 4467-0009 1/2 89 3000 12000 2.8 250 22 
10TH18XCTN 4467-0010 5/8 1.03 3000 12000 3.9 250 29 
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TH18 Constant Pressure Hydraulic Hose - SAE 100R18 
Thermoplastic 


TH7NCDL Non Conductive Dual Line Hydraulic Hose - SAE 100R7 
Thermoplastic 
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TH18NC Constant Pressure Non Conductive Hydraulic Hose - SAE 
100R18 
Thermoplastic 


Recommended For: TH18NC hose meets or exceeds performance 
requirements of SAE 100R18 with a significantly tighter bend radius. 
Suitable for petroleum or synthetic-based hydraulic fluids in hydraulic 
systems. TH18NC non-conductive hose are suitable for use in high-voltage 
applications. Remains highly flexible in cold weather conditions and is 
resistant to hydraulic fluids, high temperatures, aging and weathering. 


Tube: Polyester elastomer. 
Reinforcement: Synthetic fiber. 


Cover: Special Urethane, orange (industry-accepted color for non- 
conductive hose), non-perforated for applications requiring electrical non- 
conductivity. Meets SAE 100R18 Electrical Conductivity Test. Maximum 
pads Shall not exceed 50 microamperes when subjected to 75kV/ft for 
ive minutes. 


Temperature Range: -67°F to +212°F (-55°C to +100°C) continuous 
service for petroleum and synthetic oils. Maximum of +158°F (+70°C) for 
water-based fluids. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
MegaCrimp® Couplings (Section G) 








Description Product No. S IO © © faa Standard Pack Weight (Lbs.) 
4TH18NCXCTN 4467-0011 1/4 48 3000 12000 1.4 250 08 
5THI8NCXCTN 4467-0012 5/16 56 3000 12000 1.8 250 10 
6THI8NCXCTN 4467-0013 3/8 65 3000 12000 1.8 250 da 
8THI8NCXCTN 4467-0014 1/2 89 3000 12000 2.8 250 22 
1OTH18NCXCTN 4467-0015 5/8 1.03 3000 12000 3.9 250 29 


PolarSeal® Hose 
Refrigerant 


SAE J 51, Type A2 Dimensions; SAE J 51, Type D Performance; SAE J 2064, Type C, Class II Performance. 


Recommended For: Liquid and gaseous R134a and R12 refrigerants in 
automotive air conditioning and industrial systems; i.e., tractors, construction 
trucks, mobile and stationary refrigeration units. Designed to minimize 
permeation of R134a refrigerant. 


Tube: Black, synthetic rubber (Chloroprene - Type A). See Hose Stock 
Characteristics. 


Reinforcement: Two layers of spiral polyester. 

Cover: Black synthetic rubber (EPDM). See Hose Stock Characteristics. 
Temperature Range: -22°F to +257°F (-30°C to +125°C). 

Barrier: Nylon liner. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
PolarSeal® Couplings (Section K) 


2. ~ POLARSEAL” 








Description Product No. © IO (3) © faa ©) ew Weight (Lbs.) 
6AC134A X25FT 3353-0901 5/16 15 500 2000 2.0 24 108 4.98 
6AC134AXREEL 3353-0903 5/16 15 500 2000 2.0 24 340 au 
8AC134A X25FT 3353-0906 13/32 91 500 2000 3.0 24 52 6.97 
8AC134AXREEL 3353-0908 13/32 91 500 2000 3.0 24 235 28 
10AC134A X25FT 3353-0911 1/2 1.00 500 2000 4.0 24 36 8.00 
10AC134AXREEL 3353-0913 1/2 1.00 500 2000 4.0 24 210 Oe 
12AC 134A X25FT 3353-0916 5/8 1.13 500 2000 5.0 24 36 9,43 
12AC134AXREEL 3353-0918 5/8 1.43 500 2000 5.0 24 175 38 
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PolarSeal® II Hose 
Refrigerant 


Recommended For: AC systems on School/Transit Busses, RV's, Limos 
and other heavy equipment that has long run or hard to service AC lines. 
Liquid and gaseous R134a and R12 refrigerants in automotive air 
conditioning and industrial systems: i.e., tractors, construction trucks, mobile 
and stationary refrigeration units. Designed to minimize permeation of 

R 134a refrigerant. 


Tube: Black, synthetic Elastomeric rubber. 
Reinforcement: Fabric Braid 


Cover: Heat, Moisture and Ozone resistant black synthetic Elastomeric 
cover. 


Temperature Range: -22°F to +257°F (-30°C to +125°C). 
Barrier: Nylon liner. 


Coupling Recommendation (See gates.com/ecrimp or Crimp Data 
Manual 35019) 
PolarSeal® Il Coupling (Section L) 
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Description Product No. SO IO © e ia Standard Pack Weight (Lbs.) 
6ACC-PSII X50FT 3353-5007 5/16 62 350 1400 1.5 52 5.74 
6ACC-PSIIXREEL 3353-5006 5/16 62 350 1400 15 500 12 
8ACC-PSII X50FT 3353-5009 13/32 14 350 1400 2.0 36 Toe 
BACC-PSIIXREEL 3353-5008 13/32 14 350 1400 2.0 500 14 
10ACC-PSII X50FT 3353-5011 1/2 83 350 1400 2.5 22 8.38 
1LOACC-PSIIXREEL 3353-5010 1/2 83 350 1400 2.5 300 18 
12ACC-PSII X50FT 3353-5013 5/8 96 350 1400 3.0 14 13.20 
12ACC-PSIIXREEL 3353-5012 5/8 96 350 1400 3.0 250 25 
16ACC-PSII X50FT 3353-5017 7/8 123 350 1400 1.4 1 19.70 
16ACC-PSIIXREEL 3353-5016 7/8 123 350 1400 1.4 100 35 
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Selecting the Proper Hose 


SEVEN EASY STEPS FOR SELECTING THE PROPER HOSE 


An effective way to remember hose selection criteria is to remember the word... 


STAMPED 

S = Size 

T = Temperature 

A = Application 

M = Material to be conveyed 

P = Pressure 

E = Endsor couplings 

D = Delivery (volume and velocity] 


1. Hose Size [Dash Numbers) 


The inside diameter of the hose must be adequate to 
keep pressure loss to a minimum and avoid damage 
to the hose due to heat generation or excessive 
turbulence. See hose sizing Nomographic Chart. 


To determine the replacement hose size, read the 
layline printed on the side of the original hose. If the 
original hose layline is painted over or worn off, the 
original hose must be cut and the inside diameter 
measured for size. 


NOTE: Before cutting an original hose assembly, 
measure the overall assembly length and fitting 
orientation. These measurements will be required 
to build the replacement assembly. 


The hydraulics industry has adopted a measuring 
system called Dash Numbers to indicate hose and 
coupling size. The number which precedes the hose 
or coupling description is the dash size (see table]. 
This industry standard number denotes hose |.D. 

in sixteenths of an inch. {The exception to this is 
the SAE100R5 hose CSCXH, CSC, C5D, CSE, CSM as 
well as, C14 and AC134a, where dash sizes denote 
hose |.D. equal to equivalent tube 0.D.} See chart to 
the right. Hose 0.D. can be a critical factor when hose 
routing clamps are used or hose are routed through 
bulkheads. Check individual hose specification tables 
for 0.D.'s. 


Hose |.D. 


Dash No. | Inches Millimeters Inches 
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2. Temperature 


When selecting a replacement assembly, two areas 
of temperature must be considered. These are 
fluid temperature and ambient temperature. The 
hose selected must be capable of withstanding the 
minimum and maximum temperature seen by the 
system. Care must be taken when routing near hot 
manifolds and in extreme cases a heat shield may 
be advisable. 

see the Gates Hydraulic Hose Selection Guide; 
Hose Specification Pages; and/or the Additional 
Temperature Limits for Gates Hydraulic Hose Chart 
for temperature ranges and limits for water, water/ 
oil emulsions and water/glycol solutions. 


3. Application 


Determine where or how the replacement hose or 
assembly is to be used. Most often only a duplicate 
of the original hose will have to be made. To fulfill 
the requirements of the application, additional 
questions may need to be answered, such as: 


> Where Will Hose be Used’? 

> Fluid and/or Ambient Temperature? 

> Hose Construction? 

> Equipment Type? 

> Fluid Compatibility? 

> Thread End Connection Type? 

> Working and Surge Pressures? 

> Environmental Conditions? 

> Permanent or Field Attachable Couplings? 
> Suction Application’? 

> Routing Requirements? 

> Thread Type? 

> Government and Industry Standards Being Met? 
> Unusual Mechanical Loads? 

> Minimum Bend Radius? 

> Non-Conductive Hose Required? 


> Excessive Abrasion? 


4. Material to be Conveyed 


some applications require specialized oils or 
chemicals to be conveyed through the system. 
Hose selection must ensure compatibility of the 
hose tube, cover, couplings and O-rings with the 
fluid used. Additional caution must be exercised 
in hose selection for gaseous applications such 
as refrigerants and LPG. 


NOTE: All block type couplings contain nitrile 
O-rings which must be compatible with the 
fluids being used. 


5. Pressure 


Most important in the hose selection process is 
knowing system pressure, including pressure 
spikes. Published working pressures must be equal 
to or greater than the system pressure. Pressure 
Spikes greater than the published working pressure 
will shorten hose life and must be taken into 
consideration. Gates DOES NOT recommend using 
hose on applications having pressure spikes 
greater than published working pressures of the 
hose. 


6. Ends of Couplings 


Identify end connections using Gates coupling 
templates and measuring tools or Coupling 
Identification section. Once thread ends have 
been identified, consult the appropriate section 
of the catalog for specific part number selection. 


7. Delivery (Volume and Velocity) 


If the same I.D. of the original hose is used, assume 
the system is properly sized to efficiently transport 
fluid. If the system is new or altered, determine the 
hose |.D. needed to transport required fluid volume 
flow by using the Nomographic Chart. 
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Characteristics of Hose Stock Types 





HOSE 









"saad | he characteristics shown below are for the normal or usual range of these specific stocks. Stocks can 
aaa = be changed somewhat through different compounding to meet the requirements of specialized applications. 


G8K COUPLINGS} Tube and cover stocks may occasionally be upgraded to take advantage of improved materials 


and technology. 


GLOBALSPIRAL oo | - | 
COUPLINGS} For detailed information on a specific hose tube or cover stock, check the Chemical Resistance Table 


and also the specific hose page. 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 
pet Polychloroprene Nitrile Nylon CSM EPDM CPE PTFE 
Type A Type C Type Z Type M Type P Type J Type T 


COUPLINGS 
Petroleum Base Oils Good to Excellent Very Good Excellent 
LOC, GLAND GLP | 
COUPLINGS Diesel Fuel Fair to Good Good to Excellent | Good to Excellent Good Poor Good Excellent 


Resistance to Gas Good Good Good To Excellent Good to Excellent Fair to Good | Good Good to 
POLARSEAL . 
COUPLINGS Permeation Excellent 


POLARSEAL I 


COUPLINGS 
Ozone Good to Excellent | Poor for Tube; Excellent Very Good Qutstanding | Good Excellent 
Good For Cover 
C14 COUPLINGS 


PCTS 
THERMOPLASTIC Low Temperature Fair to Good Poor to Fair Excellent Poor Good to Good Excellent 
COUPLINGS eycallent 


FIELD Water-Oil Emulsions | exatent Good to Excellent excallent Excellent 
ATTACHABLE G1 


eee COUEINGS Water/Glycol Excellent Excellent Excellent Excellent Excellent Excellent Excellent 
Emulsions 


FIELD 
eae ee Diesters jpoor | exatent veryBood Good Excellent 
COUPLINGS 
Phosphate Esters Fair (For Cover] Poor Excellent Fair Very Good Very Good Excellent 


ae Phosphate Fair (For Cover] Poor Excellent Fair Very Good Very Good — 
COUPLINGS| | Ester Base 
Emulsions 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


COVER ABRASION RESISTANCE 


These comparisons are based on test results per ISO 6945 abrasion testing. The table shows the expected 
BALL VALVES| NMumber of times of extended cover service life as compared to a standard cover. 


LIVE SWIVEL 


ACCESSORIES Modified Nitrile 
(Standard cover] Nylon Sleeve XtraTuff™ MegaTuff 
EQUIPMENT AND| Relative Abrasion Resistance 1 15 X Standard Cover 29 X Standard Cover 300 X Standard Cover 


PARTS 
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Standard 
Industry 
Specification 


Gates Proprietary 
Design 


ISO 3862 R15 
SAE 100R15 


EN 856 TYPE 
ASP/4SH 


ISO 3862 R13 
SAE 100R13 
EN 856 TYPE 
ASP/4SH 


Gates 


onstruction 
Description | (Reinforcement) ae Tube Cover 
Name Type | Name Type 


G8K 


EFG6K-MTF 





EFGSK 





6-spiral, wire Extremely high Pressure & Impulse Cycle Life, High Temperature, Polychloroprene 
Petroleum Oils 

486-spiral, wire Extremely high Pressure & Impulse Cycle Life, High Temperature, Nitrile 
Petroleum Oils, Environmental Fluids 

486-spiral, wire Extremely High Abrasion Resistant, Pressure & Impulse Cycle Life, High Nitrile 
Temperature, Petroleum Oils, Environmental Fluids 

Extremely High Pressure & Impulse Cycle Life, High Temperature, Nitrile 


486-spiral, wire Petroleum Oils, Environmental Fluids 


neem 
Eee 
wef 
C 


Polychloroprene A 





EFGSK-MTF 


Extremely High Abrasion Resistant, Pressure & Impulse Cycle Life, High 


Temperature, Petroleum Oils, Environmental Fluids le 


4&6-spiral, wire 





Megatuff L 





ISO 3862 R12 
SAE 100R12 

EN 856 Type 4SP 
++ 


ISO 3862 R12 
SAE 100R12 
EN 856 Type 4SP 


Gates Proprietary 
Design 


Gates Proprietary M6K 2-braid, wire High Pressure, Impulse Cycle Life & Flexibility, Tight Bend Radius, 
Design Petroleum Oils, Environmental Fluids 
M5K 


EFG4K 


Extremely High Pressure & Impulse Cycle Life, High Temperature, 


Petroleum Oils, Environmental Fluids Nitrile 


4&6-spiral, wire 


Polychloroprene A 





EFG4K-MTF 





EFG3K-MTF 


Gates Proprietary M-XP Dbraid: wit Extremely High Pressure & Impulse Cycle Ufe, High Flexibility, Tight Bend 
Design Radius, Petroleum Oils, Environmental Fluids 





Extremely High Abrasion Resistant, Pressure & Impulse Cycle Life, High coe 
4&6-spiral, wire ; Nitrile 
Temperature, Petroleum Oils, Environmental Fluids 


4-spiral, wire Extremely high Pressure & Impulse Cycle Life, High Temperature, Nitrile 
Petroleum Oils, Environmental Fluids 
' Extremely High Abrasion Resistant, Pressure & Impulse Cycle Life, High - 
4-spiral, wire ; ; é Nitrile 
Temperature, Petroleum Oils, Environmental Fluids 


Nitrile 





Nitrile 






High Pressure, Impulse Cycle Life & Flexibility, Tight Bend Radius, 


2-braid, wire Petroleum Oils, Environmental Fluids 


C Megatuff L 





C Polychloroprene A 


C Megatuff L 


Nitrile/PVC (4,6) 
C Polychloroprene ‘ 
(8,10,12 


C Nitrile/PVC C2 
; 45,6) 


Nitrile/PVC (4,5,6) | C2 


Polychloroprene (8) | A 








Gates Proprietary 
Design 





M5K-XTF 


High Abrasion Resistant, Pressure, Impulse Cycle Life & Flexibility, Tight 


Bend Radius, Petroleum Oils, Environmental Fluids Nitrile 


2-braid, wire 









XtraTuft Ge 










Gates Proprietary 
Design 


MSK-MTF 


Extremely High Abrasion Resistant, High Pressure, Impulse Cycle Life & 


Flexibility, Tight Bend Radius, Petroleum Oils, Environmental Fluids me 


2-braid, wire 





Megatuff L 










ISO 11237 R19 
SAE 100R19 








ISO 11237 R17 
SAE 100R17 


M4K 


MA4K-XTF 


M4K-MTF 


M4KH 






High Pressure, Impulse Cycle Life & Flexibility, Tight Bend Radius, 








2-braid, wire Petroleum Oils, Environmental Fluids Nitrile 
teak aad High Abrasion Resistant, Pressure, Impulse Cycle Life & Flexibility, Tight i 
Bend Radius, Petroleum Oils, Environmental Fluids Ne 
ee Extremely High Abrasion Resistant, High Pressure, Impulse Cycle Life & bane 
Flexibility, Tight Bend Radius, Petroleum Oils, Environmental Fluids mine 
2-braid, wire High Temperature, Pressure, Impulse Cycle Life & Flexibility, Tight Bend Nitrile 


Radius, Petroleum Oils, Environmental Fluids 


C Nitrile C2 


C XtraTuft G2 


C Megatuff L 
C 


Polychloroprene A 





M4KH-MTF 


M3K-XTF 


Extremely High Abrasion Resistant, High Temperature, Pressure, Impulse 
Cycle Life & Flexibility, Tight Bend Radius, Petroleum Oils, Environmental 
Fluids 


Nitrile 


Nitrile 


2-braid, wire 


High Pressure, Impulse Cycle Life & Flexibility, Tight Bend Radius, 


1& 2-brald, wire | petroleum Oils, Environmental Fluids 


High Abrasion Resistant, Pressure, Impulse Cycle Life & Flexibility, Tight 
Bend Radius, Petroleum Oils, Environmental Fluids 





1 & 2-braid, wire 





Megatuff L 


Pf fe 


XtraTuft 








M3K-MTF 


Extremely High Abrasion Resistant, High Pressure, Impulse Cycle Life & 


1 & 2-braid, wire Flexibility, Tight Bend Radius, Petroleum Oils, Environmental Fluids 


Nitrile 


Megatuff 





M3KH 


High Temperature, Pressure, Impulse Cycle Life & Flexibility, Tight Bend 


Meee Oral Wie Radius, Petroleum Oils, Environmental Fluids 


Nitrile 


Polychloroprene 





M3KH-MTF 


Extremely High Abrasion Resistant, High Temperature, Pressure, Impulse 
Cycle Life & Flexibility, Tight Bend Radius, Petroleum Oils, Environmental 
Fluids 


1 & 2-braid, wire Nitrile 


Megatuff 





ISO 11237 28C R16 
EN 857 2SC 
SAE 100R16 







M2T® 


High Pressure, Impulse Cycle Life & Flexibility, Tight Bend Radius, 


Petroleum Oils, Environmental Fluids Nitrile 


2-braid, wire 


Nitrile/PVC 





M2T®-XTF 


High Abrasion Resistant, Pressure, Impulse Cycle Life & Flexibility, Tight 


Bend Radius, Petroleum Oils, Environmental Fluids Nitrile 


2-braid, wire 





XtraTuft 





Extremely High Abrasion Resistant, High Pressure, Impulse Cycle Life & 

















MENEAME | 2enkala alte Flexibility, Tight Bend Radius, Petroleum Oils, Environmental Fluids Nitrile Mega Tutt 

Exceeds ISO 1436 
Se corte, ev|CHETOLXTF [2a ve ee irae mt TONGemReds; Inte fo ftatat fz 
857 25C 

2-braid, wire High Pressure, Petroleum Oils & Environmental Fluids Nitrile C Nitrile/PVC C2 
ISO 1436 25N R2 2-braid, wire High Pressure, Low Temperature, Petroleum Oils & Environmental Fluids Nitrile C Polychloroprene A 
SAE 100R2 Type AT —— ; 7m 
EN 853 Type 2SN 2-braid, wire High Pressure, Temperature, Petroleum Oils & Environmental Fluids Nitrile C CSM M 

|2-braid, wire __| Extremely High Heat, High Pressure, Petroleum Oils & Environmental Fluids [CPE [J [CSM 
lJ100 J2AT-MITF 2-braid, wire Industrial Jack Hose Applications Nitrile C Megatuff L 
SAE 100R1 Type AT | G1 1-braid, wire Medium Pressure, Petroleum Oils & Environmental Fluids Nitrile C Nitrile/PVC C2 
EN 853 Type 1SN 
iG on [eam EET ow fe fof 
eco a RFS 1-braid, wire Low Pressure, Powder Fire Suppressant Applications Nitrile C Nitrile C2 


Design 
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Stock 
Standard Industry | Gates Construction fee Tube 
Specification Description (Reinforcement) 
Name 
1 & 2-braid, wire, | Extremely High Heat, Hot Oil Pressure & Return Lines, High Temperature 
® 
Wega Pie textile Rotary Oil/Air, Air Compressor, Petroleum Oils oi 
2-braid, wire, Extremely High Heat, Hot Oil Pressure & Return Lines, High Temperature 
® 
megelee™ textile Rotary Oil/Air, Air Compressor, Petroleum Oils une 
1-braid, wire, Extremely High Heat, Hot Oil Pressure & Return Lines, High Temperature 
SAE J1405 ® = 
SAF J1402/DOT*** Meee ebe wee textile Rotary Oil/Air, Air Compressor, Petroleum Oils, Air Brake are 
SAF100R2**** MegaTech® 500 | 1-braid, wire, Extremely High Heat, Hot Oil Pressure & Return Lines, High Temperature Texiile _ 
textile Rotary Oil/Air, Air Compressor, Petroleum Oils 
1-braid, wire, Extrememly High Heat, Hot Oil Pressure & Return Lines, High Temperature 
® _ 
Mega lee= 00 textile Rotary Oil/Air, Air Compressor, Petroleum Oils, Transmission Oil Cooler Tonle 
; Extremely High Heat, Hot Oil Pressure & Return Lines, High Temperature 
® J _ 
MOSER |ileaele tele Rotary Oil/Air, Air Compressor, Petroleum Oils, Transmission Oil Cooler ene Home 
SAE 100R3 ; ; a 
EN 854 TYPE R3 G3H 2-braid, textile Petrol. Oils, Antifreeze, Water, High Temperature Nitrile Polychloroprene 
Sa eae GTH 1-braid, textile Petrol. Oils, Antifreeze, Water, High Temperature Nitrile Polychloroprene 
EN 854 TYPE R6 7 ane eae ne ee 
ee GTHX 1-spiral, textile Petrol. Oils, Antifreeze, Water, High Temperature Nitrile Polychloroprene | A 
EN 854 TYPE R6 pee aur pee Page ee 
SAE 100R4 G4H 2-spiral aa Return & Suction High Temperature Nitrile C Polychloroprene | A 
helical wire 
SAE 100R4 GMV a oe Return & Suction High Temperature Nitrile C Polychloroprene | A 


SAE 30R2 Type 1 & 
2, B20 Biodiesel 


1-braid, textile 


Return & Suction Low Pressure, Biodiesel up to 125°F 


Nitrile 


Nitrile/PVC C2 





Gates Proprietary 
Design 


3-braid, textile 


Return & Low Pressure 


Nitrile 


Nitrile/PVC 





SAE 30R2, SAE 
30R6, SAE 30R7 
and B20 Biodiesel 


1-braid, textile 


Petrol, Oils, Antifreeze, Water, Air & Biodiesel up to 125°F 


Nitrile 


Textile 





Gates Proprietary 
Design 


1-braid, textile 


Petrol, Oils, Antifreeze, Water & Air 


Nitrile 

















SAE J1402, DOT 2-braid, wire, - 

FMVSS106-74 fevile Petrol & Syn. Fluids, Air Brakes Nitrile 

SAE 100R5, DOT 

FMVSS106-74, 3-braid, T-W-T Petr. Oil, Air Brake, Power Steering *Nitrile 

Type All 

SAE J1402, DOT 

FMVSS106-74, 3-braid, T-W-T Petrol & Syn. Fluids, Air Brakes CPE 

Type All 

SAE J1527, SAE ee. . o2 ae 

J1942, ISO 7840 CoM 1-braid, wire Marine Fuel & Oil Nitrile C Nitrile/PVC C2 
a C5E 3-braid, T-W-T | Air Brake, Power Steering, Lube Nitrile c |Textile _ 
PTFE 

SAE 100R14 C14 ie stainless || gh Temperature, Multi Fluid, Nonconductive PTFE T — {Stainless Steel | — 
SAF 100R14 C14cT ‘braid, stainless | th Temperature, Multi Fluid, Conductive PTFE T — Stainless Steel. | — 


Steel 





Thermoplastic 









































SAE 100R7 TH7 1-braid, polyester | Petroleum & Synthetic Fluids 
SAE 100R7 TH/NC/TH7NCDL_ | 1-braid, polyester | Non-conductive 
SAE 100R7 TH/DL 1-braid, polyester | Petroleum & Synthetic Fluids, Dual Line 
SAE 100R7 1-braid, polyester | Non-conductive, Dual Line 
SAE 100R8 2-braid, Polyester | Petroleum & Synthetic Fluids 
SAE 100R8 2-braid, Polyester | Non-conductive 
SAE 100R18 TH18 Feat SYNCH | petroleum & Synthetic Fluids Polyester — | Urethane uU 
SAE 100R18 TH18NC a synthetic | \on-conductive Polyester — |Urethane U 
Refrigerant 
SAE J51 Type All 
Dimensions/ Type D 
PolarSeal® Nylon barrier, ; es 
PerformanceJ2064, AC134a 2-spiral, Polyester Air Conditioning (R12 and R134a) Polychloroprene P 
Type C, Class Il 
Performance 
SAE J2064 Type C, | PolarSeal® —— Sia Elastomeric/ | _ ; 
Class ACC-PSII Reduced Barrier Construction, Air Conditioning (R12, R13A and R22) Nylon 


* -4 and -5 sizes have a Neoprene tube, ***Megalech1000 sizes -4, 6, -8, -10, ****MegaTech ll, ++ -16 & -20 EFG4K 
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Description Velie 
Range (°F) | -2 -3 -4 5 -6 
G8K -40 +250 
EFG6K -40 +250 
EFG6KL -70 +212 
EFG5K -40 +250 
EFG5SKL -70 +212 
EFG4K -40 +250 
EFG4KL -70 +212 
EFG3K -40 +250 
M-XP -40 +212 
M2T® -40 +212 
CM2TDL -40 +212 
M6K -40 +212 
M5K -40 +212 
M4kK -40 +212 
M4kH -40 +250 
M4kKL -70 +212 
M3K -40 +212 
M3KH -40 +250 
G2 -40 +212 
G2H -40 +275 
G2XH -40 +300 
G2L -70 +212 5,800 4,800 
J2AT -40 +120 10,000 10,000 
G1 -40 +212 3,275 2,600 
G1H -40 +275 2,750 2,250 
G3H -40 +275 1,250 1,125 
GTH -40 +275 400 400 
GTHX -40 +275 400 
G4H -40 +275 
GMV -40 +275 62 56 56 
RLA -40 +212 
RLC -40 +275 150 =| 150 
LOC -40 +250 
LOL -40 +212 
TR500 -40 +250 
MegaTech® || -40 +300 
MegaTech® G5TB- | -40 +300 500 
MegaTech® 3000 | -40 +300 
MegaTech® 1000 | -40 +300 
MegaTech® 500 ‘| -40 +300 500 
MegaTech® 250 -40 +300 
MegaTech® LOC -40 +300 
C5C -40 +212 
C5CXH -40 +302 
C5D -40 +300¢ 1,500 {1,500 {1,500 {1,250 {1,250 | 750 400 
CoM -40 +212 500 500 500 500 500 500 
C5E -40 +300¢ 1,500 |1,500 |1,500 /1,250 |1,250 | 750 400 300 
C14 me 1,500 {1,500 {1,500 |1,000 | 800 800 800 
C14 (Static) -62 +72 3,000 |3,000 {2,500 {2,000 |1,500 /|1,200 | 1,000 
C14CT ie 1,500 | 1,000 
C14CT (Static) 72 2,000 | 2,000 
Thermoplastic 
TH? -65+200 |2,500 {3,000 |2,750 |2,500 {2,250 | 2,000 1,250 | 1,000 
TH7NC -65+200 |2,500 {3,000 {2,750 |2,500 {2,250 | 2,000 1,250 | 1,000 
TH7DL -65 +200 2,750 |2,500 |2,250 |2,000 
TH7NCDL -65 +200 2,150 2,290 | 2,000 
TH8 -65 +200 5,000 | 5,000 4,000 | 3,500 2,200 | 2,000 
TH8NC -65 +200 5,000 4,000 | 3,500 
TH18 -67 +212 3,000 |3,000 {3,000 |3,000 | 3,000 
TH18NC -67 +212 3,000 {3,000 {3,000 |3,000 | 3,000 
Refrigerant 
PolarSeal® AC134a | -22 +257 
PolarSeal® ACC-PSIl | -22 +257 














“™* Dynamic temperatures -65 +400; Static temperatures +73 +450 





e All purpose fleet application service — 40°F to +300°F (-40°C to +149°C), air to +250°F 
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Additional Temperature Limits For 
Gates Hydraulic Hose 


Caution: Water, water/oil emulsions and water/glycol solutions must be kept below the temperatures listed in the 
table below, relative to line pressures. 


MAXIMUM TEMPERATURE LIMITS FOR WATER, 
WATER/OIL EMULSIONS AND WATER/GLYCOL SOLUTIONS 


Hose | -Pressurelines | ReturnLines 


G8K, EFGBK, EFGSK, EFGAK, +200°F +180°F 
EFG3K, G2, G2L, M2T®, (+93°C} (+82°C} 
MBK, M5K, M4K, M3K, RES, 
RLA, CSC, CSE, LOC, LOL 


G2H, G1H, MegaTech® Line, +225°F +180°F 
G2XH, C5D, G3H, GTH, G4H, (+107°C} (+82°C} 
GMV, RLC, TR500, M3KH, 
M4KH 





Caution: The fluid manufacturer's recommended maximum operating temperature for any given fluid must 
not be exceeded. If different than the above listed hose temperatures, the lower limit must take 
precedence. Actual service life at temperatures approaching the recommended limit will depend 
on the particular application and the fluid being used in the hose. Intermittent (up to 10 percent 
of operating time] refers to momentary temperature surges. Detrimental effects increase with 
increased exposure to elevated temperatures. 


Do NOT expose hose to maximum temperature and maximum rated working pressure at the same time. 
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SAE Recommended Practices for 
Hydraulic Hose Assemblies 


A SUMMARY OF SAE J1273 FEB 2009 


SCOPE 


This summary provides guidelines for safety, selection, 
routing, fabrication, installation, replacement, maintenance, 
and storage of hose and hose assemblies. These are the 
recommended practices for hydraulic hose, but are also 
appropriate for many other hose and systems. 


SAFETY 


Safety should be a paramount concern whenever working 
with a hydraulic system. The fluids conveyed are often at 
high temperatures and extremely high pressures which 
present unique dangers. 


Hydraulic fluid injuries are generally very sever and may 
come in several forms. Fluid injections wounds may occur 
any time there is a leak in a hydraulic system. Never check 
for leaks or damage to a hydraulic system by feel, the best 
case scenario with a fluid injection wound is months of 
painful treatment to recover, addition risks include 
amputation and death. Due to the high temperatures any 
time a user is exposed to hydraulic fluids severe burns 

may result, this exposure may be a result of an assembly 
failure or even oil released during maintenance. Additionally 
there is a danger of fire or explosion if a hose fails around 
a hot engine or exhaust manifold, or if a static discharge 
takes place in a fluid spray. 


Unconstrained hose may whip on pressurization or in the 
event of failure and are extremely dangerous. Additionally 
during the release of pressure on the hydraulic system 
improperly secured booms or other cylinder supported 
components may drop suddenly. 


A sometimes less recognized risk is that of electrical shock. 
Any equipment used to work around live electrical lines 
(such as lifts, etc]. Should be equipped with hydraulic hose 
rated as non-conductive. This is because most hydraulic 
hose have wire reinforcement and are inherently conductive. 
Also even when non-conductive hose are used it is important 
to recognize that hydraulic fluids may also act as conductors. 


HOSE SELECTION 


The Gates STAMPED process is the industry accepted standard 
for hose selection, this process involves determining the 
following properties: 


SIZE 


> Internal diameter requirements will affect fluid velocity 
and outside diameter may also sometime be concern 
for routing purposes. When in doubt match existing 
specifications. 


TEMPERATURE 


> The maximum recommended hose temperature should 
never be exceeded, either in the fluid conveyed or on the 
exterior of the hose. Similarly special hose are available 

which will maintain flexibility at very low temperatures, 
always follow manufacturer guidelines. 


APPLICATION 


> Environmental conditions such as ultraviolet light, salt 
water, air pollutants, temperature, ozone, chemicals, 
electricity, abrasion and paint application will all negatively 
impact hose assembly life. 


V 


Static Discharge can become an issue when non-polar 
liquids or mixtures including non-polar liquids are 
conveyed in non-conductive hose. A static charge will 
build and on discharge perforate the hose tube, to avoid 
this use conductive tube products when conveying 
non-polar, or mixtures of non-polar, liquids. 


Vv 


Electrical Conductivity of hydraulic hose or conveyed 
fluids is an issue with equipment used to work around 
electrical lines. If hydraulic equipment is to be used 
around electrical lines, always use hydraulic hose rated 
as non-conductive. 


Vv 


The cleanliness requirements of a final hose assembly 
will be determined by the system it is to be applied too. 
Always follow the equipment manufacturer's recommended 
cleanliness standard. 


Vv 


Be sure to select products which will meet any regulatory 
standards required in the application. Examples of these 
standards would include: SAE, USCG, EN/DIN, ABS, etc. 


Never place hose in a position where they are pulled on. 
Hose are designed to hold pressure and convey fluids, 
exposing them to axial loads will cause premature failure. 


Vv 


Vv 


Any special or unusual applications should always be 
approved by the hose manufacturer, otherwise additional 
independent testing may be required. 


MATERIALS 


> Permeation, or effusion, is the movement of a substance 
through the hose tube walls which may degrade the hose 
tube, cause cover blistering, or other undesired effects, 
and must be considered especially when conveying 
compressed gasses. 


> Be sure to Select a hose which is compatible and 
approved by the manufacturer for the fluid conveyed. 
Concentration, pressure, temperature and other factors 
may impact the compatibility of the hose and fluid. 
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PRESSURE 


> The maximum working pressure of a hose assembly 
is the lowest working pressure of any component of 
the assembly. 


> Hose should be sized with a working pressure equal 
to or above the maximum pressure encountered in a 
system. High frequency electronic transducers will be 
necessary to determine the maximum surge, or impulse, 
pressure in a system. 


> If a hose assembly will be exposed to suction, be sure 
it is rated to hold the maximum suction and pressure in 
that portion of the system. 


> Any time a hose assembly is to be exposed to external 
pressures, which may exceed the internal hose pressures, 
be sure to consult the hose manufacturer for 
recommendations. 


ENDS 


> Always use manufacturer approved couplings for hose 
assemblies. Be sure to select the appropriate end 
termination for a system working pressure and other 
requirements such as vibration resistance. 


DELIVERY 


> Always follow manufacturer recommendations for maximum 
fluid velocity within a hose. Excessive fluid velocity may 
Cause excessive pressure loss, heat generation, hose 
movement or whipping, system noise, and hammer effects. 


HOSE ROUTING 


Proper attention to good hose routing and application 
practices will ensure reliable function of hose assemblies. 
The following is a short list of factors to consider when 
routing hose. 


> Vibration: Consider vibration requirements when selecting 
hose and predicting service life. Clamps, dampers, and 
other mechanisms may be necessary to reduce vibration. 


> Cover protection: Protect the hose cover from abrasion, 
erosion, snagging, and cutting. Special abrasion-resistant 
hose and hose guards are available for additional 
protection. Route the hose to reduce abrasion from hose 
rubbing other hose or objects that may abrade it. 


> External Physical Abuse: Route hose to avoid tensile 
[pulling] loads, side loads, flattening, thread damage, 
kinking, damage to sealing surfaces, abrasion and twisting. 


> Swivel Adapters: Swivel-type fittings or adapters do not 
transfer torque to hose while being tightened. Use these 
as needed to prevent twisting during installation. 


> Live Swivels: If two components in the system are rotating 
in relation to each other, live swivels may be necessary 
These connectors reduce the torque transmitted to the hose. 


SAE Recommended Practices for 
Hydraulic Hose Assemblies - Continued 





> Slings and Clamps: Use slings and clamps to support 
heavy or long hose and to keep it away from moving parts. 
Use clamps that prevent hose movement that will cause 
abrasion. Care shall be taken to prevent the sling clamp 
from abraiding the hose. Avoid over tightening of slings 
or clamps. 


V 


MBR: Routing during assembly and use at less than 
minimum bend radius may reduce hose life. Sharp bending 
at the hose/fitting juncture may result in leaking, hose 
rupturing, or the hose assembly blowing apart. A minimum 
Straight length of 1.5 times the hose’s outside diameter 
shall be allowed between the hose fitting and the point 

at which the bend starts. 


V 


Elbows and Adapters: Use elbows or adapters to relieve 
hose strain due to routing. 


V 


Lengths: Unnecessarily long hose can increase pressure 
drop and affect system performance. When pressurized, 
hose that is too short may pull loose from its fittings, 

or stress the hose fitting connections, causing premature 
metallic or seal failures. 


Vv 


Motion Absorbtion: Provide adequate hose length to 
distribute movement and prevent bends smaller than 
the minimum bend radius. 


V 


Hose Movement and Bending [multi plane bending): 
Hose allows relative motion between system components. 
Analyze this motion when designing hose systems. The 
number of cycles per day may significantly affect hose life. 


Also avoid multiple planes of motion and twisting motion. 


V 


Hose and machine tolerances: Design hose to allow for 
changes in length due to machine motion and tolerances. 


V 


Hose length change due to pressure: Design hose to 
accommodate length changes from changing pressures. 
Do not cross or clamp together high- and low-pressure 
hose. The difference in length changes could wear the 
hose covers. 


HOSE ASSEMBLY FABRICATION 


> Component inspection: Before creating an assembly be 
Sure to inspect all components to be sure they are the 
correct product, cut correctly, and do not have any visually 
identifiable defects. 


> Couplings {compatibility}: Hose fitting components from 
one manufacturer are not usually compatible with fitting 
components supplied by another manufacturer. Never 
mix and match hose and couplings from different 
manufacturers, unless approved by both parties. 


> Hose assembly equipment (crimpers]: Hose and fittings 
from one manufacturer should not generally be assembled 
with the equipment of another manufacturer. 
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> Safety Equipment: During fabrication, use proper safety 
equipment, including eye protection, respiratory protection, 
and adequate ventilation. 


> Reuse of Hose and Fittings: Damaged hose and fittings 
shall not be used. 


- Never reuse: Field-attachable fittings that have blown 
or pulled off hose 


- Never reuse: Any part of hose fittings that were 
permanently crimped or swaged to hose 


— Never reuse: Hose that has been in service 


> Cleanliness: Hose assemblies may be contaminated during 
fabrication. Clean hose to specified cleanliness levels. 


> Temperature: The fabrication of hose assemblies should 
be performed at an ambient temperature over O°C. 


> Assembly inspection: After assembly, hose assemblies 
shall be inspected for visible defects and interior 
obstructions. 


> Marking: Hose assemblies shall be marked in accordance 
with any relevant standards. 


HOSE ASSEMBLY INSTALLATION AND REPLACEMENT 
> Before installation inspect the hose assembly for: 


- Hose length and routing for compliance with original 
design 


- Correct style, size, length, and visible nonconformities 


- Coupling sealing surfaces for burrs, nicks, or other 
damage 


> Handling during installation: Handle hose with care during 
installation. Kinking hose, or bending at less than minimum 
bend radius may reduce hose life. Avoid sharp bending 
at the hose/fitting juncture. Before and during installation, 
hose assemblies should be at a temperature above O°C. 


> Twist angle and orientation: To avoid twisting, which 
shortens hose life, the hose layline can be used as a 
reference. Twisting can also be avoided through the use 
of two wrenches during the installation of swivel connectors. 


Securement and protection: Install necessary restraints and 
protective devices. Determine that such devices do not create 
additional stress or wear points. 


Assembly Torque: Always follow the manufacturer 
recommended coupling installation practices, and torque 
or flats values. Improper installation may result in a leaking 
connection. 


system Checkouts: In hydraulic or other liquid systems, 
eliminate all air entrapment after completing the installation. 
Follow manufacturers instructions to test the system for 
possible malfunctions and leaks. 


MAINTENANCE INSPECTION 


As part of regular equipment maintenance, hose assemblies 
should always be checked for deterioration. 


SAE Recommended Practices for 
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Frequency: Evaluate factors such as the nature and severity 
of the application, past history, and manufacturers’ 
information to establish the frequency of inspections. 


Visual Inspection: Only visually inspect for leaks. NEVER 
attempt to feel a leak, which could cause a fluid injection 
wound. Look for leaks, weeping, hose cracking, deformation, 
hardening or softening, rust, noise, smells, and any other 
defect which indicates a hose assembly may require 
replacement. 


HOSE STORAGE 


Age control: Store hase in a manner that facilitates age 
control and first-in, first-out usage based on manufacturing 
date on hose or hose assembly. Any hose or assembly in 
storage for more than two years should be visually inspected 
and proof pressure tested. 


Storage Conditions will greatly affect hose shelf life, always 
store hose in the manufacturers’ original packaging. 
Avoid high temperatures, ozone, solvents and their vapors, 
corrosive (acid or basic] liquids and fumes, rodents, 
extremes in humidity, ultraviolet light, insects, radiation, 
strong, electro-magnetic fields, molds, and fungi. 


Basic Testing for Usability: Flex the hose to the minimum 
bend radius and compare it with new hose. After flexing, 
examine the cover and tube for cracks. If any appear, no 
matter how small, reject the hose. 


If the hose is wire reinforced, and the hose is unusually stiff, 
or a cracking sound is heard during flexing, check for corrosion 
by cutting away a section of the cover from a sample. 
Corrosion would be another reason for rejection. 


If doubt still persists, contact hose assembler to conduct 
proof-pressure tests or any other tests needed to verify 
hose quality. 


REFERENCES 


All of the material presented here may be explored in more 
detail by obtaining the original standards from the appropriate 
regulatory agency. 


SOCIETY OF AUTOMOTIVE ENGINEERS (SAE) 


SAE J343 Test and Test Procedures for SAE 1OOR Series 
Hydraulic Hose and Hose Assemblies 

SAE J514 Hydraulic Tube Fittings 

SAE J517 Hydraulic Hose 


INTERNATIONAL STANDARDS ORGANIZATION (ISO) 


ISO 3457 Earth moving machinery—Guards and shields— 
Definitions and specifications 

ISO 2230 Rubber products—Guidelines for storage 

ISO 8331 Rubber and plastics hose and hose assemblies— 
Guide to selection, storage, use and maintenance 
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For Brake Hose 


DOT FMVSS 106-74 


Motor Vehicle Safety Standard 





MOTOR VEHICLE SAFETY STANDARD FOR BRAKE HOSE 


Gates has received an increasing number of inquiries about the Department of Transportation (DOT) regulation FMVSS-106 


regarding air brake hose. The requirements of the standard were issued by the National Highway Traffic Safety Administration 
and are published in the Federal Register, 49 Code of Federal Regulations, Part 571 MVSS 106 Brake Hose. 
NOTE: Anyone making brake assemblies must be registered with the Department of Transportation. 


WHAT IS FMVSS-106? 


The standard is written with specifics on labeling, 
performance tests, tests procedures, and registration. It is 
not a standard for design specifications for motor vehicle 
brake hose, brake hose assemblies, or brake hose end 
fittings. The Standard No. 106 will ensure that each user 
of brake hose will be supplied only the highest quality of 
hose. DOT will conduct random performance testing in 
accordance with the test procedures to ensure that the 
hose, couplings, and assemblies meet FMVSS 106. 


“The purpose of the standard is to reduce deaths and injuries 
occurring as a result of brake system failure from pressure 
or vacuum loss due to hose or hose assembly rupture.” 
The regulations will apply to all over-the-road vehicles 
including trailers and motorcycles. Off-the-road vehicles 
will not be regulated if they are designed to operate on 
those other than public roads. 


BASIC PROVISIONS OF FMVSS-106. 


1. Three types of brake hose are covered (hydraulic, air, 
and vacuum brake] together with couplings and hose 
assemblies. At this point, we will only focus on air brake 
hose and assemblies. 

2. Performance level for brake hose is established 
instead of design specifications. 

3. Permanent as well as reusable fittings are permissible 
with air brake hose. Inside and outside diameters 
standards for air brake hose intended for use with field 
attachable couplings have been established. These hose 
are identified as Type | and Type ll. 


FROSTED AIR BRAKE HOSE LABELS 
Product Number: 7484-0023 
Part Number: 78214 


To assist you in complying with the NHTSA requirement for identifying brake 


hose assemblies, Gates now offers mylar hose labels. 


> Self-adhesive 

> 1” wide by 3-3/4" long, with a 
1-1/2” by 1” white area on one end 
for printed information 

> Format suitable for typewriters, 
computer printers or hand writing 

> Accepts 9-10 typed characters per 
row, 4orS onarow 

> Wrap-around label resists 
damage from elements 


label. 
printed end first. 


tail of label. 


LABEL APPLICATION PROCEDURE: 
1. Print appropriate information on 


c. Wrap tag around hose assembly, 


3. Cover printed end with clear mylar 


Comes in 500 labels per pack. 


GATES CUSTOMER/ASSEMBLER WITH REGARD 
TO FMVSS-106. 


1. Test (dimensional and pressure) each assembly or 
per customer's requirements before it is packaged 
and delivered to the customer. 

2. Two of every 100 air brake hose assemblies produced 
Or per customer's requirements are subjected to 
hydrostatic pressure testing and tensile strength 
[destructive] testing. 


LABELING OF AIR BRAKE HOSE. 


Any customer crimping air brake assemblies must be 
registered with the National Traffic Safety Administration 
[NHTSA]. 


THE NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION (NHTSA) REQUIRES: 


1. Product DOT CERTIFICATION. (Gates Corporation 
responsibility. The Gates logo is our DOT registration. } 

2. Registration of the assembler. (Customer/Distributor 
responsibility. ]* 

3. Permanent assembly identification. [Customer/ 
Distributor responsibility.) Refer to Gates frosted 
air brake hose labels below. 


* To begin the registration process, please complete the 
BRAKE HOSE REGISTRATION application form on the 
following page. You can mail or fax the completed form 
to the address and number listed on the form. 
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HOSE 


Brake Hose Assembler/Manufacturer's Plant Information HOSE/CPLG. 


SELECTION 


Plant Contact Name: G8K COUPLINGS 


pane Fits Position GLOBALSPIRAL 
Plant Name: COUPLINGS 


PCM/PCS 
Business Address: FERRULES 


Street, Suite No., P.O. Box No. MEGACRIMP 


COUPLINGS 


City State/Province Country Dectnl fda : i aa ESS 


Plant Contact Info.: POWER CRIMP 
COUPLINGS 


Telephone Facsimile E-mail 


LOC, GLAND GLP 
COUPLINGS 


Brake Hose Assembler/Manufacturer's Designation Symbol Information 
(The symbol you will use on your brake hose) 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


Brake Hose Assembler/Manufacturer's U.S. Resident as Agent 
as identified in the separate 49 CFR Part 551 submission 
(Complete agent information only if this application is for a foreign manufacturer) 


C14 COUPLINGS 








PCTS 
THERMOPLASTIC 
Aeedit Nonna COUPLINGS 
ast 7 FIELD 
ATTACHABLE G1 
Business Address: & G2 COUPLINGS 
Street, Suite No., P.O. Box No. City State Zip Code FIELD 
ATTACHABLE C5 
Agent Contact Info.: & CoE 
laa aaa COUPLINGS 
Telephone E-mail 
arr SURELOK AIR 
Application Completed By BRAKE 
COUPLINGS 
a ADAPTERS 
Last First Date E-mail 
Instructions For Application Submission QUICK 
= DISCONNECT 
This suggested form will assist a manufacturer to comply with applying for Brake Mail, Fax or E-mail the completed form to: COUPLERS 
Hose Manufacturer's Identification. Please complete the form by typing or Attention: Vehicle Equipment and Component Coordinator 
clearly printing. Each manufacturer who has submitted this information must National Highway Traffic Safety Administration 
. agg . . . 1200 New Jersey Avenue, SE LIVE SWIVEL 
keep its entry current, accurate, and complete by submitting revised information ge 
oe : West Building, Room W45-207 
not later than 30 days after the relevant changes in its business occur. Washington, DC 20590 


Fax: 202-366-3081 BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Manufacturer and Product Identification 


(Suggested form to comply with 49 CFR Part 566) 


Manufacturer’s Information — Submission Type: Mf Initial Mf Revision 


Full Name of Company: 
All Company DBA’s: 
Company Principal Officer: 
First Position 
Company Address: 
Street, Suite, No., P.O. Box No. 
City State/Province Country ~ Postal Code 
Company Contact Info.: 
Telephone Facsimile Website 
Submitted by Company Official: 
Printed Name 


Company Position Signature 


Your Company Manufactures What Regulated Equipment Items? (Check all that apply) 


(Regulated equipment items are only the 13 equipment listed below that are subject to a Federal motor vehicle safety standard) 


[| Tires LJ Rims (J Brake hoses 
L_] Glazing [1 Child Restraint Systems 


L_] Seat belts 
L_] Rear Impact Guards 


L_] Brake fluid 
L_] Platform Lifts 


L_] Motorcycle Helmets 
L_] CNG Containers 


L_] Lamps, Reflectors, and Assoc. Equip. 
LJ Triangular Warning Devices 


Your Company Manufactures What Types of Vehicles? (Check all that apply) 
(Please identify the approximate GVWR (in pounds) in the space provided below) 


L_] Passenger Cars L_] Multipurpose Vehicles L_] Trucks L_] Low-Speed Vehicles 


L_] Incomplete vehicles - means an assemblage consisting, at a minimum, of chassis (including the frame) structure, power train, steering system, 


suspension system, and braking system, in the state that those systems are to be part of the completed vehicle, but requires further manufacturing 
operations to become a completed vehicle. Also means an incomplete trailer. GVWR 


What Type of Vehicle Manufacturer or Alterer is Your Company? (Check all that apply) 
Note: If you are a completed vehicle or incompleted vehicle manufacturer, you must also submit VIN deciphering info under 49 CRF Part 565 


L_] Completed Vehicle Manufacturer - a manufacturer of vehicles that require no further manufacturing operations to perform their intended function 
L_] Incomplete Vehicle Manufacturer - a manufacturer of incomplete vehicles, as defined above 


L_] Intermediate Manufacturer - a manufacturer (other than the incomplete vehicle manufacturer or the final-stage manufacturer) who performs 
manufacturing operations on a vehicle manufactured in two or more stages 


LJ Final-Stage Manufacturer - a manufacturer who performs such manufacturing operations on an incomplete vehicle that it becomes a completed vehicle 


L_] Alterer - a person who alters by addition, substitution, or removal of components (other than readily attachable components), a certified vehicle 
before the first purchase of the vehicle other than for resale 


Instructions for Completing, Revising, and Submitting Your Information 


49 CFR Part 566 requires that a manufacturer of motor vehicles and regulated motor 
vehicles equipment items submit to NHTSA not later than 30 days after manufacturing 
begins, information about the company and the products it manufactures. This suggested 
form will assist a manufacturer to comply with Part 566. Please complete the form by 
typing or clearly printing. Each manufacturer who has submitted this information must 
keep its entry current, accurate, and complete by submitting revises information not later 
than 30 days after the relevant changes in its business occur. 


Mail the completed form to: 

Attention: VIN Coordinator 

National Highway Traffic Safety Administration 
1200 New Jersey Avenue, SE 

West Building, Room W45-205 

Washington, DC 20590 

Fax: 202-366-3081 
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How to Make Hose Assemblies 
of Specific Lengths 





Overall Assembly Length - C1 - C2 = Hose Cut Length 


The “C” length for each coupling is listed in the catalog, as shown below. 


Hose Assembly Overall Length 
C1 eg Cut Hose Length i C2 
i} 





For the Gates Assembly 6M3K-8FJX-8MR-12.5 > 
12.5° - 1.38" - 1.42" = 9.7" (Cut Hose Length] 





To meet SAE quality requirements: the final assembly must meet the 

. , , Assembly OAL [in] Tolerance [in] 
dimensional requirements shown in the table on the right; the hose 

‘ ‘ ‘ oP ‘ . <s a 

cut must be within 5° of perpendicular, on 1” hose this is less than a 
3/32”; and coupling orientation must be within 2° of specification, Ie<L<18 +0.1875 
orientation which is off as little as one percent can half the life of a 18<L<36 
hose assembly 


Best practice to achieve these requirements is to begin by dry fitting “to the nearest 0.125 inches 

all components of the assembly, then measure from one end of a Assembly length tolerance [SAE J517] 
coupling to the opposite end of the cut hose, crimp the coupling and 

measure the change in length. This will give a good estimate of change in hose length due to the crimping 
process, and allow for compensation. The use of witness marks to verify orientation and coupling insertion 
depth is also encouraged. 


When measuring a hose assembly, the point at which the ends of the assembly are measured will depend on 
the style and construction of the couplings. A Summary of measurement points is shown below. More detailed 
information is available in the tech note “Overall Length of Hose Assemblies.” 


so Pon 


Coupling termination measurement points, from left to right: D) flange, E) straight male, F} US spec (SAE, JIC, 
NPSM}], G International spec (DIN, BSP, GAZ]., H FFOR and | bent (elbow) couplings 
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How to Describe Gates Hydraulic 
Hose Assemblies 















When you order hydraulic assemblies, be sure the following information is included as shown in the 
illustrations below: 


1. Quantity of assemblies required. 
2. Hose catalog description (dash size and type]. 
3. First coupling dash size and end style. 
4. Second coupling dash size and end style. 
5. Offset angle or orientation of couplings must be specified if both couplings contain bent tube ends. 
6. Assembly overall length. 
Example: 


Assembly Overall Length 


50 Assemblies | — 


Hose Description (See Selection Guide) Coupling End Style 


Hose Dash Size Coupling End Dash Size 


L 
(50 Assembled - [T2EFGAK 205 |-[36 


Measure from centerline of flanged head to centerline of flanged 





{~T_\ 
lea head for engin of assembly. 
Offset angle is measured with far coupling vertically downward. 
Orientation angle is measured clockwise. 
CAUTION: 


Rated working pressure of the application should always determine selection of hose. Used up to the 
recommended rated working pressure, the hose will provide normal service life before replacement 
is required. 


When new, the hose described in this catalog will meet or exceed the minimum burst pressure |isted in 

the hose specification tables. However—as with any hose in the industry—after the hose has been impulsed 
for a length of time, minimum burst pressure will decrease from the figure shown in the specification 
tables. 


Temperature ranges specified for specific hose refer to recommended temperature limits of fluids being 
conveyed or ambient temperatures. Exceeding these limits will cause degradation of material compounds 
and reduce hose service life. 
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Coupling A Information 
























































































































































Male Female 
Angle____° Drop:| |S |_|JM |_JL | XL 
or Drop Length_____ [mm] 
Thread 
JIC (37° Flare) =e 
te ees 
O-RingBoss _ 
Flat-Face O-Ring _ 
[ORFS] 
Code6l  — 
Code6e 
BOPP 
DIN (Light/Heavy) 
Other 
Overall 
Length In. mm 
Coupling 
Orientation: 7 


225° 





Measure from centerline of flanged 
head to centerline of flanged head 
for length of assembly. 


Offset angle is measured with 
far coupling vertically downward. 


Orientation angle is measured 
clockwise. 


How to Describe Gates Hydraulic 
Hose Assemblies 
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Hose Type Coupling B Information 
Gates. ID. Male Female 
or 
SAE100R. Angle ____° Drop:| |S | JM [JL | |XL 
Dash Size: or Drop Length_____ [mm] 
2 3 4 oO 6 Thread 
8 10 12| | 16 20 JIC(37° Flare) 
24 Je 40 48 96 
NPTFO 
64 
Temperature. ° O-RingBoss 
Working Pressure (psi): Flat-Face O-Ring 
100 101-250 [ORFS] 
230-499 900-1000 
1001-2999 3000-3999 eS 
4000-5999 6000 
Code62 _ 
Application 
BSPPO 
Return Line Pressure Line 
Intake Line [_] High Pressure Line DIN (Light/Heavy} 
Special Fluid Other ee 
HOSE GUARDS 
Full Partial From End of 
Length Length Coupling 


LifeGuard® Sleeve 





Wire Spring 


dL 


Flat Armor Spring 





rrr 


Nylon Sleeve 





Plastic Coil Sleeve 
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Hose Assembly Routing Tips 





HOSE 
















GLoBALSPinaL| |f hose assemblies are too short to permit adequate 
COUPLINGS] flexing and changes in length due to expansion or 


contraction, hose service life will be reduced. When radius is below the required minimum, use an angle 
PCM /PCS adapter to avoid sharp bends. 
FERRULES| ~The following diagrams show proper hose installations 


which provide maximum performance and cost 
MEGACRIMP . as 
COUPLINGS| Savings. Consider these examples in determining 
length of a specific assembly. 


"Measaaakem Proper hose installation is essential for satisfactory 
ses performance. If hose length is excessive, the 
appearance of the installation will be unsatisfactory 
G8K COUPLINGS 
and unnecessary cost of equipment will be involved. wena RIGHT 


STAINLESS 


STEEL 
WRONG 


POWER CRIMP 
COUPLINGS 





meee Use proper angle adapters to avoid tight bend in hose. 


LOC, GLAND GLP 
COUPLINGS 


RIGHT 
POLARSEAL 
COUPLINGS} When hose installation is straight, allow enough slack in hose 


line to provide for length changes which will occur when 


POLARSEAL||| Pressure is applied. 
COUPLINGS 


4 
I 
te 
J 





C14 COUPLINGS 





oocsseset 
' 
1 
‘ 
I 
se 





Prevent twisting and distortion by bending hose in same plane 
as the motion of the port to which hose is connected. 






Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 


& G2 COUPLINGS Adequate hose length is necessary to distribute movement on 


flexing applications and to avoid abrasion. 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 
WEGNS RIGHT 
SURELOK AIR bY 
BRAKE e . Route hose directly by using 45° and/or 90° adapter and 


Sune fittings. Avoid excessive hose length to improve appearance. 


ADAPTERS 








UICK| Avoid twisting of hose lines bent in two planes by clamping Rena are ™a 


DISCONNECT] hose at change of plane. 





COUPLERS 
HIGH PRESSURE 
LIVE SWIVEL 
BALL VALVES 
WRONG RIGHT 
ACCESSORIES - . . Note: To allow for length changes when hose is pressurized, do 
Reduce number of pipe thread joints by using hydraulic adapters not clamp at bends so that curves will absorb changes. Do not 
instead of pipe fittings. clamp high and low pressure lines together. 


EQUIPMENT AND 
PARTS 
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Hose Assembly Routing Tips - Continued 





HOSE 


HOSE/CPLG. 
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WRONG G8K COUPLINGS 


alee GLOBALSPIRAL 
COUPLINGS 





PCM /PCS 
Elbows and adapters should be used to relieve strain on the assembly, FERRULES 


and to provide neater installations which will be more accessible for 


inspection and maintenance. MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 

WRONG RIGHT WRONG RIGHT 
POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 


High ambient temperatures shorten hose life, so make sure 
hose is kept away from hot parts. If this is not possible, 
insulate hose. 








To avoid hose collapse and flow restriction, Keep hose bend | COUPLINGS 
radius as large as possible. Refer to hose specification Run hose in the installation so that it avoids rubbing and abrasion. 
tables for minimum bend radius. Often, clamps are required to support long hose runs or to keep POLARSEAL 
hose away from moving parts. Use clamps of the correct size. A COUPLINGS 
clamp too large allows hose to move inside the clamp and causes 
sokaniot POLARSEAL I 
COUPLINGS 
Hydraulic Flareless Assembly Procedure 
WRONG C14 COUPLINGS 
(per SAE J514 6.1.3 and 6.1.4) 
1. Bottom the tube in the coupling, and tighten the nut until the ferrule just 
grips the tube. With a little experience, the technician can determine THERMOPLASTIC 
; ; a COUPLINGS 
this point by feel. If the couplings are bench assembled, the gripping 
When installing hose, make sure it is not twisted. Pressure action can be determined by rotating the tube by hand as the nut 
applied to a twisted hose can result in hose failure or is drawn down. When the tube can no longer be turned by hand, the FIELD 
loosening of connections. ferrule has started to grip the tube. Oe aiine 
2. After the ferrule grips the tube, tighten the nut one full turn. This may 
vary slightly with different tubing materials, but for general practice, FIELD 
it is a good rule for the technician to follow. ee C5 
COUPLINGS 
GATES FIELD ATTACHABLE COUPLING INSTALLATION SURELOK AIR 
BRAKE 
COUPLINGS 
1. Cut the hose end square with fine-tooth the ferrule and stem are easily placed o. With the hose g§ 
hacksaw or cut-off saw, the cut must be onto the hose, without removing tube and ferrule 
within 5° of perpendicular. or cover material. secured, thread ADAPTERS 
2. Ata minimum be sure to blow out the 4. Secure the the stem into 
hose to remove any rubber or metal dust, ferrule in a vise the hose and SCONES 
if higher levels of cleanliness are required or adjustable socket in 2 COUPLERS 
utilize the MegaClean system or see the wrench, then clockwise 
“Hose Assembly Cleanliness” tech note. using acounter | motion until 


seaciouiee ; es the stem hex contacts the ferrule. For LIVE SWIVEL 
a. Be Sule: 1) saattuie shcaae ae: OF production environments, a Gates field 
thoroughly ail the eee into . attachable coupling machine will speed BALL VALVES 
up this installation. 


the stem and 





fheineite ur the socket until it bottoms out on the 
rhe fidse. Thi inside shoulder of the socket. Once fully 6. Finally clean the assembly to ensure ACCESSORIES 
ie EctCslto inserted, using a clockwise motion, turn that the desired cleanliness levels are 
the hose back one half turn. achieved. Follow the same procedure as 
ensure that P EQUIPMENT AND 


in step eC PARTS 
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1. Determine LifeGuard sleeve length using 
the following guidelines: 


Sleeve length should exceed the length of 
free hose (distance between clamps that 
hold sleeve on) by the following amount: 


LifeGuard Sleeve Length = Free Hose 
Length (in) x 1.05 


All the decimals are rounded up to a full inch 


For example: 11 3/4” free hose length x 1.05 
= 12.34” ~ 13” LifeGuard sleeve length 


Note: A minimum of 34” of sleeve must 
extend beyond the clamps to properly clamp 
the sleeve. Sleeve cannot extend over the 
hex part of the fitting. 


2. A hot knife is recommended to cut the 
sleeve as it will seal the ends as it cuts and 
keep the sleeving from unraveling. Gates 
also sells a guide table which keeps the 
sleeving in the correct, slightly open position 
to help simplify this process. Failure to use 
the guide table with the hot knife could 
result in both edges of the sleeve being 
melted together, which in turn makes hose 
insertion impossible. 


If a hot knife is not available, cut sleeve 
with sharp scissors, and seal the edges 
of the sleeve to prevent unraveling and to 
strengthen it. Use flame torch to seal the 
inside white lining to the black outer sheath. 
Make sure sleeve end is spread apart before 
sealing ends with flame. 


3. Before inserting the stems and crimping, 
verify whether the LifeGuard sleeve and collars 
can be installed after the couplings are crimped 
or must be installed prior to crimping the 
couplings. 


a. If the collars will fit over at least one of 
the couplings and also clear the backup 
hex nut, then the sleeve and collars can be 
assembled after the hose assembly is 
completely crimped. 


b. If the collars will not freely clear the 
termination and backup hex of at least one 
of the stems, then the sleeve and collars 
must be slid over the hose before crimping. 
In certain cases it may be desirable to do 
this anyway, even if the collars will fit. (An 
example would be when an assembly that 
uses long drop 90° couplings at both ends.]} 


Installation of LifeGuard® 
Line-of-Si 





ht Sleevinc 


4. The LifeGuard line-of-sight sleeve 
consists of two sleeves woven one inside 
the other. When inserting the hose, it is 
critical that the hose is positioned inside 
the white inner sleeve. Be careful not to 
snag the inside lining of the sleeve while 
inserting hose. If hose does not glide in 
easily, use hose insertion tool. 


Hage Black outer sleeve 





\\White inner sleeve 


5. The aluminum collars must be free of 
burrs, sharp edges, gash marks and surface 
cracks/indentations. Embossing of these 
collars is permissible. The crimp O.D. for the 
aluminum collars depends on the hose type 
and ferrule used. Look up the proper crimp 
0.0. in eCrimp (http://www.gates.com/ 
ecrimp]. The collars are listed numerically 
by product number. Match the collar product 
number to the hose type and ferrule product 
number being used. The collar crimp O.D. is 
listed in the table, directly to the right of the 
ferrule product number for each combination. 


ee 





Eciges of the deeving 
pes a _ Measure crimp 
t 
= “ OD between 
these powrr's 


Note: Use PC 707 LifeGuard die plate when 
making assemblies. 


Note: The crimp O.D. tolerance for all aluminum 
collars used to hold LifeGuard line-of-sight 
nylon sleeving on hose assemblies is +.005”. 


WARNING: Extra care must be taken when 
aligning the back-up hex of the coupling 
with the crimp dies during crimping of the 
LifeGuard assembly. Improperly positioned 
back-up hex can damage the die face. 
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6. Install proper die sets by first position- 
ing the die plate in such manner as to let 
the notches rest against the back locator 
pins on the PC70O7 crimper. Then install the 
recommended die set taking extra care that 
the two die pins fit inside the two holes in 
the die plate. 


7. Dial in crimp setting and crimp sleeve 
onto one end of the hose assembly. 


8. To take the slack out of the sleeve, roll or 
twist the hose. This will take-up the excess 
in the sleeve, and help with crimping the 
other end of the assembly. 


9. Pull back any remaining excess of the 
Sleeve. Hold it in place and crimp the other 
end of the assembly. 


10. LifeGuard crimp collars require special- 
ized dies for their installation, since the final 
form of the collar is very different from a 
standard crimp. When crimping LifeGuard 
with the GC32-TSi crimper, use eCrimp to 
determine the appropriate die and setting 
based on the hose and coupling to which 

it is to be attached. Once the die has been 
selected, care must be taken to ensure the 
die fingers are installed correctly. When 
using the LifeGuard die set, the fingers are 
properly aligned when the colored stripe 
forms a straight line across the die. 





CG32-TSi 


11. Your LifeGuard assembly is now ready 
to go. 





Coupling Selection 





HOSE 


END CONFIGURATION SELECTION Gates also offers eCrimp™, an online crimp database HOSE/CPLG. 
It is important to keep in mind that the that can be accessed at www.gates.com/ecrimp. Se 


hose assembly (coupling and hose} is 
only one component of the system. In 


EP Gates Corporation G8K COUPLINGS 
rs, ’ ° toa 





choosing the correct end terminations Se ee na penis (naeprene (Rese Sacre, 5 SR GLOBALSPIRAL 
for the couplings attached to the hose, == The E-Crimp Dstebese . : | nn 
pene hela sesneeiee Screamin Se PCM /PCS 
engineering judgement should be used. a eee abet netoee FERRULES 
In the absence of formal design toot oe ee 
standards, consider the following factors = sat chanics Pouce 
in choosing the proper end termination: SI acs ui album te eine Occ 

> Pressure a | Serre ety eee ener eee STAINLESS 

a)" ater eg tee STEEL 


> Impulse frequency, 


(a 


Crimping instructions for the GL coupling on the Mob@eCrimp” 4.20 


amplitude and wave form POWER CRIMP 
. . COUPLINGS 
> Vibration 
> Corrosion LOC, GLAND GLP 


a . COUPLINGS 
> Dissimilar metals (galvanic 


corrosion) POLARSEAL 


COUPLINGS 





> Maintenance procedures 


and frequency 
POLARSEAL II 


> Installation reliability - | COUPLINGS 
After determining the proper coupling components, refer to 


the Table of Contents in this catalog to find the proper coupling C14 COUPLINGS 
section. The ferrules are at the end of each coupling section. 





> Connection’s risk in the system 
> Exposure to the elements 


> Operator's and/or bystander's PCTS 
Stem Selection THERMOPLASTIC 
exposure to the connection COUPLINGS 
> Installation, operation and Different hose may require different coupling styles. 
service activities and practices To make your selection, determine the correct stem to be Se ate s 
that affect safety used. There are two functional ends of the stem to consider: & G2 COUPLINGS 
lf there are any questions as to what end 1. the hose end for hose attachment, 6 
fittings should be used, Gates recommends ~ 2. the thread end for port attachment. ATTACHABLE C5 


C5E 


that you consult your field sales COUPLINGS 


representative or the Gates Hose and 
Connector Product Application Group 
for assistance. 


SURELOK AIR 
BRAKE 
COUPLINGS 


Stem and Ferrule Selection 
ADAPTERS 


Choosing the proper stem and ferrule 
termination to be used in the assembly. 
Check the Gates Crimp Data Manual 
to ensure proper hose assembly 
components and crimp specifications. 





QUICK 
DISCONNECT 
COUPLERS 


References to the coupling type(s] recommended for a specific 
hose are listed on the individual hose data pages; for example, 
EFGSK hose specifies GS couplings. 


LIVE SWIVEL 


The thread end of a coupling (or adapter) can be identified by BALL VALVES 
comparing the coupling being replaced or by measuring the 
port or thread end to which it is to be attached. ACCESSORIES 


See thread end identification nomenclature. 
EQUIPMENT AND 
PARTS 
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Coupling Selection - Continued 





HOSE 


eee COUPLING AND ADAPTER END STYLE NOMENCLATURE 
Gates couplings feature a meaningful description by 
combining end-style codes shown below that make 
thread end identification fast and easy. Always refer 1L2 5 S ox 1L2 F J xX C 0 L 
COUPLINGS| to Gates Crimp Data Manual when selecting hose 
and coupling combinations. ; } ye yo | ' \ 
PCM/P 
FERRULES 


Hose stem stem Female JIC Swivel Degree Drop 
In the following example, the Gates description Dash Type size of Bend Length 


eeacniE 126S-12FJX9OL identifies a GlobalSpiral™ Female et Spiral ee ee 
CouPLINGS| JIC Swivel 90° Bend Long Drop coupling for -12 
(3/4"] hose size and -12 (3/4") stem size. 
STEEL 
Code Description Code Description 
A Adapterless LH Long Hex 
COUPLINGS AB Air Brake LN Lock Nut 
API M 


API Unions Male 


LOC, GL AND GLP B Brass MB Male Boss 
COUPLINGS BBDS British Bonded Seal MBAX Male Boss Adapterless Swivel 


BJ Banjo MBDS Metric Bonded Seal 
SINE BKHD Bulkhead MFA Male Flareless Assembly (Ermeto] 
BL Block MFG Male French GAZ 
BS Bite Sleeve MKB Metric Kobelco 
OUP BSPP British Standard Pipe Parallel MM Metric Male 
BSPT British Standard Pipe Tapered MN Metric Nut 
C Caterpillar Flang MPG Male Special Grease Fitting 
CC Clamping Collar MPLN Male Pipe Long Nose 


PCTS DH DIN Heavy MLSP Metric Light Stand Pipe 
THERMOPLASTIC DL DIN Light MSP Metric Stand Pipe 
nee F Female NASP North American Stand Pipe 
FABX Female Air Brake Swivel OR O-Ring 
eppneunn ees FBFFOR ‘Female British Flat-Face O-Ring p Pipe Thread (NPTF or NPSM] 
& G2 COUPLINGS FBO Female Braze-on Stem PL Press Lok® 
FF Flat-Face PT. Port 
FIELD FFGX Female French GAZ Swivel PWX Pressure Washer Swivel 
ATTACHABLE C5 [Female Kobelco} QLD Quick-Lok® Direct 
E : 
BGI NGG FFN Female Flareless Nut QHD Quick-Lok® High 
FOR Flat-Face O-Ring R Field Attachable 
FF F le Flarel | 0 
since 5 emale Flareless Sleeve S SAE (45° Flare] 
BRAKE FG Female Grease Thread Sp Special 
COUPLINGS FKX Female Komatsu Style Swivel ss Si ainleee Geadl 
FL Code 61 O-Ring Flange TS Tube Sleeve 
ADAPTERS FLC Caterpillar Style O-Ring Flange TSN Tube Sleeve Nut 
FLH Code 62 O-Ring Flange Heavy X Swivel 
QUICK FLOS Flange O-Ring Special 
DISCONNECT = : aoa Z Parker Triple Thread 
COUPLERS SINE Be 22 22-1/2° Bent Tube Angle 
HLE Hose Length Extender 30 30° Bent Tube Angle 
LIVE SWIVEL HLEC Hose Length Extender (Caterpillar) 4S 45° Bent Tube Angle 
HM Hase Mender 60 60° Bent Tube Angle 
BALL VALVES a ee 67 67-1/2° Bent Tube Angle 
| ieee 90 90° Bent Tube Angle 
J JIC (37° Flare 110 110° Bent Tube Angle 
aaa JS Japanese Industrial Standard 135 135° Bent Tube Angle 
K Komatsu Style (Japanese 30° Seat] 


EQUIPMENT AND 
PARTS 
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Coupling Selection - Continued 


THREAD END DASH SIZES, DESCRIPTIONS AND DIMENSIONS 


Coupling Dash Size and End Style 
Coupling dash size is a shorthand method of denoting 


the size of a particular end fitting [see Thread Chart}. 


EXAMPLE: 12MP denotes a 3/4” male pipe thread 
end fitting. The corresponding thread 
description for a 3/4” pipe thread is 3/4 
-14 NPTF solid male. 


EXAMPLE: 12FJX denotes a 3/4” female JIC swivel 
(37° seat] end fitting. The corresponding 
thread description for a 3/4” JIC thread is 
1-1/16 - 12 JIC 37° flare swivel female. 


EXAMPLE: 1eFL denotes a 3/4” SAE standard 
pressure (Code 61) flange fitting. This is 
the standard fitting description for a 3/4” 
SAE standard pressure flange. 


Termination Drop Lengths 


Bent tube couplings carry a suffix designation that 
specifies the degree of bend and the length of 
the drop. 


For example, a 12FJX90S is a female JIC swivel 

with a 90 degree bend. The “S” designates an SAE 
J516 short drop length. The short and long drops 
are specified in SAE J516. Flat-face and metric cou- 


plings meet ISQ-12151-1 drop length specifications. 


Medium drops are not specified and can vary from 
manufacturer to manufacturer. 

S - Short Drop 

M - Medium Drop 

L - Long Drop 

XL - Extra Long Drop 


Special, non-industry standard drop lengths are 
designated with a numerical suffix instead of the 
Ss, M, L code. For example, a L2FJX90-075 
designates a 75mm Crop. 





SAE J516 Drop Length Specifications 
JIC 37°, Code 61, Code 62 





ISO Drop Length Specifications 
ISO 12151-S JIC and ISO 12151-3 Code 61 & Code 62 


Hose Size San 
[mm] 
-4 ol 


Medium Drop 
[mm] 


Long Drop 
[mm] 


de 46 
78 
76 


p68 
J eT 
-24 69 


Thread End Catalog Descriptions 


Gates coupling ends shown on the following pages 
are accepted as industry standards. See detailed 
catalog listings for availability of specific hose/coupling 
combinations, detailed descriptions, thread end 
configurations such as swivels, bent tubes and 
Special ends. 
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When identifying hydraulic couplings, it is important to identify the type of seal made. There are three major 
types of coupling interfaces used in hydraulics today: Thread Interface, O-Rings and Mated Angle or Mechanical 
Joint. These three interfaces have developed differently in different parts of the world. In the following pages, 
country of origin and the coupling styles found in each country are identified. Brief descriptions and 
dimensional data help identify your particular coupling style. 


Identifying couplings is as easy as 1-2-3! 
1. Determine Seal Type. 


> Thread Interference 

> O-Ring 

> Mated Angle or Mechanical Joint 
> Mated Angle with O-Ring 


Thread Interference. A characteristic of this thread is that the male is thinner at the front than it is at the back. 
As the male is threaded into the female, the edges of the thread distort by flattening out. This distortion creates the seal. 


O-Ring. The O-ring on the male being compressed against the corresponding female makes this seal. This type 
of seal is excellent for high-pressure applications. The threads pull the fitting against the port, trap the O-ring 
and flatten it to form a tight seal. 


Mated Angle or Mechanical Joint. Different angles are used to create the seal. The seal takes place where the two 
angles meet and are wedged into one another. These can be cut with the angle either being inverted or standard. 
Standard seat couplings have the nose angle of the male on the outer surface of the coupling. Inverted seat couplings 
contain the nose angle of the male on the inside bore of the coupling. 


Mated Angle with O-Ring. These couplings are a hybrid, which use both the mated angle and the O-ring to make 
the seal. 


2. Visual Identification. 


Thread Interference. These are the easiest because the only factor here is whether the termination is male or 
female. Couplings that use this seal are: 











TAPERED THREAD . 
National Pipe Tapered British Standard Pipe Tapered 
55° 
eo? Thread OD \ / 
Axe SON 
cee + a 
Thread yest Thread I.D. 
| Nes ee 
NPTF NPTF or NPSF PSs 
Solid Male (MP) Solid Female (FP) BSPT Male (MBSPT) BSPT Female 
O-Ring. Two determinations are needed: 
A. O-Ring Location - Flange Groove, Outside, or on the Nose Seat 
B. Coupling Termination - Male or Female 
O-Ring Location 
Flange Groove Outside 
O-Ring Flange - SAEJ1518 O-Ring Boss 
iad Thread OD Thread ID Thread OD Thread ID 
\ | 0-ring groove 
Fl 
ss (-O ) Wy 
Flange Head 4-Bolt Split Flange Male (MB, MBX) Female Port (FB) Male (MFFOR) Female (FFORX) 
(FL/FLH, FLC) 
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Sealing Types for Hydraulic Couplings - 
Continued 





2. Visual Identification - Continued 


Mated Angle or Mechanical Joint. Determine: 
A. Nose Seat - Standard or Inverted 
B. Seat Angle [See Measuring Seat Angles] 
C. Coupling Termination 





Standard Nose Seat 








JIC 37° Flare SAE 45° Flare Japanese Industrial Standard & Komatsu 
Thread OD Thread 1D Thread OD Thread ID (—) _ ww ’ 
) Fs ST MY }H Se 
Thread oad NN / i NY | ; a. ad 
O.D. ‘TT NW : | _ | LD. 
' NW | — 4 
37° 37° 45° 40° — = 
JIC 37° Male JIC 37° Flare Swivel SAE45°Flare SAE 45° Flare Swivel Male (MJIS, MK] Female (FJIS, FKX) 
(MJ, MJLN) Female (FJX] Male (MS) Female (FSX) 
37° Seat Angle 45° Seat Angle 30° Seat Angle 





Inverted Nose Seats 





North American or Metric Stand Pipe & National Pipe Straight Mechanical OnE Inver ea Tiare 
Male Flareless Assembly 
\e / Thread iD 
@o 
ay | / , 42° 
Male Fitti Bite Standpipe Fitting NPTF SAE Inverted Flare SAE Inverted Flare 
Body Sleeve (NASP, MSP, MFA) Solid Male (MP) NPSM Swivel Swivel Male (MIX) _— Solid Female 
Female (FPX) 
24° Seat Angle 30° Seat Angle 45° Seat Angle 


Mated Angle with O-Ring. Determine: 
A. O-Ring Location 
B. Nose Seat 
C. Seat Angle (See Measuring Seat Angles] 
D. Coupling Termination 





Inside O-Ring Location with Inverted Nose Seat 


British Standard Pipe Parallel DIN 24° Cone 
55 
‘ Jet 24° Tube Thread Thread 
Thread rea 
0 oR Zs 
30° 
Male 24° Cone, DIN Female 24° Cone with 
BSPP Male (MBSPP} BSPOR Female (FBSPORX) 2353 (MDL/MDH) O-Ring (FDLORX/FDHORX) 
30° Cone Seat 24° Cone Seat 


For a wall poster representation of this information, order literature form number 428-7125. 


www.gates.com 


HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





C25 


Sealing Types for Hydraulic Couplings - 
Continued 





HOSE 


"eosae@ucem Measuring Seat Angles Benier Wines 


ELE im iN 1 ‘ . ; Are Parallel 
ie Using the seat gauge, determine the CenterLines Center Lines ry t 


f . Are Parallel At An Angle 
angle o eile seat, as illustrated. When 
the centerline of the seat gauge extends 
GLOBALSpiRAL| Parallel with the projected longitudinal 
COUPLINGS! axis of the coupling, then the angles of 
ae the gauge and seat match. 
PCM /PCS 
FERRULES INI CS 
NOTE: Thread binding will occur when dif- eee JIC 37° DIN 24° 
MEGACRIMP 
COUPLINGS| ferent thread configurations are used. DO 
NOT mix thread configurations. 
STAINLESS 


power crimp} o: Measure Threads. 
COUPIINSS) Because some couplings have very similar characteristics, the only way to determine the correct identification is 


by measuring the thread. Follow the procedure below when measuring coupling threads: 





LOC, GLAND GLP 
COUPLINGS 





Read “Out” nena ty 
Dimension DIME On 
POLARSEAL 
COUPLINGS 
POLARSEAL II 
COUPLINGS 
=— A MN 
LS 
PCTS 
THERMOPLASTIC | ! | | | 
COUPLINGS With the caliper measure the thread diameter Using the thread gauge, determine the number 
of the largest point. (Outside Diameter (0.D.) of of threads per inch. Comparison of gauge and 
FIELD male threads—Inside Diameter [I.D.) of female coupling threads against a lighted background 
ATTACHABLE G1 will ensure an accurate reading. 


& G2 COUPLINGS threads. } 


FIELD) Match the measurements taken above against those in the following tables that appear to be similar to the coupling 


ATTACHABLE C5 . 
&C5E| Under consideration. 
COUPLINGS 


SURELOK AIR 


ee Gates provides many useful tools to assist you in identifying the right coupling! 


ADAPTERS 


QUICK 
DISCONNECT 
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Coupling/Thread Identification Tools 





HYDRAULIC COUPLING TEMPLATES 
Automotive Advertising Number: 428-7108 


These templates provide a fast and easy way to measure North American 
threads, International threads, flange ends, seat angles (37° and 45° | 
and hose |.D. 





STAINLESS STEEL DIGITAL CALIPER 

Part Number: 78241 Product Number: 7369-0322 

Caliper features an easy-to-read LCD screen clearly displaying the crimp 

af diameter digitally. Capable of four-way measurement: inside, outside, depth 
and step. Constructed of hardened stainless steel and comes in a handy, 


protective carrying case. 


INTERNATIONAL THREAD IDENTIFICATION KIT 
Part Number: 86580 Product Number: 7369-0319 


A sturdy, attractive carrying case suitable for counter display and field 
sales calls. Contains male metric and BSP plugs for identifying thread size, 
pocket thread |.D. kit, and flow chart with step-by-step instructions. For 
female thread identification, simply couple withthe mating male. 





POCKET THREAD IDENTIFICATION KIT 
Part Number: 86583 Product Number: 7369-4318 


To properly identify the correct replacement couplings, the measuring 
tools shown here should be used. 
Contents: Calipers 

Seat Gauges [English] 

Seat Gauges [Metric] 

Thread Gauges 

Thread |.D. Guide 
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Coupling Identification 





This section lists the origin and coupling style found in They are identified geographically or by country as: 


each country. Brief descriptions and dimensional data 


el : | North American 

allows each coupling style. British 

There are five coupling systems generally used for French 

hydraulic connections today. German 
Japanese 


NORTH AMERICAN THREAD TYPES 


lron Pipe Thread Abbreviations 


N National S Straight Thread F Fuels 


P Pipe T Tapered Thread M Mechanical Joint 


NPTF 


National Pipe Tapered thread for Fuel is a dryseal thread. 
lt is used for both male and female ends. 


The NPTF male will mate with the NPTF, NPSF, 
or NPSM female. 


The NPTF male has tapered threads and a 30° inverted 


3/32 

5/64 
Seat. The NPTF female has tapered threads and no seat. 
The seal takes place by deformation of the threads. The 

| 14 | eiye4_| 1-1/16 


Max. Torque 
Recommendation 


Male 
Thread 


,| for Dry NPTF* (Ft. 


| J Lbs.] 


| 23/64 | 13/32 | 
| 15/32 | 35/64 
6 
e/a 


NPSM female has straight threads and a 30° inverted seat. 61/64 
The seal takes place on the 30° seat. 


The NPTF connector is similar to, but not interchangeable 
with, the BSPT connector. The thread pitch Is 
different in most sizes. Also, the thread angle is 60° 


a ae 








instead of the 55° angle found on BSPT threads. NPT Pipe Thread 
NPSF Ve? Thread OD _ ID 
calen a = 

National Pipe Straight thread for Fuels is sometimes used - 

for female ends and properly mates with the NPTF male a 

end. However, SAE recommends the NPTF thread in 

preference to the NPSF for female ends. NPTE NPTE or NPSF NPSM 
Solid Male Solid Female Swivel Female 

NPSM (MP, MPLN) [FP] (FPX] 


National Pipe Straight thread for Mechanical Joint 
is used on the female swivel nut of iron pipe swivel *NOTES: 
adapters. The leak-resistant joint is not made by dk 
the sealing fit of threads, but by a tapered seat in 

the coupling end. 


Torque values can vary considerably depending on 
thread condition. Use only enough torque to achieve 
adequate sealing. 


2. With female straight or parallel pipe threads [NPSM}, 
maximum values are 50 percent of those listed in the 
table. 


3. If thread sealant is used, maximum values shown 
should be decreased by 25 percent. 
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NORTH AMERICAN THREAD TYPES - Continued 


* JIC (37° Flare} 


The Society of Automotive Engineers (SAE] specifies a 37° 
angle flare or seat be used with high pressure hydraulic 
tubing. These are commonly called JIC couplings. 


ee Steel Torque 
Thread Male Thread] Recommendation 
Thread (Re | (Ft.Lbs) | 
Size 
1.J Oo in| 


Ts [ans | se-eu | eeu | 9/8 
| -6 | 3/8 | s/i6-18 | 1/2 | 

/-8 | ve | 34-16 | isis | 3/4 | 
eee | ee 


The JIC 37° flare male will mate with a JIC female only.* 
The JIC male has straight threads and a 37° flare seat. 
The JIC female has straight threads and a 37° flare seat. 
The seal is made on the 37° flare seat. 


Some sizes have the same threads as the SAE 45° flare. 
Carefully measure the seat angle to differentiate. 


*Note: Some C5, CSE and Lock-On couplings may 
have dual machined seats (both 37° and 45° seats]. 


—— 
ae 
| io | 1 | 
sas 
| 17 | is | 
| 34 | 38 | 
| so | 56 | 
| 70 | 78 | 
as 
| 94 | 104 | 
| ed | 138 | 
| iss | 173 | 
| 21a | 243 | 


JIC 37° Flare 
ar 
— - 
37° 
JIC 37° Male JIC 37° Flare 
(MJ) Female (FJX) 


*SAE (45° Flare) 


A term usually applied to fittings having a 45° angle flare 
or seat. Soft copper tubing is generally used in such 
applications as it is easily flared to the 45° angle. These 
are for low-pressure applications—such as for fuel lines 
and refrigerant lines. 


The SAE 45° flare male will mate with an SAE 45° 
flare female only or a dual seat JIC/SAE 45°.* 


Steel Torque 


Female Male 
Dash Nominal Thread Size | Thread | Thread 
size (In.] eee ee 


Recommendation 
1.0. (In.) | 


(Ft. Lbs.J 
ae eee ee 
| -3 | 316 | 38-24 | etjed | 3/8 | - | - 
if ua | 7aé—20 | sie | zine | 10} it 
| -5 | sie | 12-20 | egye4 | we | 13 | 
| -6 | 3/8 | 58-18 | ais | 5/8 | 17 | 
Caan ane-38 [se [ane [= [= 
| -8 | we | 34-16 | iis | 3/4 | 34 | 38 


Special Power Steering Thread End 


The SAE male has straight threads and a 45° flare 
seat. The SAE female has straight threads and a 45° 
flare seat. The seal is made on the 45° flare seat. 


Some sizes have the same threads as the SAE 37° flare. 
Carefully measure the seat angle to differentiate. 





*Note: Some C5, CSE and Lock-On couplings may 
have dual machined seats (both 37° and 45° seats). 





. Dash Size Size [ Thread Size 
SAE 45° Flare ain .D. {In 
Thread OD Thread ID ed ee 
45° 7 
SAE 45° Flare Male SAE 45° Flare Swivel 
(MS) Female (FSX) 
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NORTH AMERICAN THREAD TYPES - Continued 


SAE Straight Thread O-Ring Boss 


Thread ; Hh ID 


O-Ring Boss 


The O-ring boss male will mate with an O-ring boss 
female only. The female is generally found on ports. 


The male has straight threads, a sealing face and an 
O-ring. The female has straight threads and a sealing 
face. 


The seal is made at the O-ring on the male and the 


sealing face on the female. O-Ring O-Ring 
Boss Male Boss Female 
(MB, MBX) Port (FB) 


Steel Torque Recommendations (Ft. Lbs} 


O-Ring Below 4,000 psi Above 4,000 psi Working 
(See 
LU ), {In In J D 

ee eee 
| 3 | ne |e -24 | aayen | 3/8_josor| sor | - | - | 8 | wm 
Ps |e | e200 | agyen | ae fomia| sor; - | - | 18 | 2 
| 6 || t-te | ye | sie =jo4es| sor | 24 | 26 | a | ee 

pe | s-t6 | tis | 3/4 [osu] sor | 37 | 44 | so | 60 
Po] | 8-14 | ge | 7/8 |o7ss|1o0R| so | 60 | 72 | 80 
pny | 8 -3/te-12 | 1-7/64 | 1-3/16 | 1048 | i4oR| - | - | 160 | 180 
pea | ye |e | isiyea | 17a jive] - | ise | 184 | 270 | 360 
ae ee ee | ee ee ee ee | ee 


Male 
Thread 


Female 


Thread Thread 


Nominal Size [In.] Size 


Stem Hex 


Gates Adapterless—MBAX 


The Gates Adapterless coupling is designed for 

use in OEM assembly line applications. It eliminates 
the need for an adapter by directly connecting into the 
port, which reduces the number of possible leak points 
and reduces installation labor. It allows easy installation 
and eliminates the troubles of alignment on bent tube 
assemblies. It eliminates the performance limitations 
of the traditional male swivel. A jam nut locks the 
coupling into place. 





Swivel Nut 


Jam Nut Hex 


WARNING: The tightening of the jam nut is absolutely 
Critical to performance so that the Adapterless coupling 
does not become a ‘live swivel”. A live swiveling 
condition can cause wearing of the internal seals and 
result in leaks. 


Assemblies using the Gates Adapterless coupling 

can be serviced by replacing the assembly with an 

MB adapter in the port and a standard end termination 
(for example, an MB-MJ adapter and FJX couplings). 


The Gates Adapterless coupling uses SAE O-Ring Boss 


threads. See the table above. The installation torque 
values are the same as SAE O-Ring Boss. 


www.gates.com 





HOSE 


HOSE/CPLG. 
cS) =a O16) 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





C31 


Coupling Identification - Continued 





HOSE 












nes 7 Lace 
cS) amen (0)\' 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 


C32 


There are three exceptions. 


NORTH AMERICAN THREAD TYPES - Continued 


O-Ring Flange—SAE J518 SAE Code 61 and Code 62 
The SAE Code 61 and Code 62 4-bolt split flange is used kK-A—>| 
worldwide, usually as a connection on pumps and motors. C fe 


Flange 
= cO- }e 


4-Bolt Split Flange Bolt 
Hose Dimensions 


1. The -10 size, which is common outside of North America, 
is not an SAE standard size (generally found on Komatsu 
equipment]. All Komatsu flanges are the same as SAE code 
61 except for the -10 size. 


2. Caterpillar flanges, which are the same flange O.D. as SAE 
Code 62, have a thicker flange head (“C” dimension in Table). 


Flange Head (FL/ 
FLH, FLC) 


3. Poclain flanges, which are completely different from 
SAE flanges. 


Nominal aoe Code 62 (FLH] |___Caterpillar Code 62 (FLC) 
In. | 


Flange | Fle 


Size (In. in in.) {0.0.{InJ [In {In (In.) 


Mme) 
88 ; 

5/8 | 1345 = BS | 

ecole 1686 3.06c 70 d4¢0 1/00 3.612 495 gteo Ifo. <aele 960 
[40 ij eni/e || Site: e000 o500 2875 [= we 
}4o00 2438 4188 375 | - = 
3-1/2 | 4500 2750 4750 dee | = = 
. i) = 
es a 


nge 
r n ) | T ) F nN | 
[2 6 1500 265 | 1250 718 1594 305 | - - - - | 
8 


5.000 3.062 5125 due 
| -80_ | 5 | 6.000 


3.625 6.000 A442 


O-Ring Face Seal 


Thread OD 
O-ring groove 


Male Flat-Face 
An O-ring rests in the O-ring groove in the male. O-Ring (MFFOR) 
Size 


Female Thread Male Thread 
Dash Thread L { O-Ring 
Size (In.] Size | LD. (In.J 0.D. (In.] Size 
s/16 - 18 a/t6 


| 6 | 38 | 16-16 11/16 
| 8 | te | 13/16-16 13/16 


O-Ring Face Seal (ORFS)—SAE J1453 


A seal is made when the O-ring in the male contacts the flat 
face on the female. Couplings are intended for hydraulic 
systems where elastomeric Seals are acceptable to overcome 
leakage and leak resistance Is crucial. 


Thread ID 





The solid male O-ring face seal fitting will mate with a swivel 


female O-ring face seal SAE J1453 fitting only. Female Flat-Face O-Ring 


Swivel (FFORX) 


Nominal 
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G8K COUPLINGS 
Flareless Tube 
The flareless solid male will mate with a female flareless TUbeiealomne Eaupunee 
nut and compression sleeve only. Size Size Thead = | a 
Th leh ht threads and a 24 Th (In.] (In.] Size ae I 
e male has straight threads and a 24° seat. The r 5/i6- 24 | ~ | |PCM/PCS 
3 | s/6 - 24 sfi6_| |PCMIPCS 
female has straight threads and has a compression 3/8 
sleeve for a sealing surface. The seal is made between 7/16 
0 MEGACRIMP 
ee ee ue_| |CouriNnes 
and between the compression sleeve and the tubing 9/16 - 18 9/16 
on the female. 
3/416 qm) leemniess 
Flareless Tube 7/8} STEEL 
Thread 00 Thread 1 51/se | 1-1/16 
Tubing 1-7/64 | _1-3/18 | |poweR CRIMP 
Gann, 1-15/64 | 1-5/6 | [COUPLINGS 
4. a 1-35/64 | 1-5/8 
7 Serer 1-7/8 | |LOC,GLAND GLF 
ON 2 2-1/2 | 2-1/2-12 | 2-27/64 Zeige. || ee 
Compression sleeve 
Solid Male Female Nut ee 


COUPLINGS 
(MFA) 


POLARSEAL Il 


NorthAmericanStandPipe(NASP) = # = COUPLINGS 


A stand pipe assembly is comprised of three components attached Tube Length 
to a male fitting. The components are a Stand Pipe Tube, Bite Sleeve peso esd abe Oe lo (In.] 
and Nut. The Nut is placed over the Stand Pipe, followed by the 
Bite Sleeve (see illustration below). The Bite Sleeve and Stand Pipe Tl gCT ised 
are selected on the basis of tube O.D. required. TeCOFosoSC*éT«Ci(‘<«é‘i Cd 

North American Stand Pipe 

bu 
Lie ia 


ERY 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 





FIELD 





ATTACHABLE C5 
Male Fitting Bite Nut Standpipe Fitting EUG 
Body _— Sleeve (NASP} 
SU RELOK AIR 
SAE Inverted Flare ce 
The SAE 45° inverted flare male will mate with an SAE Nominal] 1) 
42° inverted flare female only. Size Sw ac Sal ADAPTERS 
(EE) ait Doane) 
The male has straight threads and a 45° inverted flare. : ee 
| ) “2 1/8__| 5/16 - 28 
The female has straight threads and a 42° inverted flare. acane 
The seal is made on the 45° flare seat on the male and COUPLERS 
the 42° flare seat on the female. 
SAE Inverted Flare 3/8 37/64 pune 


Thread 0D 





Th j 
= BALL VALVES 
ACCESSORIES 
42° 
SAE Inverted Flare SAE Inverted Flare EQUIPMENT AND 
Swivel Male (MIX) Solid Female PARTS 
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ji 5 7 
Air Brake Fittings 
Female air brake swivels are designed to work exclusively Dash | Thread | Female Thread | Male Thread 
with a male air brake adapter. Federal law requires only size | size |.D. [In] 0.0. [In.) 
PCM /PCS this combination to be used on air brake lines from the | 8 [34-20] 23/32 
FERRULES| valve to the air brake diaphram chamber. 
The male has straight threads and an inverted seat. The 
eer ce female has straight threads and a corresponding inverted =' 
flare. The seal is made on the flare seats of both the Thread ae 
O.D. 1.D. 
male and female. 
STEEL Jv —Y__ 
Male Air Brake Female Air Brake Swivel 
POWER CRIMP 
COUPLINGS 
LOC, GLAND GLP a. a 
Grease Fittings 
Special Male Grease Fitting Special Female Grease Fitting 
7} fr | 








maeea 4— Hi a 
COUPLINGS i aes a 





1/8-27 Pipe Thread 1/2-27 Tapered Thread 


Pols 
THERMOPLASTIC 
COUPLINGS 


Parker Triple Thread Flare Fittings 


ATTAC HABLE G1 
Benne Parker Triple Thread Flare Fittings 


Nominal Female Thread Male Thread 


Dash Size Thread 
Size Size 


FIELD 
ATTACHABLE C5 


COUPLING S (In.) I.D.(In.J | OD. In.) 


1-5/16 | 1-5/16-14 | 1-1/4 1-5/16 





SURELOK AIR 
epiptce Swivel Female (FZX) Solid Male (MZ) 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 





C34 www.gates.com 


Coupling Identification - Continued 





Foreign Thread Types 
Identifying Foreign Couplings 


If you can identify the country of origin of the equipment you are working with, it is easy to identify the coupling style. 
Simply find the appropriate country in the following pages and locate the particular coupling in the table that follows. 


Foreign Thread Types - British 


It is acommon misconception that all foreign threads are metric. This is not always the case. There are two common 
thread forms: Metric and Whitworth (BSP]. The country of origin and the proper nomenclature for each is listed below. 


Female Male Torque 
Dash | Nominal Parallel Parallel Recommendation 
Size |Size (In.J| C29 S28] Thread | Thread [Ft. Lbs.) 


| Min. 
1/8 
19 
Ts [ae [aie | aoe | ase | a0 
a [ae ewe [am [ane [0 
rae [am [ame | suse | ame | so | 60 


British Standard Pipe Parallel (BSPOR) 


BSPP Male 
(MBSPP} 


Female Male Torque 
ash | Nominal | Thread Parallel Parallel | Recommendation 
size | Size (In.jJ} Size Thread Threa (Fibs: 


DB Le 
[sje _faye-is] t9yse | ese 
1 


British Standard Pipe Parallel 


Popular couplings have British Standard Pipe (BSP} 
threads, also Known as Whitworth threads. These can 
be parallel threads [BSPP] with a 30° inverted flare or 
tapered threads (BSPT], with a 30° inverted flare. Port 
connections are usually made with BSPP threads and 
a soft metal cutting ring for sealing. 


18 
The BSPP [parallel] male will mate with a BSPOR 28 
[parallel] female or a female port. 36 
The BSPP male has straight threads and a 30° seat. 
The BSPOR female has straight threads, a 30° seat, 
and O-ring. The female port has straight threads and 
a spotface. The seal on the port is made with an O-ring 
or soft metal washer on the male. 


The BSPP [parallel] connector is similar to, but not 
interchangeable with, the NPSM connector. The thread 
pitch is different in most sizes, and the thread angle is 
99° instead of the 60° angle found on NPSM threads. 


Spotface 


a i oa 
Thread Thread Thread 
OD. |.D. I.D. 

Jy ae - 
O-Ring 


BSPOR Female 
(FBSPORX) 


BSPOR Female Port 


British Flat-Face Seal 


A seal is made when the O-ring in the male contacts the 
flat face on the female. These couplings are intended for 
hydraulic systems where elastomeric seals are acceptable 
to overcome leakage and leak resistance Is crucial. 





The solid male British O-ring face seal fitting will mate 
with a swivel female British O-ring face seal fitting only. 
An O-ring rests in the O-ring groove in the male. 


Thread OD Thread ID 
O-ring groove 


Male British Flat-Face (MBFF) 


| 6 3/8- 2 
-8 | we [ije-14| 3/4 | 13/16 | 





Female British Flat-Face (FBFF) 
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COUPLINGS 
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ADAPTERS 
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Foreign Thread Types - British - Continued 
British Standard Pipe Tapered 


The BSPT [tapered] male will mate with a BSPT 
[tapered] female, or a BSPOR [parallel] female. 


Female 
Parallel 


Male Parallel 
Thread Thread 


LD ie) | Oe i |) M 
a ee ee ae Te 
4} a4 | a4-ag| isyse_ | ise | 1a | is | 
rs [9/8 [ae-19 | i9ae | eae | 19 | 28 
[26 ) 1/2 ued) sf | as/i 
p-12 | 3/4 | 34-14] 31y32_| 1-132_ | 50 | 80 


Torque 
Recommendation 
(ete us 


Thread 
Size 


Dash} Nominal 
size | Size (In.] 
The BSPT male has tapered threads. When mating 
with either the BSPT (tapered] female or the BSPOR 


[parallel] female port, the seal is made on the threads. 


The BSPT connector is similar to, but not 

interchangeable with, the NPTF connector. The 

thread pitch is different in most cases, and the 

thread angle is 55° instead of the 60° angle found 
on NPTIF threads. 


British Standard Pipe Tapered (BSPT) 


V/ 








+. 
Thread Thread I.D. 
O.D. v 
we 
BSPT Male BSPT Female 
(MBSPT) (FBSPT) 


Foreign Thread Types - French 


Popular couplings are French GAZ. These have a 24° seat and metric threads. These are similar to German DIN couplings, 
but the threads are different in some sizes. Although both are metric threads, the French use fine threads in all sizes and 
German DIN couplings use coarse threads in larger sizes. Most port connections are flange connections. French flanges 
are different than SAE—they have a lip that protrudes from the flange face. These are called Poclain-style flanges. 


GAZ 24° 


The French Metric [GAZ] male will mate with the 
female 24° cone or the female tube fitting. 


Female Male Tube 
Thread eee Thread 


Size . (mm) 0.0. (mm) 


Metric 


20.0 


The male has a 24° seat and straight metric threads. 
The female has a 24° seat or a tubing sleeve and 
straight metric threads and is interchangeable with 
female Kobelco. 


When measuring the flare angle with the seat angle 
gauge, use the 12° gauge. The seat angle gauge 
measures the angle from the connector centerline. 








French Metric (GAZ) 
aH 7 
24° Tube Thread ” a ae 
ae se - 


Male 24° Cone Female 24° Cone Female Tube Fitting 
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GAZ Poclain 24° Flange G8K COUPLINGS 


The Poclain (French GAZ} 24° high pressure flange Nominal 
is usually found on Poclain equipment. size (In.J | (ln.J (In.} (In.] (In.] (In.J | (In) 


GLOBALSPIRAL 





COUPLINGS 
2 E: 
The male flange will mate with ete flange or 5/8 35 PCM /PCS 
port. The seal is made on the 24° seat. 3/4 43 FERRULES 


Poclain (French GAZ) MEGACRIMP 
COUPLINGS 


[ STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 





LOC, GLAND GLP 


fe | 








COUPLINGS 
Male Flange Female Flange Flange Clamp 
POLARSEAL 
COUPLINGS 
Foreign Thread Types - German DIN (Deutsche Industrial Norme) jours 
Popular couplings are German DIN (Deutsche Industrial Norme). A coupling referred to as “metric” usually 
means a DIN coupling. ae een 
PCTS 
o THERMOPLASTIC 
DIN 24° Cone THERMOPL 
o Torque 
The DIN 24° cone male will mate with any of the nae Female | Male ents A Sie taees 2 ee 
females shown. ele | Thread | Thread Ft Lb FIELD 
Thread | peepee s ATTACHABLE G1 
The male has a 24° seat, straight metric threads, Size 7 ‘ae , IL es| | es| . | .. & G2 COUPLINGS 
. .D. fmm){0.D. fmm) Min. Max. 
and a recessed counterbore which matches the es ea pe ic ee ce 
tube 0.0. of the coupling used with it.The mating = |Miexi.s[| 105 | 120 | 6 |  — | 7 | 15 | /FIELD 
female is a 24° cone with O-ring, a metric tube Midis) 25. | ano es ee) eee 
fitting or a universal 24° and 60° cone. Miéxis] 145 | 160 | 20 | 8 | 18 | 30 | coupes 
There is a light and heavy series DIN coupling. ra 
Proper identification is made by measuring both BRAKE 
the thread size and the tube 0.0. (The heavy series [M24x1.s| 225 | 240 | — | 16 | 30 | S2__| /COUPLINGS 
has a smaller tube 0.0. but a thicker wall section  [M26x1.5| 245 | 26.0 | 18 | -— | 44 | 74 | 
fone aie imaoxeo| 28.0 | a0 | ee | 20 | 58 | 89 |apporeas 
When measuring the flare angle with the seat M4ex2.0| 40.0 | 420 | — | 30 {| 74 | 162 | 
angle gauge, use the 12° gauge. The seat angle Masx2.0] 430 | 450 | 35 | = | 133 | 1d | Od 
gauge measures the angle from the connector COUPLERS 
centerline. ; ; 
DIN 24° Male and Mating Females ECOL 
O-Ring 
ye BALL VALVES 
24°, Tube Thread baa 
—1_ ACCESSORIES 
12° 
Male 24° Cone, DIN 2353 Female 24° Cone with O-Ring Female Universal 24° and EQUIPMENT AND 
(MDL/MDH) (FDLORX/FDHORX) 60° Cone (FDLX/FDHX) ce 
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G8K COUPLINGS DIN 60° Cone 


Oo ' ' 
ea The DIN 60 cone inal a ae with the | sale threat | Male thread | Tubeo.p. | Tordue Recommendation 
female universal 24° or 60° cone connector | Metric Thread a (Ft. Lbs.] 


any | O.D.{mm)] | 

PCM/PCS —_—— 
FERRULES| The male has a 60° seat and straight metric 
threads. The female has a 24° and 60° } . . 
MEGACRINE] universal seat and straight metric threads. |_M18x1.5 
When measuring the flare angle with the | 3s | Se 

STAMTESE] Seat angle gauge measures the angle from  |_¥2055 

STEEL] seat angle gauge measures the angle from die : : 

the connector centerline. M38x1.5 


7 . 
LOC, GL AND GLE DIN 60° Male and Mating Female 


POLARSEAL . Tube Thread Thread 
COUPLINGS “ OD. OD. ID, 
_y 


POLARSEAL II ai 
COUPLINGS Male 60° Cone, Female Universal 24° 


DIN 6711 and 60° Cone 


POWER CRIMP 
COUPLINGS 
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ADAPTERS 
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Foreign Thread Types - German DIN - Continued sea 

v G8K COUPLINGS 
DIN 3852 Couplings DIN 3852 Couplings Type A&B 
Type A & B (Parallel Threads) pearveltnneace) cen 
The male DIN 3852 Type A & B couplings will mate with | 
the female DIN coupling shown below. Gates offers this Thread PCM /PCS 
thread as an adapter. a liens 
The male and female type A & B couplings have straight MEGACRIMP 
threads. The seal occurs when the ring seal (Type A) or L COUPLINGS 
the face seal (Type B] mates with the face of the female B C> BaHKC 
port. STAINLESS 


STEEL 
There are two series of DIN 3852 Type A & B couplings, 


the light (L] and the heavy [S] series. POWER CRIMP 
COUPLINGS 


Note: Commonly used threads on male metric adapters. 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 





POLARSEAL Il 


Metric Thread Parallel Whitworth Thread Parallel 
etric Thread Paralle itwor read Paralle COUPLINGS 


Tube Female ([BSPOR] Male (BSPP] 
Thread |.D. | A B |Thread 0.D.} A B | ( ’ hread |.D.| / B A B 


Series | 0O.D. ee 
[mm] 


—| 


ntl 


J 


% C14 COUPLINGS 


(mm)} (m 
Ox. ; ’ ; 
r 
2 
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THERMOPLASTIC 
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x< 


ele 
P|} 
wn}|o 


|e 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


ow |r 
w | oO) 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


oy; 
CO 


— 
= 


SURELOK AIR 
BRAKE 
COUPLINGS 


— 
CO 


m1 
m1 
| 
2 


nw 
oO 


ADAPTERS 


aw |r |] 
w|N 


QUICK 
DISCONNECT 
COUPLERS 


| 
co; r 





pd 
| 6 
| 18 
| 22 
| 8 
| 33 
p48 
| ta 
| 6 
| ie 
| 20 
| a7 
| 33 
| 2 
| 8 


ho 
OD 

ay oy woywm yr MoO PVMIeEeI rRifo;y;oeol wo;ywymw]n 

wa;o;o;rmo Nl uy wofrKylPuo; i wNyua;o;o yr ini wo 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Foreign Thread Types - German DIN - Continued 


DIN 3852 Type C Metric and 
Whitworth Tapered (BSPT} 


Thread Connectors 


The DIN 3852 Type C couplings are available with either met- cia 
ric or Whitworth British thread. The male will mate only with A 
the female as shown. ' 


DIN 3852 Type C Metric and 
Whitworth Tapered Thread Connectors 


The male and female couplings have tapered threads. 

The seal takes place on the threads. There are three series of 
DIN 3852 Type C Couplings: extra light (LL), 

light (L] and heavy (S]}. 





Metric Tapered Threads 


ate Ieee ENE Males 
Series Thread 
size m1 Thi eran 


Whitworth Tapered Threads 


ee See ae 


Thread ri Thread 0.D. | 
a es nm We 


1 A(mm) |B size i I mm) 
———————— ————— 

Epes ee | 1s-e8 | 1yjs2_| 55 | 18 | 392 | 8 | 
Light Ts Janao | es | ss | 10 | ao40 [8 | aye-oa | aso [ss [| ye | ase | 8 
p 8 [todo] 85 | 55 | to foo | 8 aye-ea | ise | 55 | ye | 392 | 8 

| 6 [toto] 85 | 55 | 10 |{io4o| 8 | ise] ise | 55 | 1s | 392 | 8 

| 8 [ies | 105 | 85 | 12 [1253] 12 | i4-i9 | isys2 | 85 | 4 | 532 | 12 

L {to [aaas] 125) | 85 | oa [asa] ae | aa-ag | isys2_| a5 | 4 | 532 | 12 | 
Light |_12 | texr5 | 145 | 85 | 16 | 1653 | 12 | 3/8-19| 19/32 | 85 | 3/8 | 670 | 12 
p15 [iss | 165 | 85 | 18 [1853] 12 [ied | 3/4 | 85 | ye | 839 | 14 
pis [exis | 205) | wos | ee fees | 4 [eq | 3/4 | tos | ye | 839 | 14 

| 6 [texas | 105 | 85 | 12 [1253] 12 | 14-39 | 15/32 | 85 | 4 | 532 | 12 

| 8 fiaas | 125 | 85 | 4 [1453] 12 | i4-ig | isys2_ | 85 | 4 | 532 | 12 
suey 


Metric Stand Pipe Assembly 





A metric stand pipe assembly is comprised of three Metric Stand Pipe | Bite Sleeve 
components attached to a male fitting. The components DIN Tube 0.0. DIN Tube 0.D. | 
; ; {mm} [mm] Light Heavy 
are: a Stand Pipe Tube, Bite Sleeve and Metric Nut. The nut 
is placed over the Stand Pipe, followed by the Bite Sleeve wee — 
. . M14x1.5 M16x1.5 
(see illustration below]. For DIN light assemblies, a DIN light ec Tees 
metric nut Is used. For DIN heavy assemblies, a DIN heavy wiBx1 5 20x15 
metric nut is used. The Bite Sleeve and Stand Pipe are M2ex15 = 
selected on the basis of tube O.D. = M24x15 
: : M26x1.5 — 
Metric Standpipe Assembly 30x20 
M30x2.0 — 
{Eu : M36x2.0 
Hie M36x2.0 7 
M42x2.0 
DIN2353 BiteSleeve Nut Standpipe Fitting aie — 
Male Fitting (NASP] = M5ex2.0 
Body (MDL) M52x2.0 
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Foreign Thread Types - Japanese ac 
There are two popular types of coupling styles in Japan, Japanese Industrial Standard and Komatsu. G8K COUPLINGS 
These couplings look similar to Male JIC and Female JIC Swivel couplings. However there are two major 
differences: The threads are BSP and the seat angle Is only 30° instead of 37° for JIC. ace 
1. Japanese Industrial Standard. Most Japanese equipment uses this type of coupling with a 30° seat and 

British Standard Pipe Parallel threads. They are not interchangeable with British couplings, since the flare PCM/PCS 

is not inverted. FERRULES 


2. Komatsu. All Komatsu equipment uses couplings with a 30° seat and metric fine threads. All flanges NecAeie 
are Code 61 or Code 62, except -10 which utilizes a special Komatsu-style flange that does not conform COUPLINGS 
to SAE standard sizing. 





STAINLESS 
STEEL 
o 
Japanese 30° Flare Parallel Threads 
0 ; POWER CRIMP 
The Japanese 30 flare male connector will mate Teh cies Nominal Size Tae See Female Thread Male Thread COUPLINGS 
with a Japanese 30° flare female only. (In.] I.D. (1n.) 0.D. (In.] 
, 2 1/8 1/8 - 28 
A lege ok haan ees a COUPLINGS 
ateeaiotaeesL ictal ans teaser pe [ae [ae [aye [eae 
The threads on the Japanese 30? flare connector a a Ye 
| 
conform to JIS B 0202, which are the same as the COUPLINGS 
A Spe threade: Botaahe Grtenandd 
ee 
connectors have a 30° seat, but they are not POLARSEAL II 
interchangeable because the British seat is inverted. vee 
japaneeetuetlere crise [ease | | 
St. — t 
Thread Thread PCTS 
O.D. LD. THERMOPLASTIC 
7 5 f 1 * COUPLINGS 
30 30 
FIELD 
Male Female ATTACHABLE G1 
(MJIS) (FJISX) & G2 COUPLINGS 
. FIELD 
Japanese Tapered Pipe Thread at 
COUPLINGS 
The Japanese tapered pipe thread connector is identical aa Female eens 
to and aa eae with - ne Neate. Dash Size (\n.) Thread Size eee Thread 0.0. {In.J| |SURELOK AIR 
connector. The Japanese connector does not have a aes BRAKE 
30° flare and will not mate with the BSPOR female. ae ae eevee? 
The threads conform to JIS B 0203, which are the same [_-6 | 3 | 3-19 | ise | ese ||. 
as BSPT threads. | 8 | Ce | ye-24 | A] t3/B 
The seal on the Japanese tapered pipe thread oe nes 
connector is made on the threads. COUPLERS 
: P ey | tijet | 1-12-77 | 
Japanese Tapered Pipe Thread 
1°47 {pitch} peers 
7 t t t BALL VALVES 
Thread ee 
O.D. ‘i ' 
| a ACCESSORIES 
Male (MBSPT) Female (FBSPT) oo AND 
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Foreign Thread Types - Japanese - Continued 


The Komatsu style 30° flare parallel thread connector 
is identical to the Japanese 30° flare parallel thread 
connector except for the threads. The Komatsu style 
connector uses metric fine threads which conform to 
JIS B 0207. Gates identifies these as Komatsu-style 
by marking the hex nuts with two small notches. 






Female 


Komatsu Style 30° Flare Parallel Threads 
Thread. Male Thread 


Dash Thread 


p 6 | 8/8 | 95 | Mibxis | 165 | 18 
ps | te | 13 | Meexis | 205 | 22 
36 
He 











The Komatsu style connector seals on the 30° flare. 


Komatsu Style 30° Flare 





Female (FKX) Male (MK) 





Komatsu Style Flange Fitting 


The Komatsu style flange fitting is nearly identical 
to and fully interchangeable with the SAE Code 61 
flange fitting. In all sizes the O-ring dimensions are 
different. When replacing a Komatsu style flange 
with an SAE style flange, an SAE style O-ring must 
always be used. 


a ea : 
o0.tinj | tnd | tind 
[ -e | ye | 127 | 1188 | 7ee | 904 


*(-10 is a non-SAE size flange] 


Komatsu Style Flange Fitting 


“O” Ring Groove 


|| = I Tt 
[| WAAL 


Flange (FL) Flange Head 





Metric Kobelco Metric Bite Sleeve 


These are similar to the German DIN 24° cone, but the 
DIN style uses courser threads. Therefore, the Kobelco 
and German DIN are not interchangeable for female 
Kobelco (see French GAZ 24° swivel). 


—*—_,- f 


° Tube Thread 
= O.D. O.D. 


oe 


Male 24° Cone (MKB) 


Male Thread 
0.D. (mm) 


Dash Metric Thread Female Thread I.D. 
Size SIZE [mm] 


M30X1.5 
M36X1.5 
M45X1.5 
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Gates Global Part Numbering System 





HOSE 


Gates couplings feature a meaningful part number Osea ace 


that makes coupling identification fast and easy. ( 2 5 1 0 0 _ 0 & 0 S gadis 
Always refer to Gates Crimp Data Manual when 
—A a TT 7 G8K COUPLINGS 


selecting hose and coupling combinations. 


In the following example, the Global Part Number oie 


Series Thread stem Thread COUPLINGS 
G25100-0808 identifies a MegaCrimp® Male Pipe Stem Style Configuration Size Size 
[MP] coupling with -8 (1/2"] stem size and (see below] (see following PCM /PCS 
-8 (1/2) thread size. pages] ce? 


Series Stem Styles: 


G17 - Stainless Steel Braid Couplings 
G18 - Stainless Steel Spiral Couplings 
G19 - G8K Couplings 


G20 - GlobalSpiral™ Couplings 

G21 - GlobalSpiral™ One Piece Couplings For MC4-20 Crimper 
G22 - GlobalSpiral™ Plus [GSP] 

G23 - GlobalSpiral™ Max [-32] (GSM) Pressure Couplings 
G24 - GlobalSpiral™ Max (GSM) Pressure Couplings 

G25 - MegaCrimp® Couplings 

G27 - Field Attachable Type T for G1 Hose (1 Wire} 

G28 - Field Attachable Type T for G2 Hose (2 Wire} 


G34 - Field Attachable for CSCXH, C5C, CSD & CSM Hose 
G35 - Field Attachable for CSE Hose 


G36 - Brass Lock-On Field Attachable Couplings 
for LOC & LOL Hose 


G40 - C14 Couplings 

G43 - GL Couplings 

G44 - GLX® Couplings 

G45 - PolarSeal® Couplings 
G46 - PolarSeal® II Couplings 


GSO - Power Steering Couplings 
G51 - PCTS Thermoplastic Couplings 


Other Non-Stem Series Styles: 


G30 - Air Brake Copper Tubing 

G31 - SureLok™ Air Brake Couplings 

G32 - Compression Air Brake 

G33 - Air Brake Couplings For Rubber Hose 
G37 - Single Bead 

G38 - Barbed Stem 


G49 - Automotive Adapters 


G52 - Gates OE-Style Clamp Collars 
G55 - Copper Tubing Industrial 
G56 - Industrial SureLok™ 

G57 - Mini-Barbed Tube 

G58 - Compression PVC 


G6O - SAE to SAE Adapters 

G62 - British to SAE Adapters 

G63 - Metric Conversion Adapters 

G64 - International to International Adapters 
G65 - Japanese Conversion Adapters 


G80 - Hose Bend Restrictors 
G81 - Hose Guards 

G82 - G82 & G83 Spring Guards 
G83 - G82 & G83 Spring Guards 
G89 - C14 Assembly 


G93 - Live Swivel 
G94 - Quick Disconnect Couplers 
G95 - Quick Disconnect Couplers 
G96 - Ball Valves 
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Gates Global Part Numbering System - 


Thread Configurations for Stem Styles 


These three-digit numbers identify the various coupling thread configurations 


100 - MP 
101 - MPLN 
102 - MPAPI 
103 - MPLH 
105 - MPX 
106 - MPX90 


107 - MPX9SOL 


110 - FP 

211 = FPX 

120 - MB 

121 - MBX 

122 - MBX45BL 
123 - MBX3OBL 
124 - MBX3SOBLL 
126 - MBX45 
128 - MBX390 
134 - MBAX9S0M 


140 - FMX 
145 - FMX45 
149 - FMxg0S 
150 - FMx9g0 
151 - FMX9OL 
165 - MJ 

170 - FUX 
171 - FUXL 
172 - FUX30 
174 - FUX45S 
175 - FUX45 
176 - FUX45L 
177 - FJX60 
179 - FJUX90S 
180 - FUX9S0M 
181 - FUX9OL 
182 - FUXSOXL 
183 - FUX90 
187 - FUXSOBLK 
195 - MS 

196 - MS45 
197 - MS9O0 
200 - FSX 
202 - FSX45 
204 - FSX905S 
205 - FSX90 
206 - FSX90L 
210 - FUSX 
211 - FUSX45 


212 - FUSX90 


213 - RFUSXIOL 


225 - MFFOR 
226 - MFFORBKHDLN 
230 - FFORX 
232 - FFORX22 
233 - FFORX30 
234 - FFORX45S 
235 - FFORX45 
238 - FFORX67 
239 - FFORX90S 
240 - FFORXS0M 
241 - FFORXSOL 
248 - FFORX135 
300 - FL 

301 - FLL 

302 - FL22M 
304 - FL30 


Male Pipe (NPTF - 30° Cone Seat] 

Male Pipe Long Nose 

API Line Pipe Connection 

Male Pipe (NPTF - 30° Cone Seat) - Long Hex 

Male Pipe Swivel (NPTF - Without 30° Cone Seat} 

Male Pipe Swivel - 90° Block (NPTF - Without 

30° Cone Seat} 

Male Pipe Swivel - 90° Long Block (NPTF - 

Without 30° Cone Seat) 

Female Pipe (NPTF - Without 30° Cone Seat} 

Female Pipe Swivel (NPSM - 30° Cone Seat) 

Male O-Ring Boss 

Male O-Ring Boss Swivel 

Male O-Ring Boss Swivel - 45° Block 

Male O-Ring Boss Swivel - 90° Block 

Male O-Ring Boss Swivel - 90° Block Long 

Male O-Ring Boss Swivel - 45° Bent Tube 

Male O-Ring Boss Swivel - 90° Bent Tube 

Male O-Ring Boss Adapterless Swivel - 90° 

Bent Tube - Medium 

Female MegaSeal Swivel 

Female MegaSeal Swivel - 45° Bent Tube 

Female MegaSeal Swivel - 90° Bent Tube - Short 
Female MegaSeal Swivel - 90° Bent Tube 

Female MegaSeal Swivel - 90° Bent Tube - Long 

Male JIC 37° Flare 

Female JIC 37° Flare Swivel 

Female JIC 37° Flare Swivel - Long 

Female JIC 37° Flare Swivel - 30° Bent Tube 

Female JIC 37° Flare Swivel - 45° Bent Tube - Short 
Female JIC 37° Flare Swivel - 45° Bent Tube 

Female JIC 37° Flare Swivel - 45° Bent Tube - Long 
Female JIC 37° Flare Swivel - 60° Bent Tube 

Female JIC 37° Flare Swivel - 90° Bent Tube - Short 
Female JIC 37° Flare Swivel - 90° Bent Tube - Medium 
Female JIC 37° Flare Swivel - 90° Bent Tube - Long 
Female JIC 37° Flare Swivel - 90° Bent Tube - Extra Long 
Female JIC 37° Flare Swivel - 90° Bent Tube 

Female JIC 37° Flare Swivel - 90° Block 

Male SAE 45° Flare 

Male SAE 45° Flare - 45° Bent Tube 

Male SAE 45° Flare - 90° Bent Tube 

Female SAE 45° Flare Swivel 

Female SAE 45° Flare Swivel - 45° Bent Tube 

Female SAE 45° Flare Swivel - 90° Bent Tube - Short 
Female SAE 45° Flare Swivel - 90° Bent Tube 

Female SAE 45° Flare Swivel - 90° Bent Tube - Long 
Dual Seat Female JIC 37°/SAE 45° Flare Swivel 

Dual Seat Female JIC 37°/SAE 45° Flare Swivel - 

45° Bent Tube 

Dual Seat Female JIC 37°/SAE 45° Flare Swivel - 

90° Bent Tube 

Dual Seat Female JIC 37°/SAE 45° Flare Swivel - 

90° Bent Tube - Long 

Male Flat-Face O-Ring 

Male Flat-Face O-Ring Bulk Head Long Nose 

Female Flat-Face O-Ring Swivel 

Female Flat-Face O-Ring Swivel - 22 1/2° Bent Tube 
Female Flat-Face O-Ring Swivel - 30° Bent Tube 
Female Flat-Face O-Ring Swivel - 45° Bent Tube - Short 
Female Flat-Face O-Ring Swivel - 45° Bent Tube 
Female Flat-Face O-Ring Swivel - 67 1/2° Bent Tube 
Female Flat-Face O-Ring Swivel - 90° Bent Tube - Short 
Female Flat-Face O-Ring Swivel - 90° Bent Tube - Medium 
Female Flat-Face O-Ring Swivel - 90° Bent Tube - Long 
Female Flat-Face O-Ring Swivel - 135° Bent Tube 

Code 61 O-Ring Flange 

Code 61 O-Ring Flange Long Neck 

Code 61 O-Ring Flange - 22 1/2° Bent Tube - Medium 
Code 61 O-Ring Flange - 30° Bent Tube 


306 - FL45S 
307 - FLAS 
308 - FL60S 
309 - FL60M 
311 - FL6/ 
313 - FLSOXS 
314 - FL9OS 
315 - FLSOM 
316 - FLSOL 
317 - FLSOXL 
318 - FLSOXXL 
319 - FLSONon-ISO 
323 - FL100 
325 - FL110 
327 - FL120 
329 - FL125 
331 - FL135 
342 - RFLJOS 
345 - BSPP-LX 
350 - FLH 

352 - FLH22 
353 - FLH20 
354 - FLH30 
357 - FLH45 
359 - FLH60 
360 - FLH67 
364 - FLH9OS 
365 - FLHISOM 
366 - FLHSOL 
367 - FLHSOXL 


369 - GS-FLH110 
370 - FLFF 
400 - FLC 
401 - FLCL 
402 - FLC22 
404 - FLC30 
407 - FLC45 
408 - FLC45 
409 - FLC60 
410 - FLC67 
415 - FLC9O 
416 - FLCSOL 
420 - FPFL 


450 - FJ/FB-LX 
460 - ABC 
461 - STA 
462 - STA-ABC 


480 - MPFL 
482 - MPFLSO 


500 - MIX 
502 - MIX45 
504 - MIX90 
510 - MFA 
S11 - MFASO 
520 - SP 
527 - FBO 
534 - HLEC 
535 - HLE 
536 - HLE4S 
537 - HLEIO 
538 - HLESG 
539 - HLET 
540 - FABX 
S41 - HLE180 
S42 - HLEY 
543 - TBFLX 
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Code 61 O-Ring Flange - 45° Bent Tube - Short 

Code 61 O-Ring Flange - 45° Bent Tube 

Code 61 O-Ring Flange - 60° Bent Tube - Short 

Code 61 O-Ring Flange - 60° Bent Tube - Medium 
Code 61 O-Ring Flange - 67 1/2° Bent Tube 

Code 61 O-Ring Flange - 90° Bent Tube - Extra Short 
Code 61 O-Ring Flange - 90° Bent Tube - Short 

Code 61 O-Ring Flange - 90° Bent Tube - Medium 
Code 61 O-Ring Flange - 90° Bent Tube - Long 

Code 61 O-Ring Flange - 90° Bent Tube - Extra Long 
Code 61 O-Ring Flange - 90° Bent Tube - Extra Extra Long 
Code 61 O-Ring Flange - 90° Bent Tube - Non-!ISO 
Code 61 O-Ring Flange - 100° Bent Tube 

Code 61 O-Ring Flange - 110° Bent Tube 

Code 61 O-Ring Flange - 120° Bent Tube 

Code 61 O-Ring Flange - 125° Bent Tube 

Code 61 O-Ring Flange - 135° Bent Tube 

Special Flange - 90° 

Male BSPP to Male BSPP 

Code 62 O-Ring Flange Heavy 

Code 62 O-Ring Flange Heawy - 22 1/2° Bent Tube 
Code 62 O-Ring Flange Heavy - 22° Bent Tube 

Code 62 O-Ring Flange Heavy - 30° Bent Tube 

Code 62 O-Ring Flange Heavy - 45° Bent Tube 

Code 62 O-Ring Flange Heavy - 60° Bent Tube 

Code 62 O-Ring Flange Heaw - 67 1/2° Bent Tube 
Code 62 O-Ring Flange Heavy - 90° Bent Tube - Short 
Code 62 O-Ring Flange Heavy - 90° Bent Tube - Medium 
Code 62 O-Ring Flange Heavy - 90° Bent Tube - Long 
Code 62 O-Ring Flange Heavy - 90° Bent Tube - Extra 
Long - Non!ISO 

Code 62 O-Ring Flange Heavy -110° Bent Tube 

Code 61 Flange Without O-Ring Groove 

Caterpillar Style O-Ring Flange 

Caterpillar Style O-Ring Flange - Long 

Caterpillar Style O-Ring Flange - 22 1/2° Bent Tube 
Caterpillar Style O-Ring Flange - 30° Bent Tube 
Caterpillar Style O-Ring Flange - 45° Bent Tube 
Caterpillar Style O-Ring Flange - 45° Bent Tube 
Caterpillar Style O-Ring Flange - 60° Bent Tube 
Caterpillar Style O-Ring Flange - 67 1/2° Bent Tube 
Caterpillar Style O-Ring Flange - 90° Bent Tube 
Caterpillar Style O-Ring Flange - 90° Bent Tube - Long 
Female French GAZ (Poclain} 24° High 

Pressure Flange 

Male JIC to Female Boss 

Air Brake Compression 

Straight Tube Assembly 

Straight Tube Assembly (STA] and One Air Brake 
Compression (ABC} 

Male French GAZ (Poclain] 24° High Pressure Flange 
Male French GAZ (Poclain) 24° High Pressure Flange - 
90° Bent Tube 

SAE Male Inverted Swivel 

SAE Male Inverted Swivel - 45° Bent Tube 

SAE Male Inverted Swivel - 90° Bent Tube 

SAE Male Flareless Assembly 

Male SAE Flareless Assembly - 90° Block 

North American Stand Pipe 

Female Braze-On Stems 

Hose Length Extender - Caterpillar 

Hose Length Extender 

Hose Length Extender - 45° Bent Tube 

Hose Length Extender - 90° Bent Tube 

Hose Length Extender with Sight Glass 

Hose Length Extender - Tee 

Female Air Brake Swivel 

Hose Length Extender - 180° Bent Tube 

Y Splicer 

Two-Bolt Flange Swivel 
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Thread Configurations for Stem Styles - Continued 


561 - FG 

562 - FZX 

563 - PWX 

564 - BJ 

578 - MION180 
580 - MTON134SP 
582 - MION134SP90 


583 - MION 

584 - MION45 
585 - MTONSO 
586 - FIONR12SP 
587 - FIONR12SP90 


588 - FION134SP 


589 - FION134SP90 


590 - FION 
591 - FION4S 
592 - FIONSO 
593 - FIOMN 
594 - FIOMN4S 


595 - FIOMNSO 
596 - FTONSOBL 
597 - MIO 

598 - MIO45 

599 - MIOSO 

600 - MIOBKHD 
602 - MIOQBKHDSO 
604 - FTDON 

605 - FIDON4S 
606 - FTDONSO 
607 - FIDOMN 
608 - FIDOMN45 
609 - FTDOMNSO 
610 - FTON180 
611 - MI0Q134SP 
613 - MIQ134SP90 


614 - TORSP 
615 - MDL 

645 - FOLORX 
650 - FOLORX45 


655 - FOLORX3SO 


675 - MFG 
680 - FFGX 
688 - FTON134SPH 


690 - FFGX90 
691 - FFGX90S 
715 - MDH 

720 - FOHORX 
725 - FOHORX45 


730 - FOHORX3O 


735 - MKB 
780 - MSP 
770 - DBJ 
795 - MBSPT 


810 - MBSPP 
830 - FBSPX 

830 - FBSPORX 
831 - FBSPORX45 


832 - FBSPORXSO 


Female Grease 

Female Parker Triple Thread Flare 

Pressure Wash Swivel 

US Banjo 

Male O-Ring [MOR] - 180° Bent Tube 

Male SAE Tube O-Ring Nut Swivel with R134a Service Port 
Male SAE Tube O-Ring Nut Swivel with R134a Service 
Port - 90° Bent Tube 

Male SAE Tube O-Ring Nut Swivel 

Male SAE Tube O-Ring Nut - 45° Bent Tube 

Male SAE Tube O-Ring Nut - 90° Bent Tube 

Female SAE Tube O-Ring Nut Swivel with R1e Service Port 
Female SAE Tube O-Ring Nut Swivel with R12 Service - 
90° Bent Tube 

Female SAE Tube O-Ring Nut Swivel with R134a 
Service Port 

Female SAE Tube O-Ring Nut Swivel with R134a 
Service Port - 90° Bent Tube 

Female SAE Tube O-Ring Nut Swivel 

Female SAE Tube O-Ring Nut Swivel - 45° Bent Tube 
Female SAE Tube O-Ring Nut Swivel - 90° Bent Tube 
Female SAE Tube O-Ring Metric Nut Swivel 

Female SAE Tube O-Ring Metric Nut Swivel - 45° 

Bent Tube 

Female SAE Tube O-Ring Metric Nut Swivel - 90° Bent Tube 
Female SAE Tube O-Ring Nut Swivel - 90° Block 

Male Inverted O-Ring 

Male Inverted O-Ring - 45° Bent Tube 

Male Inverted O-Ring - 90° Bent Tube 

Male Inverted O-Ring Bulkhead 

Male Inverted O-Ring Bulkhead - 90° Bent Tube 
Female SAE Tube Dual O-Ring Nut 

Female SAE Tube Dual O-Ring Nut - 45° Bent Tube 
Female SAE Tube Dual O-Ring Nut - 90° Bent Tube 
Female SAE Tube Dual O-Ring Metric Nut 

Female SAE Tube Dual O-Ring Metric Nut - 45° Bent Tube 
Female SAE Tube Dual O-Ring Metric Nut - 90° Bent Tube 
Female SAE Tube O-Ring Nut - 180° Bent Tube 

Male Inverted O-Ring with R134a Service Port 

Male Inverted O-Ring with R134a Service Port - 90° 
Bent Tube 

Universal Tee O-Ring Splicer English Threads 

Male DIN 24° Cone - Light Series 

Female DIN 24° Cone Swivel - Light Series with O-Ring 
Female DIN 24° Cone Swivel - Light Series with O-Ring - 
45° Bent Tube 

Female DIN 24° Cone Swivel - Light Series with O-Ring 
- 90° Bent Tube 

Male French GAZ 

Female French GAZ Swivel 

Female SAE Tube O-Ring Nut Swivel with R134a High 
Pressure Service Port 

Female French GAZ Swivel - 90° Bent Tube 

Female French GAZ Swivel - 90° Bent Tube - Short 
Male DIN 24° Cone - Heavy Series 

Female DIN 24° Cone Swivel - Heavy Series with O-Ring 
Female DIN 24° Cone Swivel - Heavy Series with O-Ring 
- 45° Bent Tube 

Female DIN 24° Cone Swivel - Heavy Series with O-Ring 
- 90° Bent Tube 

Male Kobelco Style 

Metric Light Stand Pipe 

International Thread Metric 7642 DIN Banjo 

Male British Standard Pipe Tapered/Japanese 

Tapered Thread 

Male British Standard Pipe Parallel 

Female British Standard Parallel Pipe O-Ring Swivel 
Female British Standard Parallel Pipe O-Ring Swivel 


Female British Standard Parallel Pipe O-Ring Swivel - 45° 


Bent Tube 


Female British Standard Parallel Pipe O-Ring Swivel - 90° 


Bent Tube 


845 - FBSPORXSOBL 


850 - BSPBJ 
855 - FBFFX 
910 - FKX 

911 - FKX45 


913 - FKX90 


930 - FUISX 
935 - MMFA 
947 - FSLTORSP 
948 - FSLSP 
949 - MSL45 
950 - MSL 

951 - MSLSO 
952 - FSL 

953 - FSLSO 
954 - R12SP 
955 - FSLA5 
956 - R134SP 
957 - R134SP-RL 
958 - CFTONSO 


959 - CFTONSOBL 
960 - CFTONI34SP90BL 


961 - CBSR12SP90 
962 - CBSRR12SPY90 
963 - FIOMNSO134SPH 
964 - FTOMNSOSPL 


965 - MIOM 
970 - MOLH 
971 - MOLH45S 
972 - MQLHSOS 
973 - MQLHSOL 
974 - MB 

995 - G8K1F 
995 - GSI1F 
995 - GSP1F 
995 - B1F 

995 - CLAMP 
995 - SIF 

995 - S2F 
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Female British Standard Parallel Pipe O-Ring Swivel - 90° 
Block 

International Thread British Std Pipe Banjo 

Female British Flat-Face Swivel 

Female Komatsu Style Japanese Metric Swivel 

Female Komatsu Style Japanese Metric Swivel - 45° 
Bent Tube 

Female Komatsu Style Japanese Metric Swivel - 90° 
Bent Tube 

Female Japanese Industrial Standard Swivel 

Male Metric Flareless Assembly 

Female (Ford) Spring Lock Tee O-Ring Splicer 

Female (Ford) Spring Lock Liquid Line Splicer 

Male (Ford) Spring Lock - 45° Bent Tube 

Male (Ford) Spring Lock 

Male (Ford) Spring Lock - 90° Bent Tube 

Female (Ford) Spring Lock 

Female (Ford) Spring Lock - 90° Bent Tube 

Hose Splicer with R12 Thread Service Port 

Female (Ford) Spring Lock - 45° Bent Tube 

Hose Splicer with R134a Service Port 

Female Rotalok with R134a Service Port - 90° Block 
Compressor Female SAE Tube O-Ring Nut Swivel - 90° 
Bent Tube 

Compressor Female SAE Tube O-Ring Nut Swivel - 90° Block 
Compressor Female Tube O-Ring Nut with 134a Service 
Port - 90° Block 

Compressor Block - Single w/Switch or Service Port - 90° 
Bent Tube 

Compressor Block - Single Reverse w/Switch or Service 
Port - 90° Bent Tube 

Metric Female O-Ring [FOR] with Switch or Service Port 
- 90° Bent Tube 

Metric Female O-Ring [FOR] with Switch or Service Port 
- 90° Bent Tube 

Metric Male Insert O-Ring (MIO) 

Male Quick-Lok High 

Male Quick-Lok High - 45° Bent Tube - Short 

Male Quick-Lok High - 90° Bent Tube - Short 

Male Quick-Lok High - 90° Bent Tube - Long 

Female Quick-Lok High to Male O-Ring Boss Adapter 

G8K Ferrule for G8K Spiral Hose 

GS Ferrule for 4-Spiral Hose 

GSP Ferrule for 4-Spiral EF Hose 

Non-Skive Ferrule 

Clamp Assemblies 

Stainless Steel Spiral Couplings-Non-Skive Ferrules 
Stainless Steel Spiral Couplings-Skive Ferrules 
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In the following example, the Global Part Number G31100-0808 identifies a SureLok™ Male Pipe [MP] coupling 


with -8 [1/2] tube size and -8 (1/2") thread size. 


G31 






Series Stem Style 
[see below] 


Series Stem Styles: 
G31—SureLok™ Fittings (Description = AB} 
G32—Compression Fittings (Description = ABC} 


G33—Air Brake Fittings for Rubber Hose (Description = ABR] 


THREAD CONFIGURATIONS 


These three-digit numbers identify the various coupling thread configurations 


O21 - MP-ATDV 
022 - MP-AV 

027 - MP-CV 

028 - CTI-MP-CV 
030 - MAB-MP 
O31 - GH 

O32 - GH-SEAL 
O40 - TSI-AB 

050 - TS-AB 

O60 - TSN-AB 

O61 - SGN-ABR 
080 - CARTRIDGE-AB 
O99 - CARTRIDGE-SLI 
100 - AB-MP 

102 - AB-MP45 
104 - AB-MP90 
105 - AB-MP-PT90 
106 - ABC-MP9SOL 
110 - ABRSG-MP 
111 - ABRI-MP 
112 - SGABR 

122 - AB-MPX45 
124 - AB-MPX30 
130 - MP-AB-AB 
131 - MP-AB-ABC 
134 - AB-AB-MP 
135 - AB-AB-MP 
136 - AB-AB-MP 


Air Tank Drain Valve 
Air Vent 
One Way Check Valve 


Copper Tubing Industrial to Male Pipe - Check Valve 


Air Brake Adapter 

Gladhand 

Gladhand Seal 

Tube Sleeve Insert 

Tube Sleeve 

Tube Sleeve Nut 

Spring Guard Nut 

Air Brake Cartridge 

Cartridge 

Air Brake to Male Pipe 

Air Brake to Male Pipe - 45° 

Air Brake to Male Pipe - 90° 

Air Brake to Male Pipe - 90° with port 
Air Brake to Male Pipe - 90° - Long 

Air Brake to Male Pipe with Spring Guard 
Air Brake to Male Pipe without Nut 

Air Brake Spring Guard 

Air Brake to Male Pipe Swivel - 45° 

Air Brake to Male Pipe Swivel - 90° 
Male Pipe to Air Brake to Air Brake - Tee 
Male Pipe to Air Brake to Air Brake - Tee 
Air Brake on Run to Male Pipe - Tee 

Air Brake on Run to Male Pipe - Tee 

Air Brake on Run to Male Pipe - Tee 


100 - 


Thread Configuration 
[see below] 


(1/2") 


138 - AB-AB-MP90 
140 - MPX-AB-AB 
142 - AB-AB-MPX 
150 - AB-FP 

151 - ABR-FABX-MPA 
154 - AB-FP90 

160 - AB-AB-FP 
161 - MP-FP-CTI 
168 - AB-MP-FP 
190 - MBI-MFA 
300 - AB-AB-BKHD 
301 - FP-FPBKHDS 
302 - MP-FPBKHDL 
303 - MP-FPBKHD 
350 - AB-MFA-BKHD 
360 - AB-FP-BKHD 
400 - AB-AB 

401 - MBI-MBITL 
402 - SLI-SLI-D 
404 - AB-AB30 

450 - AB-AB-AB 
432 - ABC-ABC-ABC 
433 - AB-AB-ABMH 
601 - ABC-MPSOTV 
602 - MP-ABCSOTV 
610 - MP-MS30-TV 
612 - MS-MP9O0-TV 
620 - SB-MP9YO-TV 
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O08 
a 


Stem Size 


08 


Thread Size 
(1/2") 


Air Brake to Male Pipe - Tee - 90° 

Male Pipe Swivel to Air Brake to Air Brake - Tee 
Air Brake on Run to Male Pipe Swivel - Tee 

Air Brake to Female Pipe 

Air Brake to Female Air Brake Swivel with Adapter 
Air Brake to Female Pipe - 90° 

Air Brake on Run to Female Pipe - Tee 

Male Pipe to Female Pipe to Copper Tubing Industrial - Tee 
Air Brake to Male Pipe to Female Pipe 

Mini-Barb to Male Flareless Assembly 

Air Brake Bulkhead 

Air Brake Bulkhead 

Air Brake Bulkhead 

Air Brake Bulkhead 

Air Brake to Male Flareless Assembly Bulkhead 
Air Brake to Female Pipe Bulkhead 

Air Brake Union 

Mini-Barb Union - Long 

Double Union 

Air Brake Union - 90° 

Air Brake Union - Tee 

Air Brake Union - Tee 

Air Brake Union - Tee with Mounting Hole 

Air Brake to Male Pipe Truck Valve - 90° 

Male Pipe to Air Brake Truck Valve - 90° 

Male Pipe to Male SAE 45 Flare Truck Valve - 90° 
Male SAE 45 Flare to Male Pipe Truck Valve - 90° 
Single Bead Male Pipe Truck Valve - 90° 






- Continued 


Air Brake - Continued 


622 - SB-MP9O-TVP 
630 - FP-MP90-TV 
650 - FP-FP-FP3WITV 
655 - FP-FP-FP4WTV 


656 - FP-FP-FP4WITV-L 


701 - MFA-MFASC 


705 - MFA-MPSC 
710 - MP-FPSC 
71S = FP=FPSC 
720 - MS-MPSC 
730 - MS-MSSC 
801 - MP-ADC 
805 - FP-MPADC 
823 - BN-MPDCSO 
830 - MP-ISDC 
831 - MP-ESDC 
832 - MP-ADCBN 
850 - AINKV 

901 - MFA-MFANV 


905 - MFA-MPSONV 


910 - MFA-MPNV 
915 - MP-MPNV 
920 - MP-FPNV 

930 - FP-FPNV 

940 - MS-MPNV 
945 - MS-MPSONV 
950 - MS-MSNV 
970 - AB-MANIFOLD 
975 - SLI-SLI-SLI-Y 
978 - MPX-SLI-SLI-Y 


Single Bead to Male Pipe Truck Valve with Pin Handle - 90° 
Female Pipe to Male Pipe Truck Valve - 90° 

3-Way Truck Valve 

4-Way Truck Valve 

4-Way Truck Valve - Lang 

Male Flareless Assembly to Male Flareless Assembly 
Shut-Off Cock 

Male Flareless Assembly to Male Pipe Shut-Off Cock 
Male Pipe to Female Pipe Shut-Off Cock 

Female Pipe to Female Pipe Shut-Off Cock 

Male SAE 45° Flare to Male Pipe Shut-Off Cock 

Male SAE 45° Flare to Male SAE 45° Flare Shut-Off Cock 
Male Pipe Air Drain Cock 

Female Pipe to Male Pipe Air Drain Cock 

Male Pipe Drain Cock - Bibb Nose 

Male Pipe Drain Cock - Internal Seat 

Male Pipe Drain Cock - External Seat 

Male Pipe Air Drain Cock - Bibb Nose 

Air Tank Valve 

Male Flareless Assembly to Male Flareless Assembly 
- Needle Valve 

Male Flareless Assembly to Male Flareless Assembly 
- Needle Valve - 90° 

Male Flareless Assembly to Male Pipe - Needle Valve 
Male Pipe to Male Pipe - Needle Valve 

Male Pipe to Female Pipe - Needle Valve 

Female Pipe to Female Pipe - Needle Valve 

Male SAE 45° Flare to Male Pipe - Needle Valve 

Male SAE 45° Flare to Male Pipe - Needle Valve - 90° 
Male SAE 45° Flare to Male SAE 45° Flare - Needle Valve 
6-Port Manifold 

Union - “Y” 


Male Pipe Swivel to Industrial SureLok Union - “Y” 
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Adapters 
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In the following example, the Global Part Number G60110-0808 identifies a Male Pipe NPTF [MP] to Male 
Pipe NPTF (MP] adapter with -8 (1/2"] pipe thread and -8 [1/2’]) pipe thread size. Meets SAE100R@ working 
pressures except where noted. 


SERIES STEM STYLES: 


G6O - SAE to SAE 


G 60 


G63 - Metric to SAE 


110 


G62 - British to SAE 





G64 - International to International G65 - Japanese Conversion 


Thread Configuration 


O08 
a 


08 


Thread Size 
(Measured in 
1/16" - 8/16 = 1/2") 


Stem Size 
[Measured in 1/16” - 8/16 = 1/2") 


60352 - SMB-SMJ-SMJ Male O-Ring Boss to Male JIC 37° Flare to Male 


60352 


JIC 37° Flare - Tee 


- 6B6MB-6MJ-6MJ Male O-Ring Boss to Male JIC 37° Flare to Male 


[see below] 

Adapter Style 
These three-digit numbers identify the various coupling thread configurations 
SAE to SAE 
60050 - FFN Female Flareless Nut 
60051 -FFS Female Flareless Sleeve 
60102 - MP-PLUG Male Pipe NPTF Plug 
60110 - MP-MP Male Pipe NPTF to Male Pipe NPTF 


60115 - MP-MP9S0 
60130 - MP-FPS 


60132 - MP-FPL 


60136 - MP-FPSO 
60140 - MP-FPX 
60142 - MP-FPX45 
60144 - MP-FPX90 
60152 - FP-FP 
60156 - FP-FP9O 
60160 - FP-FPX 
60162 - FP-FPX45 
60164 - FP-FPX90 
60181 - FP-FP-FP 
60183 - FP-FP-MP 
60184 - FPX-FPX-FPX 
60186 - FPX-FPX-MP 
60248 - O-RING 
60250 - MB-PLUG 
60275 - MB-FP 
60285 - MB-FPX 
60287 - MB-FPX45 
60289 - MB-FPXS0 
60291 - FB-MP 
60301 - MB-MJ 
60308 - MB-MJ45 
60312 - MB-MJ90 
60320 - MB-FUX 
60350 - MJ-MJ-MB 
60352 - MB-MJ-MJ 


Male Pipe NPTF to Male Pipe NPTF - 90° 

Male Pipe NPTF to Female Pipe NPTF Reducer Bushing 
- Short 

Male Pipe NPTF to Female Pipe NPTF Increasing Bushing 
- Long 

Male Pipe NPTF to Female Pipe NPTF - 90° 

Male Pipe NPTF to Female Pipe Swivel NPSM 

Male Pipe NPTF to Female Pipe Swivel NPSM - 45° 
Male Pipe NPTF to Female Pipe Swivel NPSM - 90° 
Female Pipe NPTF to Female Pipe NPTF 

Female Pipe NPTF to Female Pipe NPTF - 90° 
Female Pipe NPTF to Female Pipe Swivel NPSM 
Female Pipe NPTF to Female Pipe Swivel NPSM - 45° 
Female Pipe NPTF to Female Pipe Swivel NPSM - 90° 
Female Pipe NPTF - Tee 

Female Pipe NPTF on Run to Male Pipe NPTF - Tee 
Female Pipe Swivel NPSM - Tee 

Female Pipe Swivel NPSM on Run to Male Pipe NPTF - Tee 
O-Rings for Straight Thread Boss Fittings 

Male O-Ring Boss Plug 

Male O-Ring Boss to Female Pipe NPTF 

Male O-Ring Boss to Female Pipe Swivel NPSM 

Male O-Ring Boss to Female Pipe Swivel NPSM - 45° 
Male O-Ring Boss to Female Pipe Swivel NPSM - 90° 
Female O-Ring Boss to Male Pipe NPTF 

Male O-Ring Boss to Male JIC 37° Flare 

Male O-Ring Boss to Male JIC 37° Flare - 45° 

Male O-Ring Boss to Male JIC 37° Flare - 90° 

Male O-Ring Boss to Female JIC 37° Flare Swivel 
Male JIC 37° Flare on Run to Male O-Ring Boss - Tee 
Male O-Ring Boss to Male JIC 37° Flare to Male 

JIC 37° Flare - Tee 


60394 
60395 
60399 
60401 
60402 
60405 
60410 
60417 
60420 
60422 
60424 
60445 
60446 
60447 
60469 
60470 


60471 


60472 


60473 


604390 
60497 
604399 
60510 
60514 
60520 
60524 
60530 
60541 
60551 


=T[S 

- TSN 

=(LN 

= 'FJ=-CAP 

- MJ-PLUG 

- MJ-FBO 

- MJ-MJ 

- MJ-MJ90 

- MJ-FJ 

- MJ-FJX30 

- MJ-FJX45 

- MJ-BKHD 

- MJ-BKHD45 
- MJ-BKHDSO 
- MJ-MJ-MJ 

- MJ-MJ-FJX 


- MJ-MJ-BKHD 


- MJ-BKHD-MJ 


- MJ-FJX-MJ 


- MJ-MP 

- MJ-MP45 

- MJ-MPSO 

- MJ-FP 

- MJ-FP90 

- FJX-MP 

- FJX-MPSO 
='FIX-FP 

- MJBKHD-MP 
- MJ-MJ-MP 
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JIC 37° Flare - Tee 

Tube Sleeve 

Tube Sleeve Nut 

Locknuts for Bulkhead Fittings 

Female JIC 37° Flare Cap 

Male JIC 37° Flare Plug 

Male JIC 37° Flare to Female Braze - On 

Male JIC 37° Flare to Male JIC 37° Flare 

Male JIC 37° Flare to Male JIC 37° Flare - 90° 

Male JIC 37° Flare to Female JIC 37° Flare 

Male JIC 37° Flare to Female JIC 37° Flare Swivel - 90° 
Male JIC 37° Flare to Female JIC 37° Flare Swivel - 45° 
Male JIC 37° Flare to Male JIC 37° Flare Bulkhead 

Male JIC 37° Flare to Male JIC 37° Flare Bulkhead - 45° 
Male JIC 37° Flare to Male JIC 37° Flare Bulkhead - 90° 
Male JIC 37° Flare Tee 

Male JIC 37° Flare on Run to Female JIC 37° 

Flare Swivel - Tee 

Male JIC 37° Flare on Run to Male JIC 37° Flare 
Bulkhead - Tee 

Male JIC 37° Flare to Male JIC 37° Flare Bulkhead 

to Male JIC 37° Flare - Tee 

Male JIC 37° Flare to Female JIC 37° Flare Swivel 

to Male JIC 37° Flare - Tee 

Male JIC 37° Flare to Male Pipe NPTF 

Male JIC 37° Flare to Male Pipe NPTF - 45° 

Male JIC 37° Flare to Male Pipe NPTF - 90° 

Male JIC 37° Flare to Female Pipe NPTF 

Male JIC 37° Flare to Female Pipe NPTF - 90° 

Female JIC 37° Flare Swivel to Male Pipe NPTF 

Female JIC 37° Flare Swivel to Male Pipe NPTF - 90° 
Female JIC 37° Flare Swivel to Female Pipe NPTF 

Male JIC 37° Flare Bulkhead to Male Pipe NPTF 

Male JIC 37° Flare on Run to Male Pipe NPTF - Tee 






- Continued 


Adapters - Continued 


60593 
60594 
60595 


60596 
60597 


60599 
60600 


60654 


60664 


60698 
60701 
60702 
60705 
60712 


60724 


60740 


60742 


60744 


60748 
60770 
60785 
60800 
60801 
60805 
60810 
60811 


60820 
60821 
60880 
60897 
60898 
60899 
60900 
60901 
60905 
60906 


60910 
60911 


60915 


- DCN 
- DCN-MP 
- DCN-MPSO 


- T-MIXN-S 
- T-MIXN-SL 


- T-MIXN-B 
- MS-MP 


- MS-MPgO 


- MS-FP 


- MS-FP90 


= Q-RING FF 


- FFOR-CAP 
- MFFOR-PLUG 


Brass Adapters-Double Compression 

Brass Adapters-Double Compression to Male Pipe 
Brass Adapters-Double Compression to Male Pipe - 
gQ° 

Brass Adapters-Steel Tubing Male Inverted Swivel Nut - Steel 
Brass Adapters-Steel Tubing Male Inverted Swivel Nut - 
Steel - Long 

Brass Adapters-Brass Tubing Male Inverted Swivel Nut 
Brass Adapters-Male SAE 45° Flare to Male Pipe - 
Brass 

Brass Adapters-Male SAE 45° Flare to Male Pipe - 90° - 
Brass 

Brass Adapters-Male SAE 45° Flare to Female Pipe - 
Brass 

Brass Adapters-Male SAE 45° Flare to Female Pipe - 
90° Brass 

O-Rings for Flat-Face Fittings 

Female Flat-Face O-Ring Cap 

Male Flat-Face O-Ring Plug 


- MFFOR-MFFOR Male Flat-Face O-Ring to Male Flat-Face O-Ring 


- MFFOR- 
MFFORSO 

- MFFOR- 
FFORX90 


Male Flat-Face O-Ring to Male Flat-Face O-Ring - 90° 


Male Flat-Face O-Ring to Female Flat-Face Swivel - 
90° 


- MFFOR-MFFOR- 


MFFOR 


Male Flat-Face O-Ring Tee 


- MFFOR-MFFOR- 


FFORX 


- MFFOR-FFORX- 


MFFOR 


Male Flat-Face O-Ring on Run to Female Flat-Face 
Swivel- Tee 


Male Flat-Face O-Ring to Female Flat- Face O-Ring 
to Male Flat-Face O-Ring - Tee 


- MFFOR-BKHDT Male Flat-Face O-Ring to Male Flat-Face “O” Bulkhead - Tee 


- MFFOR-MP 

- MFFOR-FJX 

- MFFOR-MB 

- MFFOR-MBL 
- MFFOR-MB45 
- MFFOR-MB90 


Male Flat-Face O-Ring to Male Pipe NPTF 

Male Flat-Face O-Ring to Female JIC 37° Flare Swivel 
Male Flat-Face O-Ring to Male O-Ring Boss 

Male Flat-Face O-Ring to Male O-Ring Boss 

Male Flat-Face O-Ring to Male O-Ring Boss - 45° 
Male Flat-Face O-Ring to Male O-Ring Boss - 90° 


- MFFOR-MB9OL Male Flat-Face O-Ring to Male O-Ring Boss - 90° Long 


- MFFOR- 
MFFOR-MB 
- MFFOR-MB- 

MFFOR 


- FFORX-MJ 
- FL-CAP 


Drop 
Male Flat-Face O-Ring on Run to Male O-Ring Boss - Tee 


Male Flat-Face O-Ring to Male O-Ring Boss to Male 
Flat-Face O-Ring - Tee 

Female Flat-Face Swivel to Male JIC 37° Flare 

Code 61 O-Ring Flange Cap 


- FLANGE O-RING O-Rings for Code 61, Code 62, and Caterpillar-Style 


- CFHS 

- FL-MJ 

- FL4K-MJ / 
FLSK-MJ 

- FL-MJ45 

- FL4K-MJ45 / 
FLSK-MJ45 


- FL-MJ90 
- FL4K-MJ90/ 
FLSK-MJ90 


- FL4K-MFFOR/ 
FLSK-MFFOR 


Flange Fittings 
Flange Half Sets (Code 61 - SAE J518} 
Code 61 O-Ring Flange to Male JIC 37° Flare 


Code 61 O-Ring Flange to Male JIC 37° Flare - High Pressure 
Code 61 O-Ring Flange to Male JIC 37° Flare - 45° 


Code 61 O-Ring Flange to Male JIC 37° Flare - 45° - 
High Pressure 
Code 61 O-Ring Flange to Male JIC 37° Flare - 90° 


Code 61 O-Ring Flange to Male JIC 37° Flare - 90° - 
High Pressure 


Code 61 O-Ring Flange to Male Flat-Face O-Ring - 
High Pressure 


Gates Global Part Numbering System 


60920 


- FL4K-MFFOR45/ 





FLSK-MFFOR4S Code 61 O-Ring Flange to Male Flat-Face O-Ring 45° - 


60925 


High Pressure 


- FL4K-MFFORSO/ 


FLSK-MFFORSO Code 61 O-Ring Flange to Male Flat-Face O-Ring 90° - 


60927 - FLH-CAP 
60929 - FHHS 
60930 - FLH6K-MJ 
60935 - FLH6K-MJ45 
60940 - FLH6K-MJ90 
60945 - FLH6K-MFFOR 


60950 - FLH6K- 
MFFOR4S 


60955 - FLH6K- 
MFFORSO 


60959 - CATFHS 
62150 - MBSPT-MJ 


62153 - MBSPT-MJ45 


62155 - MBSPT-MJ9O0 


62200 - MBSPP-MP 


62220 - MBSPP-FP 


62300 - MBSPP-MJ 


62305 - MBSPP-MJ45 


62310 - MBSPP-MJ9O 


62320 - MBSPP-FJX 


62450 - MBSPPOR-MJ 


62460 - MBSPPOR- 
MJ90 
62470 - MBSPPOR- 
MFFOR 
62471 - MBSPPOR- 
MFFORL 
62473 - MBSPPOR- 
MFFOR4S 


- MBSPPOR- 
MFFORSO 


62475 


62500 
62520 
62550 


- FBSPP-MP 
- FBSPP-FP 
- FBSPP-MJ 


62605 - FBSPPX-MPSO 


62650 - FBSPPX-MJ 
62660 - FBSPPX-FJUX 


62801 - FBFFOR-MJ 
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High Pressure 

Code 62 O-Ring Flange Cap 

Flange Half Sets (Code 62 - SAE J518} 

Code 62 O-Ring Flange Heavy to Male JIC 37° Flare - 
(6,000 psi) 

Code 62 O-Ring Flange Heavy to Male JIC 37° Flare 45° 
-(6,000 psi) 

Code 62 O-Ring Flange Heavy to Male JIC 37° Flare 90° 
-(6,000 psi) 

Code 62 O-Ring Flange Heavy to Male Flat-Face O Ring 
- (6,000 psi] 


Code 62 O-Ring Flange Heavy to Male Flat-Face O- 
Ring 45° - (6,000 psi) 


Code 62 O-Ring Flange Heavy to Male Flat-Face O- 
Ring 90° - (6,000 psi) 

Caterpillar-Style Flange Half Sets 

British Male Standard Pipe Tapered Thread to Male JIC 
37° Flare 

British Male Standard Pipe Tapered Thread to Male JIC 
37° Flare - 45° 

British Male Standard Pipe Tapered Thread to Male JIC 
37° Flare - 90° 

British Male Standard Pipe Parallel to Male Pipe NPTF 
British Male Standard Pipe Parallel to Female Pipe NPTF 
British Male Standard Pipe Parallel to Male JIC 37° 
Flare 

British Male Standard Pipe Parallel to Male JIC 37° Flare - 
45° 

British Male Standard Pipe Parallel to Male JIC 37° Flare - 
a0” 

British Male Standard Pipe Parallel to Female JIC 37° 
Flare Swivel 

British Male Standard Pipe Parallel with O-Ring to Male 
JIC 37° Flare 


British Male Standard Pipe Parallel with O-Ring to Male 
JIC 37° Flare - 90° 


British Male Standard Pipe Parallel with O-Ring to Male 
Flat-Face O-Ring 


British Male Standard Pipe Parallel with O-Ring to Male 
Flat-Face O-Ring - Long 


British Male Standard Pipe Parallel with O-Ring to Male 
Flat-Face O-Ring - 45° 


British Male Standard Pipe Parallel with O-Ring to Male 
Flat-Face O-Ring - 90° 

Female British Standard Pipe Parallel to Male Pipe NPTF 
Female British Standard Pipe Parallel to Female Pipe NPTF 
Female British Standard Pipe Parallel to Male JIC 37° 
Flare 

Female British Standard Pipe Parallel Swivel to Male 
Pipe NPTF - 90° 

Female British Standard Pipe Parallel Swivel to Male 
JIC 37° Flare 

Female British Standard Pipe Parallel Swivel to Female 
JIC 37° Flare Swivel 

Female British Flat-Face O-Ring to Male JIC 37° Flare 
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Adapters 


63099 - MMOR-PLUG 
63120 - MM-FP 
63150 - MM-MJ 
63160 - MM-MJ90 
63350 - MDL-MJ 
63450 - FOLX-MJ 


63650 - MDH-MJ 
63750 - FDHX-MJ 


63980 - MKB-PLUG 
63990 - MKB-MJ 
64075 - BBDS 

64094 - MBSPOR-PLUG 
64095 - O-RING FBSPP 


64097 - FBSPP-CAP 
64098 - MBSPT-PLUG 
64099 - MBSPP-PLUG 


- Continued 


- Continued 


Male Metric O-Ring Plug 

Male Metric with O-Ring to Female Pipe NPTF 

Male Metric with O-Ring to Male JIC 37° Flare 

Male Metric with O-Ring to Male JIC 37° Flare - 90° 
Male DIN 24 Cone - Light Series to Male JIC 37° Flare 
Female DIN 24 Cone Swivel - Light Series to Male JIC 
37° Flare 

Male DIN 24 Cone - Heavy Series to Male JIC 37° Flare 
Female DIN 24 Cone Swivel - Heavy Series to 

Male JIC 37° Flare 

Male Kobelco Plug 

Male Kobelco to Male JIC 37° Flare 

British Bonded Seal 

Male British Standard Pipe Parallel with O-Ring Plug 
O-Rings for British Standard Parallel Pipe 

(BSPP Couplings} 

Female British Standard Pipe Parallel Cap 

Male British Standard Pipe Tapered Thread Plug 

Male British Standard Pipe Parallel Plug 


64350 - MBSPP-FBSPPX Male British Standard Pipe Parallel to Female 


64775 - MBDS 
64780 - O-RING DINL 


64781 - O-RING DINH 


64790 - MM-PLUG 
64792 - MDL-PLUG 
64793 - FDL-CAP 
64794 - MDH-PLUG 
64795 - FDH-CAP 
65097 - FIIS-CAP 
65099 - MJIS-PLUG 
65100 - FUIS-MJ 


65597 - FK-CAP 
65599 - MK-PLUG 
65600 - FK-MJ 
65700 - MK-MK 
65750 - MK-MJ 
65800 - MK-FKIO 
65950 - MK-FK-MK 


British Standard Pipe Parallel Swivel 

Metric Bonded Seal 

O-Rings for DIN Light Series [MegaCrimp and 
GlobalSpiral Couplings) 

O-Rings for DIN Heavy Series (MegaCrimp and 
GlobalSpiral Couplings) 

Male Metric Plug 

Male DIN 24 Cone - Light Series Plug 

Female DIN 24 Cone - Light Series Cap 

Male DIN 24 Cone - Heavy Series Plug 
Female DIN 24 Cone - Heavy Series Cap 
Female Japanese Industrial Standard Cap 
Male Japanese Industrial Standard Plug 
Female Japanese Industrial Standard to Male 
JIC 37° Flare 

Female Komatsu Cap 

Male Komatsu Plug 

Female Komatsu to Male JIC 37° Flare 

Male Komatsu to Male Komatsu 

Male Komatsu to Male JIC 37° Flare 

Male Komatsu to Female Komatsu - 90° 
Male Komatsu to Female Komatsu to Male 
Komatsu - Tee 
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Gates Global Part Numbering System 









- Continued 


Quick Disconnect Couplers 


Gates Global Part Numbering System 





Gates Quick Disconnect couplers feature a meaningful part number that makes coupling identification fast and 
easy. Always refer to Gates Cross Reference Charts when selecting a quick disconnect coupler for a competitive 


interchange. 
(5 CG a 0 2 1 _ 0 84 0 & D BODY STYLE THREAD STYLE 
IDENTIFICATION 0 Not Applicable 
0 Assembly 1 Female Pipe 
; JL f | : 1 Male Tip (Nipple) 2 Female O-Ring Boss 
| | 2 Female Coupler 3 Bulkhead Mounts 
Coupling Body Thread Nominal = Thread Letter 3 Repair Kit 4 Female British 
Series Style Style Coupling _— Size Optional 5 O-Ring Parallel Pipe 
Double Actin 6 Backup Ring 
{see below] [seeright]) (see right) Size [ cee g 8 Dust Plug MISCELLANEOUS 
9 Dust Cap D  Double-Acting Sleeve 
P  Connect-Under-Pressure 
COUPLING SERIES INDENTIFICATION _— 
G940 Series (Agriculture Standard-Ball Valve) G94 - 923 FQFF-BKHD Female Flush Face to JIC 37 Flare 
G94 - 011 MQBA-FP Male Ball Valve to Female Pipe Bulkhead 
G94 - O12 MQBA-FB Male Ball Valve to Female O-Ring Boss G94 - 925 FQFF-FBPP — Female Flush Face Valve to Female 
G94 - 021 FQBA-FP Female Ball Valve To Female Pipe British Pipe Parallel 
G94 - 021 FQBADA-FP — Female Ball Valve To Female Pipe G94 - 981 QDFFDP/C Dust Plug/Cap Combination 
G94 - Oee FQBA-FB Female Ball Valve To Female O-Ring Boss 
G94 - 025 QDAOR O-Ring G950 Series (Flush Face - High Pressure) 


GS940 and G941 Series (Agricultural) 


G94 - 081 


QDADP/C 


QD Plug - Cap Combination 


G941 Series (Agriculture Standard-Poppet Valve) 


G94 - 111 
G94 - 121 


MQPA-FP 
FQPA-FP 


Male Poppet Valve to Female Pipe 
Female Poppet Valve to Female Pipe 


G942 Series (John Deere Old Style) 


G94 - 211 MQBAJD-FP Male Ball Valve to Female Pipe 
G94 - ele MQBAJD-FB Male Ball Valve to Female O-Ring Boss 
G94 - 221 FQBAJD-FP — Female Ball Valve to Female Pipe 


G943 Series (International Harvester Old Style) 
MQBAIHC-FP Male Tip - Ball Valve to Female Pipe 


G94 - 311 


GS44 Series (J.I. Case Old Style) 
MQBAJIC-FP Male Tip - Ball Valve to Female Pipe 


G94 - 411 


GS45 Series (Industrial ISO 7241-1 - Series B) 


G94 - 511 MQPI-FP Male Poppet Valve to Female Pipe 
G94 - 521 FOPIEFP Female Poppet Valve to Female Pipe 
G94 - 525 QDIOR O-Ring 

G94 - 526 QDIBR Backup Ring 

G94 - 581 QDIDP/C QD Plug - Cap Combination 


GS49 Series (Flush Face - HTMA) 


G94 - 911 MQFF-FP Male Flush Face Valve to Female Pipe 

G94 - 912 MQFF-FB Male Flush Face Valve to Female 
O-Ring Boss 

G94 - 913 MQFF-BKHD Male Flush Face Valve to JIC 37 Flare 
Bulkhead 

G94 - 915 MQFF-FBPP Male Flush Face Valve to Female 
British Pipe Parallel 

G94 - 921 FQFF-FP Female Flush Face Valve to Female 
Pipe 

G94 - 922 FQFF-FB Female Flush Face Valve to Female 


O-Ring Boss 


G95 - 0el FQFFH-FP Female Flush Face Valve 

G95 - 011 MQFFH-FP Male Flush Face Valve 

G95 - 081 QDFFHDP/C QD Plug - Cap Combination 

G951 Series (Wing Nut) 

G95 - 111 MQW-FP Male [Brass] - Less Flange 

G95 - 121 FQW-FP Female [Brass] - Wing Nut (Cast Iron] 
G95 - 180 QWDP Dust Plug 

G95 - 190 QWDC Dust Cap 


G952 Series (High Pressure Wing Nut) 


G95 - 211 MQWH-FP Male Acme Flat Threads to Female Pipe 
G95 - 221 FQWH-FP Female Wing Nut to Female Pipe 
G95 - 230 QWHDP Dust Plug 

G95 - 290 QWHDC Dust Cap 


G953 Series (Very High Pressure) 


G95 - 311 
G95 - 3el1 


MQFFVH-FP 
FQFFVH-FP 


Male Poppet Valve to Female Pipe 
Female Screw to Connect to Female Pipe 


G956 Series (Industrial ISO 7241 - Series A) 


G95 - 611 MQP-FP Male Poppet Valve to Female Pipe 
G95 - 621 rUP<FP Female Poppet Valve to Female Pipe 
G95 - 625 QDOR O-Ring 

G95 - 626 QDBR Backup Ring 

G95 - 681 QDDP/C QD Plug - Cap Combination 


G959 Series (Agriculture QD Adapters) 


G95 - 961 MJD-FISO John Deere Old Style to ISO Style 

G95 - 962 MISO-FJD ISO Style to John Deere Old Style 

G95 - 963 MIHC-FJD Int'l Harvester to John Deere Old Style 

G95 - 964 MIHC-FISO Int'l Harvester Old Style to ISO Style 

G95 - 965 MISO-FIHC ISO Style to Int'l Harvester Old Style 

G95 - 966 MISO-FJDDSO ISO Style to John Deere Old Style - 
(Double Shutoff} 

G95 - 967 MISO-FIHCDSO ISO Style to Int'l Harvester Old Style - 
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(Double Shutoff} 


HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





Cou 





HOSE 


nes 7 La RCe 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
5E 

COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Gates Global Part Numbering System 
- Continued 


High Pressure Ball Valves 


Gates Ball Valves feature a meaningful part number that makes coupling identification fast and easy. 


G96210-0808 
Sf filo tet 


Coupling Body Thread Thread Thread 
Series style style Size Size 
[Ball Valve, 
see below] 


BODY AND THREAD INDENTIFICATION 


110 PreePPBy Female Pipe NPTF 
115 FB-FBBV Female O-Ring Boss 
120 FP=FPBV Female Pipe NPTF 
210 FP=FP-FPBY Female Pipe NPTF 

211 FP=—P-FPBV Female Pipe NPTF 
300 FL-FLBV Code 61 O-Ring Flange 
310 FL-FLBV Code 61 O-Ring Flange 
350 FLH-FLHBV Code 62 O-Ring Flange 
355 FLH-FLHBV Code 62 O-Ring Flange 


High Pressure Live Swivels 


Gates Live Swivels feature a meaningful part number that makes coupling identification fast and easy. 


G93510-0808 
Sf fil tt 


Live Body Thread Thread Thread 
Swivel style style size Size 


BODY AND THREAD INDENTIFICATION 


345 BSPP-BSPP-LX Male BSPP to Male BSPP 
410 MJ-MJ-LX Male JIC to Male JIC 

450 MJ-FJ/FB-LX Male JIC to Female Boss 
500 JIC SWIVEL SEAL KIT JIC Seal Kit 

910 MJ-FP-LX Male JIC to Female Pipe 
600 ORS LIVE SWIVEL SEAL KIT ORS Seal Kit 

700 ORS/BSPP LIVE SWVL SEAL KIT ORS/BSPP Seal Kit 

724 MFFOR-FFORX-LX Male ORFS to Female ORFS 
742 MFFOR-MFFOR-LX Male ORFS to Male ORFS 
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ON Coupling/Thread Configurations 


GlobalSpiral™ (GS) Couplings 
For EFG6K, EFGSK, EFG4K, EFG3K, and more Hose 





GS-MP GS-MPLH 





; => CIE) coool F 























GS-FJX60 GS-FJXIOS GS-FJXSOL GS-MFFOR 
GS-FJXSOM  GSFJXIOXL 





a 
a 
a 


GS-FL 
GS-FLK 












GS-FFORXS0S 
GS-FFORX90M 
GS-FFORXSOL 















































Cet CME = 
eae 7 eS 


GS-FL45M GS-FL60M GS-FL67M 
GS-FLK45 




















a] a 


GS-FLH GS-FLH22M 






































a 
2 
a 











GS-FLH60M GS-FLH67M GS-FLH9SOM 














GS-FLH9OS 



































CTU ay CTO I, CTS 
GS-FLC30 GS-FLC4S GS-FLC60 
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GS-FFORX 











GS-FL22M 


























INE 








GS-FLIO 
GS-FL9O0S 
GS-FLSOM 
GS-FLK9O 

















4 








a 
ZB 
a 





























GS-FLH30M 








GS-FLC 


a 
B 
{ja 























GS-FLC67 


mt] 


Ce 


GS-FJX458 
GS-FIX45M 
GS-FJX45L 























at 























GS-FFORX45 





a 





It 





— 











GS-FL30M 











GS-FLH45M 











Sy i _ my CONNIE ml Camel ~Y) 


GS-FLC22 















































GS-FLCIO 


L 














HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
TEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


THERMOPLASTIC 
COUPLINGS 


wu WN 
QD 
4 
WN 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


one 
Ses 
eer 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PART 
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ee Coupling/Thread Configurations - Continued 


HOSE 
pean GlobalSpiral™ (GS) Couplings 
cexcouptincs| For EFG6K, EFGSK, EFG4K, EFG3K and more Hose-Continued 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 














2 
a 














ca 


GS-MKB GS-MBSPP 






a 
GS-FDHORXSO 


POWER CRIMP % - ; 
COUPLINGS GS-FDHORX GS-FDHORX45M GS-FDHORXS0M 


LOC, GLAND GLP 
COUPLINGS 








POLARSEAL 
COUPLINGS 





POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


(@ 


GS-FUISX GSIF-2 GSIF-4 GSIF-6 





Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 


bounce} GlobalSpiral™ (GS) Couplings 
One-Piece Couplings for Use with MobileCrimp® Crimpers 
for EFG6K, EFGSK, EFG4K, EFG3K and more Hose 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 

BRAKE 

COUPLINGS 
MGS-FJX90 


ADAPTERS MGS-MP MGS-MJ MGS-FJX 


QUICK 

DISCONNECT 

COUPLERS 
LIVE SWIVEL) igs-FFORX9OM MGS-FL MGS-FL45S MGS-FLSOM MGS-MDH 


BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
: PARTS MGS-FDHORX MGS-FBSPORX 


MGS-FFORX 
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Coupling/Thread Configurations - Continued 





HOSE 






MegaCrimp® Couplings eedalegee 
g p ping SELECTION 
For High and Medium Pressure Hose G8K COUPLINGS 
GLOBALSPIRAL 
COUPLINGS 
G-MPXg0 PCM/PCS 
G-MP G-MPLN G-MPXx G-MPX9OL G-FP FERRULES 
MEGACRIMP 
COUPLINGS 
STAINLESS 
STEEL 
G-MBX90 
G-FPX G-MB G-MBX G-MBX45 G-MBX90L eee 
LOC, GL AND GLP 
COUPLINGS 
POLARSEAL 
COUPLINGS 
G-MBAX : G-MBAX90S ; _ 
ree 6_-MBAXSOL eae oe POLARSEAL I 
COUPLINGS 
C14 COUPLINGS 
PCTS 
THERMOPLASTIC 
COUPLINGS 
G-FJX90S 
G-FJX30 G-FUX45S G-MS 
G-FUX45 G-FJX90M FIELD 
G-FUX9OL G-FJXSOBL ATTACHABLE Gl 
& G2 COUPLINGS 
FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 
G-FSX G-FSXAS G-FSX90 G-MFFOR G-FFORX ye 
COUPLINGS 
ADAPTERS 
QUICK 
DISCONNECT 
G-FFORX90S G-FL COUPLERS 
G-FFORX45 G-FFORX30M G-FLK G-FL22 G-FL30 
Gree LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 
G-FL45 G-FLR7S G-FL9O EQUIPMENT AND 
G-FLKAS G-FL60 G-FL67M G-FLK90 G-MIX PARTS 
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Coupling/Thread Configurations - Continued 





HOSE 


eed MegaCrimp® Couplings - Continued 


For High And Medium Pressure Hose-Continued 


GLOBALSPIRAL 


COUPLINGS | | AS OB 


PCM /PCS 
FERRULES 
G-MIX45 G-MIX90 G-MFA G-NASP G-FABX 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 





POWER CRIMP 
COUPLINGS 


G-FG G-FZX G-PWX G-BJ G-MDL 
LOC, GL AND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 
G-FDLORX G-FDLORX45 G-FDLORX90 G-FFGX G-MDH 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 


& G2 COUPLINGS G-FDHORX G-FDHORX45 G-FDHORX90 G-MLSP G-MBSPT 
FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 
SURELOK AIR 
BRAKE 
COUPLINGS 


G-MBSPP G-FBSPORX G-FBSPORX45 G-FBSPORX90 G-FBSPORXS3OBL 
ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
G-FKX45 
G=FBFFX G-FKX G-FKX45M 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


G-FJISX 
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Chemical Resistance Ratings 





CHEMICAL RESISTANCE RATINGS FOR GATES HOSE 
POLYMERS, COUPLINGS AND ADAPTER MATERIALS 


The Chemical Resistance Table lists the relative 
resistance of hose and coupling materials to more 
common chemicals. These ratings do not cover 
all possible variations of all factors, such as 
temperature, concentration, degradation or fluid 
contamination, etc. Testing under actual conditions 
is the best way to ensure chemical compatibility for 
critical applications. 


For specific information, contact Gates Hose/ 
Connector Product Application, Denver, Colorado 
303-744-5070. 


Rating Scale 
Excellent resistance 
Good resistance 


Not recommended 


Testing recommended 





HOW TO USE THE CHEMICAL RESISTANCE TABLE 
1. Chemicals are listed alphabetically. 


2. Find the hose, coupling and adapter material 
type that has a resistance rating of “1” or “2” 
(See Rating Scale}. 


3. Find hose with compatible polymer(s] in 
the Gates Hydraulic Hose Selection Guide. 


4. Look for compatible couplings for the selected 
hose by following the hose page references 
in the Selection Guide. 


NOTE: O-rings used with couplings also must be 
considered for chemical compatibility with the 
fluid to be conveyed. This includes couplings 
containing internal O-rings; for example, MPX 
(Male Pipe Swivel]. Gates standard O-ring is made 
of Nitrile. If O-rings other than Nitrile are required, 


contact Gates Hose/Connector Product Application. 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Chemical Resistance Table 


HOSE 





HOSE/CPLG. Rating Scale: Gates Hose Polymers Couplings Rating Scale: Gates Hose Polymers Couplings 
SELECTION 1 Excellent & Adapters 1 Excellent & Adapters 
2 Good resistance 2 Good resistance Trade Names 
X Not recommended ACC, JMUTZ aie X Not recommended ACC, JMUTZ eae 
G8K COUPLINGS a ale ee @ On a” i ee 2 Oo 
over stock rating only; a ee over stock rating only; a om 
Rating for tube stock "yer = 3 o 2 Rating for tube stock my = - ® 8 8 
* Use Gates fuel hose or 9° ‘oD = Of Ee * Use Gates fuel hose or 9° ‘o a CE 
GLOBALSPIRAL contact Denver Product | 2 a G c 28 3 contact Denver Product | 2 a <c 28 3 
COUPLINGS Application Department o 2 a 6 So = = 2 e Application Department S 2 © = 6 uw c Sete 
oH 5 ss 8 = SEEwsz ELS 5 5 6 
Chemical Name cSeezo0o2 Sah 2e Chemical Name ceSezug246 2 SoG = 
PCM/PCS A Ammonium Chloride, 1% X21 ta 11 X 2 2 Xx 
FERRULES Absorption Bil a) = = = = Ammonium Chloride, 
Acetaldehyde x x 12a i471 10% Boiling X 2 2 X 
MEGACRIMP Acetamide 12 a= Ss =e Ammonium Chloride, 
COUPLINGS| Acetic Acid, 5-20% 2 X X22 2 x 28% Boiling X¥ 292 X 
Acetic Acid, 25% 2 Xx Y 2.-2 oO x Ammonium Chloride, 
Acetic Acid, 30% 2 X X 21 2 X 90% Boiling X 2 2 X 
STAINLESS] Acetic Acid, 50% 2 x y o 9. “oa ¥ Ammonium Hydroxide e211 
ee Acetic Acid, 50% Boiling X X a ae Ammonium Hydroxide, 3 Molar X 22 X 
Acetic Acid, 80% xX X Yao BD ¥ Ammonium Hydroxide, 
POWER CRIMP] Acetic Acid, 80% Boiling X X X X 2 X X Concentrated x @ 2 x 
COUPLINGS] Acetic Acid, 100% x x x 2 2 Xx Ammonium Metaphosphate 111 X 
Acetic Acid, 100% Boiling X X YM. « ¥ Ammonium Nitrate, Fertilizer se 
Acetic Acid, 100% (Hot) Vapors} 2 2 X X 2 2 X Ammonium Nitrite e211 X 
LOC, GL AND GLP Acetic Acid, Air Free X X X - xX Ammonium Persulfate x 2 2 x 
COUPLINGS ; . 2 
Acetic Acid, Anhydride Xe 2 2% Ammonium Persulfate, 5% X 2 2 X 
Acetic Acid, Areated ¥ ¥ XY «= X Ammonium Persulfate, 10% xX 2 2 Xx 
POLARSEAL| Acetic Acid, Crude =, Kot 2 x Ammonium Phosphate 
COUPLINGS Acetic Acid, Glacial xX X X¥ D2 9 D «= (Mono, Di, ih; Basic} 1 X 2e X 
Acetone (Dimethylketone] X X 144 @2 4 Ammonium Sulfate 1 x x eB x 
Acetonitrile (Methyl Cyanide] | 2 X a a ee Re Ammonium Thiocyanate 1 1141 - 
POLARSEAL II Vien a 4 Sy 
COUPLINGS| Acetylene 22 I a 2 my! Acetate 
Acrylonitrile (Vinyl Cyanide} X X tite 4 Amyl Alcohol 2 1 14 7 
Aero Lubriplate Lt ttt dt « Amy! Borate e - - - - 
C14COUPLINGS| Aero-Safe 2300 Xx X X 107 4 4 Amyl Chloride x = oe 
Aeroshell Type 1A, 1AC, 4 2 il 1 ss & & + Amy! Chloronaphthalene X - 11 - 
pcts| Aeroshell 7AGrease 2 il X 11i1i1- Amy! Naphthalene X - 11 - 
THERMOPLASTIC| Aeroshell 17 Grease 21 x 111i1- Amy! Phenol = = oe oe 
COUPLINGS| Aeroshell 750 x <2 X 1111 - AN-0O-3 Grade M ie : = = = 
Air, Ambient I. 4 1 i tt a 2 AN-O-6 11 - 2s a = 
Ai Sos 11 1 111141 AN-0-366 1 ak “ = he & 
erence cea Air, 180°F 2 9 5 11111. Anderol, L-774 (Diester} ee 1 22s = 
& G2 COUPLINGS Air, 200°F xX X 2 14%47 Anderol, L-826 (Diester} X 2 i - - - = 
Aircraft Hyd. Oil AA = 7 Boe = 1417 4 Anderol, L-829 (Diester} X 2 ul - 5 = 
Alcohol 1 2 ee oh 14% &< 7 ANG-25 (Glyceral Ester] oor al - - = = 
FIELD} Alcohol, Amy! 9 es 2. i 2 Oy Be ANG-25 (Diester Base, TG749)| X 2 1 1 tt 1 
ATTAC eer Alcohol, Benzyl X 9 4 ‘ t& i « « Aniline X X i eo l 1 xX 
COUPLINGS| Alcohol, Buty! X 2 1 1 it 1 1.4 Aniline Dyes X X 4 2112 
Alcohol, Denatured 1 ‘i 1 1294417 Aniline Hydrochloride X X al X 11 - 
Alcohol, Diacetone X 2-1 144 4 2 Animal Gelatin i 1 = 1. 3 
SURELOK AIR} Alcohol, Ethyl (Ethanol) 1 1 2 a 124 a2 Animal Fats eed 1 1111 
epipince Alcohol, Furfural x oe a 2 11 1 1 Animal Oil (Lard Oil) 21 i a 
Alcohol, Hexyl (Hexanol) 1 x 1 tt tt £. 2 Antifreeze, Alcohol Base ee i i Lt. i. -1 
Alcohol, Isobuty! 5 1 ul 113112 Antifreeze, Glycol Base 2 l i Led it 7 
ADAPTERS | Alcohol, lsopropyl (Isopropanol) 2 2 1 11112 Antimony Chloride, 50% od 1 x & = 
Alcohol, Methyl (100%) AN-VV-O-366B Hydraulic Fluid - - - = = 
[Methanol] 1 4 it 1.43 Aqua Regia (Concentrated) 1 X X X X 
QUICK] Alcohol, Methyl (6% 14 111 1 2 ~~ ArcoAT.F. Dexron - 2 = & 
DISCONNECT 
COUPLERS| Alcohol. Octy! 2 2 iti 41 = Arco C2, 100 - oo 
Alcohol, Propy! 11 St t 1 2 Aromatic Fuel 30%, Mil. 1 - - - = 
Alkazene X X fh 2 ek = Aromatic Fuel 50% 1 2 fee = 
LIVE SWIVEL} Aluminum Chloride 11 x 2 Dp xX Aromatic Hydrocarbons 1 2 12 2 
Aluminum Fluoride 11 ~ 2 2 2 x Arsenic Acid mit 1 ele * a 2 
Aluminum Hydroxide 11 = th 3 - 7 Askarel, Transformer Oil X X i 1;11i1 ==- 
BALL VALVES Aluminum Hydroxide, Saturated} 1 1 »- Ff tt «= < Asphalt, Under 180°F aes 1 2/1141 - 
Aluminum Nitrate + a a Asphalt, Cut Back X 2 1 x/1 11 2 
ACCESSORIES| Aluminum Sulfate 11 xe 2 & x Asphalt, Topping 1 X i x/1 11 = 
Alums ASTM Oil No. 11 1 |b 2 tf 
[Ammonium or Potassium] X 22 X X ASTM Oil No.  . 1 Lk Tt. dt oo 
PARTS Ammonium Carbonate i it = « ASTM Oil No. 4 X 2 i Lyd Lt 1 ft 
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>< | Brass 


>< 


mo mM FR 


PPP 


Rating Scale: 

1 Excellent 

2 Good resistance 

X Not recommended 

- Testing recommended 


[ ] Cover stock rating only; 
Rating for tube stock “X” 

* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Gates Hose Polymers 


Trade Names 
CO, JMUTZ 


Polychloroprene| > 


<xrFrF mnFe- F- JNitrile 


Nitrile/PVC 
[Urethane] 





Chemical Name 


ASTM Reference Fuel A 

ASTM Reference Fuel B 

ASTM Reference Fuel C 

ATL-857 

Atlantic Dominion F 

Aurex 903R (Mobil) 

Automatic Brake Fluid 

Automatic Transmission Fluid 
- ATF 

Aviation Gasoline, Mil. 


B Se 
Baltic Types 


IDG, 230; 200; 300, 500 -1- ---t1 - -|- 
Banvel, 

Concentrated (Ag Spray] 
Bardol B 
Barium Carbonate 
Barium Chloride 
Barium Chloride, 5% 
Barium Chloride, 

Aqueous Solution (Hot) 
Barium Hydroxide 
Barium Sulfate dod ee Ae ed Ie 
Barium Sulfate, 

Aqueous Solution (Hot) Ke eee ee DL KX OL 2 
Barium Sulfide 2 
Bayol D = 
Bayol 35 - 
Beet Sugar Liquors X 
Bellows 80-20 Hydraulic Oil : 
Benzaldehyde 
Benzene, Benzol 
Benzene Sulfonic Acid 
Benzine, Petroleum Ether 
Benzoic Acid 21°C [70°F] 
Benzol 
Benzyl Alcohol 
Benzyl Benzoate 
Benzyl Chloride 
Bismuth Carbonate 
Black Point 77 
Black Sulfate Liquor 
Blast Furnace Gas 
Borax, Sodium Borate 
Bordeaux Mixture 
Boric Acid 
Boron Fuels, HEF 
Brake Fluid, Petroleum Base 
Brake Fluid, Synthetic Base 
Bray GG - 130 
Brayco 719-r (VV-H-910) 
Brayco 885 (MIL-L-6085A) 
Brayco 910 
Brine 
Broii-i is 
Brom-114 
Bromine, Dry 
Bunker Oil 
Butadiene 
Butane 
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**Nitrile LSO°F or less, no constant contact. 


Couplings 
& Adapters 


FF F {Stainless Steel 304 
bt 1 - [Stainless Steel 316 


PmorPe 


ae) 


PR be PPP PP ao 


ae) 


Rating Scale: 

1 Excellent 

2 Good resistance 

X Not recommended 

- Testing recommended 


[ ] Cover stock rating only; 
Rating for tube stock “X” 


* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Chemical Name 


Butter Oil 
Butyric Acid 
Butyl Acetate 
Buty! Alcohol 
Butyl Amine 
Buty! Carbitol 
Butyl Mercaptan 
Butyl Stearate 
Butyraldehyde 
11 - C 
Calcium Acetate 
Calcium Arsenate 
Calcium Bisulfate 
Calcium Bisulfide 
Calcium Bisulfite 
Calcium Carbonate 
Calcium Chlorate 
Calcium Chloride 
Calcium Hydroxide 
Calcium Hydroxide, 10% Boiling 
Calcium Hydroxide, 20% Boiling 
Calcium Hydroxide, 50% Boiling 
Calcium Hypochlorite, 
5% (Under 100°F} 
Calcium Hypochlorite, 
15% (Under 100°F} 
Calcium Nitrate 
Calcium Silicate 
Calcium Sulfate 
Calcium Sulfide 
Caliche Liquors 
Cane Sugar Liquors 
Carbolic Acid, Phenol 
Carbon Dioxide, Dry 
Carbon Dioxide, Wet 
Carbon Disulfide 
Carbon Monoxide, 
Under 150°F (Hot) 
Carbon Tetrachloride, 5%-10% 
Carbon Tetrachloride, Pure 
Carbonic Acid 
Castor Oil 
Caustic Soda, 20% 
Caustic Soda, 50% 
Cellosolve Acetate, Under 100°F 
Cellosolve, Butyl, Under 100°F 
Cellosolve, Union Carbide, 
Under 100°F 
Cellugard, Cellugard 200 
Cellulube 90, 150, 220, 300, 550 
Cellulube 1000, 220A, ST220, 
A60 
Cellutherm 2505A 
Chevron Fr-10,13,20.8 
Chlordane 
Chlorinate Paraffin & 
Petroleum Oil 
Chlorine Gas, Dry 
Chlorine Gas, Wet 
Chlorine Trifluoride 


bE & [Aluminum 
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Chemical Resistance Table - Continued 
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<nmnmx PRR eB 
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K+ >< >< rm |Polychloroprene 


Gates Hose Polymers 


Trade Names 


Nitrile/PVC 
[Urethane] 


PRPrPPrP PrP Pe Pb IPTFE 
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Couplings 
& Adapters 


H |Aluminum 
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PREeErRPE HP Be - [Stainless Steel 316 
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po 
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RPxK <_K FR 
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<x MF 


HOSE 


HOSE/CPLG. 
cS) =a ON (6) 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Chemical Resistance Table - Continued 


HOSE 





ROR aah = Rating Scale: Gates Hose Polymers Eaupunigs Rating Scale: Gates Hose Polymers palpi 
SELECTION 1 Excellent & Adapters 1 Excellent & Adapters 
2 Good resistance Trade Names 2 Good resistance 
X Not recommended ACC, JMUTZ =e X Not recommended ACC, JMUTZ Sve 
G8K COUPLINGS a a aie alas a Qn a Peis ce lle @ ee 
over stock rating only; @ G over stock rating only; @ 
femur eo og 6 bee + ummm le eo og) (REE 
GLOBALSPIRAL contact Denver Product |S & 5 5|0 88 5 contact Denver Product | 2 & G 5/6 24 2 
COUPLINGS Application Department o 2 © 6 ia 3 oa == 2 Application Department S 2 © = 6 a 3 oc = es 
= Ss ci 5 8s © seeteee 5 8 f 
Chemical Name a Ze Sr SeiS ae = a Chemical Name Ree ae le = 
PCM /PCS Chlorine Water, 3% Chlorine X X X 1 - X X - = Cutting Oil et @ dx 1 1 i i ff 
FERRULES| Chlorine Water, 25% Chlorine | X X X 1 - X X - = Cyclohexane X2-31X11 i -2 2-4 
Chloroacetic Acid Cyclohexanone X X X 2 X 1 - 1i1e 
Under 100°F X X i Xe ok = 2 Cymene X X X X X 1 i d.4. 1 
MEGACRIMP| | : 
COUPLINGS Chlorobenzene X X 1 2e2e xX 1 D 
Chlorobromo Methane X X i © @¢: oe “x ul Dasco FR150, FR200, 
Chloroform a 1 et 1 X 1 FR200B, FR310 11éii1 
STAINLESS O-Chloronaphthalene X X 1 1 a = 3 Hacenlee 111 
STEEL! Chlorosulfonic Acid eX ~ To- > > DC200, DC510, DC550, DCS60 111 
Chlorotoluene X X i 1 i lL xA 1 Decalin = = 
POWER CRIMP Chlorox, Bleach oe I X X 2 X X Dectol R&O Oils oo 
COUPLINGS Chromic Acid, 5% X Xx | X X e@ X X Denatured Alcohol i 1. 1 
Doe as oe X X - X X e@ xX X Developing Fluids, Photo Xx. 2 = 
Seeley eo % xX X 1 xX Xe X x Developing Solutions, Hypos La, 
LOC,GLAND GLP) Chromic Acid, 50% X xX 1 Xx21x —_— 111 
COUPLINGS ae if 
Chromic Acid, 100% = i X X 2 - X Diacetone Alcohol t 42 4 
Circo Light Process Oil i. 1 i A a i oe Dibenzel Ether 1 4. 4 
POLARSEAL| Citgo FR Fluids X | Tid-t Dibutyl Ether 111 
COUPLINGS Citgo Glycol FR-20XD dl I ik tk. = 2 Dibutyl Phthalate 
Citgo Sentry (Under 100°F} e i 111 #- 1 (Under 120°F] x i 111i 
Citgo Tractor Hydraulic Fluid i. 1 it lL = 2 SS a = 
POLARSEAL II v2 aes Dibuty!l Sebacate X 1 
COUPLINGS| jn = 1 X 111k Dichlorobenzene X 1 11 - 
Citric Acid, 5% @150°F 2 1 x ® L 2 x Dichloroethane X 1 xX xX X 
Citric Acid, 15% - 1 xX 1-1 Diesel Oil, Fuel ASTM #2 1 1 111 
C14 COUPLINGS) — Citric Acid, 15% Boiling - ~ X e 1 x X Diester Lubricant MIL-|-7808 Dos 2 1 11i 
Citric Acid, Concentrated Boiling X 1 X X 1 X X Diester Synthetic Lubricants 9 2 il 1 4 4 
PCTS Coal Gas X | -— = = = Diethylamine (Under 120°F] 2 2 i 1 4 4 
AE 2 1 i: tf at 1 a 
THERMOPLASTIC Coa eae Diethylene Glycol 1 1 iL 11 1 
COUPLINGS Cod Liver Oil 1 1 i. 2 Lf a Diethy Ether X ji a i a. 4 
Coke Oven Gas (Under 100°F) eC i a Ok. Le Diethyl Phthalate X 9 a : a 
vai Condor 1000, 100e, 1004, Diethyl Sebacate X 2 t tL 1 - 
1006, 1008 So i 
ATTACHABLE G1} Gondor 1008, 1010, 1012 ame ee oes : a4 
, , , Diisobutyl Ketone X e 1 111i 
& G2 COUPLINGS 
1014, 1016 Se Diisopropyl Ketone X eC 1 L i: = 
Convelex 10 SS Dimethyl Aniline X 2 I - - = 
FIELD} Copper Arsenate, Dimethyl Formamide 
ATTACHABLE C5 Cupric Arsenate 111 - - (Under 120°F}] X 1 14 7 
Bol NGG Poppe Cane a X X 1 - X Dimethyl Phthalate X 1 - = = 
Copper Chloride, 5% XX 1 - - Dioctyl Phthalate x 1 111 
Copper Chloride, Dioctyl Sebacate X 1 111 
SURELOK AIR Cupric Chloride em oS Dioxane X 1 1 oa 
BRAKE} Copper Cyanide, Dipentene X 1 111 
COUPLINGS Cupric Cyanide ee 1 i 2 1 = x Dirco Oils ‘i 1 1 2. 4 
Copper Nitrate, 1% 6 5% i i. X 11 X X Dispersing Oil #10 X 1 1 1 & 
ADAPTERS Copper Nitrate, Cupric Nitrate} 1 1 1 1 2d. i -= Dowtherm A X 1 1 a 4 
Copper Sulfate, Cupric Sulfate} 1 1 il X 1 1 X X Dowtherm E X ‘ji 1 4 4 
Copper Sulfate, 10% Ll J 1 X 2 2X - DP47, 200 Flow - DOW 1 i 1 1 
QUICK Copper Sulfate, 50% A. i - 22 - - Mure EReHp 1 1 a | 
DISCONNECT) Corn oil X 2 1 111 - 1 Burs oils i 1 a 
COUPLERS Corn Syrup 2 2 dl tok Lf d= E 
Cottonseed Oil 2 2 i Li2u ait Fico 28-EPLubricant ca 4 
LIVE SWIVEL Creosote, Wood Or Coal Tar is ‘ al 11 
(Under 100F} 2111 xX ee ee a eae 
Energol HL68 Sle eee oe Se ed tt a 
Cresol, Cresylic Acid c LPC ge 1 ‘a4 4 
— 2112- 7 Leesan a oltad 4 
Cyesylic Acid 1111 - acces ee cae ; rns 
Pca X X - - - - 1 - -{1 21 1 
ACCESSORIES Crude Petroleum Oil E 6 Fluid 2 
ager 00 xxe1- 11-1-xX%1121/xa1 - 
Cutting Oil, Water Soluble te. ee Pare ae eee eee 1xX¥11i1l1111 
EQUIPMENT AND| Cutting Oil, Sulfur Base 11111 ain eee 
PARTS Ethers (Under 120°F} Xe ® 2 ee Rad a a 
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**Nitrile LSO°F or less, no constant contact. 
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PPP 


Rating Scale: 

1 Excellent 

2 Good resistance 

X Not recommended 

- Testing recommended 


[ ] Cover stock rating only; 
Rating for tube stock “X” 


* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Chemical Name 


Ethyl Acetate 

Ethyl Acetoacetate 

Ethyl Acrylate 

Ethyl Alcohol 

Ethyl Amine, Monoethylamine 

Ethyl Benzene 

Ethyl Bromide, Di 

Ethyl Butyrate 

Ethyl Cellulose 

Ethyl Chloride 

Ethyl Ether 

Ethyl Mercaptan 

Ethyl Oxalate 

Ethyl Pentachlorobenzene 

Ethyl Silicate 

Ethylene Chloride 

Ethylene Chlorohydrin, 
Under 100°F 

Ethylene Diamine 
(Under 100°F) 

Ethylene Dichloride 

Ethylene Glycol 


F 


Factovis 52 

Fatty Acids 

Ferric Chloride 

Ferric Chloride, 1% 

Ferric Chloride, 1% Boiling 

Ferric Chloride, 5% Still 

Ferric Chloride, 5% Agitated 
or Aerated 

Ferric Chloride, 10% 

Ferric Sulfate 

Ferrous Chloride 

Ferrous Nitrate 

Ferrous Sulfate, Copper Gas 

Ferrous Sulfate, 10% 

Ferrous Sulfate, Saturated 

Fire Resistant Hydraulic Fluid, 
Texaco 

Firtec 290, MF 

Fixing Solution, Photo 

Fluoboric Acid 

Fluoboric Acid, 65% 

Fluosilicic Acid 

Fluosilicic Acid, 50% 

Formaldehyde 

Formaldehyde, 37% 

Formaldehyde, Hot 

Formic Acid (Under 120°F) 

Formic Acid, Dilute Hot 

Freon 12 (Under 100°F] 
Use Freon Hose Only 

Freon 114 Use Freon Hose Only 

Fruit Juices 

Fuel Oil 

Fumaric Acid 

Furan, Furfuran 

Furan Resin 

Furfural Alcohol, Ant Oil 


Gates Hose Polymers 


Trade Names 
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[Urethane] 
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**Nitrile 150°F or less, no constant contact. 


Couplings 
& Adapters 


PRPEPRFPHPH HEHE FE ELE HE [Stainless Steel 304 


<x K—K~ OK RR 


mnorerRerReR XK XK 


<x 


momo wor Fr 


PrPmorPerRP Pe 


PRPPRPHPH HH HE +P [Stainless Steel 316 


monorerRnNoOFR XK XK <x K MO KR eR 


<x RP RR bs 


PRPrPP PR 


PRPrPrPmMmrPrRP PB 


PRP wore eB po {Aluminum 


en ae 


<x KX KK RR he | 


< «KK &X< 


<x «< F 


eH ro |Brass 


Pmoer Pe 


mre 


<x K KK MR 


mo Kx «KK X< 


Chemical Resistance Table - Continued 


Rating Scale: 

1 Excellent 

2 Good resistance 

X Not recommended 

- Testing recommended 


[ ] Cover stock rating only; 
Rating for tube stock “X” 


* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Chemical Name 


Fusel Oil, Grain Oil 
Fyrguard 150, 200 
Fyrquel A6O, 90, 100, 150, 
220, 300, 500 
Fyrquel 1000, 15R80, 
22ORSO, 550R60 
G 
Gallic Acid (Under 100°F) 
Gas, Natural 
Gasohol 
Gasoline, Aviation 
Gasoline, Meter 
Gasoline, Premium 
Gasoline, Sour 
Gasoline, Standard 
Gasoline, Unleaded 
Under 50% Aromatics 
Gelatin 
Glauber’s Salt 
Glucose 
Glue (Under 120°F) 
Glycerine, Glycerol 
Glycol FR Fluids 
Glycols (Under 120°F} 
Grease, Ester Base 
Grease, Petroleum Base 
Grease, Silicone Base 
Green Sulfate Liquor, 
Under 100°F 
Gulf FR Fluid G-200 
Gulf FR Fluid P37, P40, P43, 
P45, P47 


H 


Halowax Oil 

Heptachlor, In Petroleum 
Heptane (Under 100°F) 
N-Hexaldehyde 

Hexane (Under 120°F)} 
Hexene 

Hexyl Alcohol 

High Viscosity Lubricant, U4 
High Viscosity Lubricant, He 
Hilo MS #1 

Houghto-Safe 1010,1055 

(Phos. Ester] 
Houghto-Safe 1115, 1120, 

1130) (Phos, Ester] 
Houghto-Safe 271, 416, 520, 

616 (Water/Glycol) 
Houghto-Safe 620, 625, 640, 

525 (Water/Glycol]) 
Houghto-Safe 5046, SO46W 

(Water/Oil Emulsion) 
Hy-Chock Oil 
Hydrafluid 760, 

Texaco and Houghton 
Hydrafluid AZR&O, A, B, AA, C 
Hydrasol A 
Hydraulic Fluid, 

Phosphate Ester Base 


= 
no 
uo 


www.gates.com 


Gates Hose Polymers 


Trade Names 
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Carbon Steel 
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PPP PP 


Couplings 
& Adapters 


Stainless Steel 304 
Stainless Steel 316 


PP PPP P PP 


PPP PPP PPP Pe 


PRP PPPP PP bn 
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PPP PP 
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kr 
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Brass 


Px Pep 


PrPrPrPrPwx< Fe 


Oe 


HOSE 


HOSE/CPLG. 
cS) =a ON (6) 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE 


HOSE/CPLG. 
cS) =a enn (0)\' 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





C62 


Rating Scale: 

1 Excellent 

2 Good resistance 

X Not recommended 

- Testing recommended 


[ ] Cover stock rating only; 
Rating for tube stock “X” 


* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Chemical Name 


Hydraulic Fluid, 

Std. Petroleum Oils 
Hydraulic Fluid, 

Water Glycol Base 
Hydraulic Fluid HF - 18, HF - 20 
Hydraulic Fluid HF - 31 
Hydraulic Oils, Petroleum 
Hydraulic Oils, Synthetic 
Hydraulic Safety Fluid 200 & 

300, Texaco 
Hydrazine 
Hydro-Drive Oil, Houghton 
Hydrobromic Acid 
Hydrobromic Acid, 37% 
Hydrochloric Acid 
Hydrochloric Acid, 3 Molar 
Hydrochloric Acid, Concentrated 
Hydrochloric Acid, 15% 
Hydrochloric Acid, 37% 
Hydrocyanic Acid, 

20% Under 100°F 
Hydrocyanic Acid, 98% 
Hydrofluoric Acid, 10% 
Hydrofluoric Acid, 

20% (Under 120°F) 
Hydrofluoric Acid, 

48% (Under 120°F) 
Hydrofluoric Acid, 70% 
Hydrofluoric Acid, Concentrated 
Hydrofluoric Acid, Anhydrous 
Hydrofluosilicic 
Hydrogen 
Hydrogen Chloride Gas 
Hydrogen Cyanide Gas 
Hydrogen Fluoride 

[Under 100°F} 

Hydrogen Peroxide, Dilute 
Hydrogen Peroxide, 10% 
Hydrogen Peroxide, 30% 
Hydrogen Peroxide, 70% 
Hydrogen Peroxide, 90% 
Hydrogen Sulfide 
Hydrogen Sulfide 

Aqueous Solution 
Hydrogen Sulfide, Gas 
Hydrolube, Water Glycol 
Hydrolubric Oil, Houghton 
Hydroquinone 
Hykil No.6 (33%); Water (67%) 
Hypochlorous Acid 

(Under 120°F} 

Hypoid Grease (Parapoid 10-C) 
| 
Imo) imol sist, s2e0; 5300; 

S500 
Industron 53 
Ink [Printers] 

Ink Oil 
Insulating Oil (Transformer) 


**Nitrile LSO°F or less, no constant contact. 


Gates Hose Polymers 


Trade Names 
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Carbon Steel 


PPP PP 


mo KK KK KF PM 


Couplings 
& Adapters 


Stainless Steel 304 
Stainless Steel 316 
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Rating Scale: 

1 Excellent 

2 Good resistance 

X Not recommended 

- Testing recommended 


[ ] Cover stock rating only; 
Rating for tube stock “X” 


* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Chemical Name 


Isobutyl Alcohol 

lodine (Under 100°F} 

lodine, In Alcohol 

lodine Pentafluoride 
Isooctane 

Isooctyl Thioglucolate 
Isobutane - WET 

Isopropyl Acetate 

Isopropyl Alcohol (lsopropanol) 
Isopropyl Ether 


a 
Fuel JP-3 (Under 100°F) 
Jet Fuel JP-4 (Under 100°F) 
Jet Fuel JP-5 
Jet Fuel JP-6 
Jet Fuel JP-x 


K 


Kerosene 
Ketchup 
Ketones 


L 


Lacquer Solvents 
Lacquers 
Lactic Acid 
Lactic Acid (5%) 
Lactic Acid (5% Boiling) 
Lactic Acid (10% Boiling) 
Lactol 
Lard 
Lasso [Ag Spray] 
Latex 
Lead Acetate 
Lead Arsenate 
Lead Nitrate 
Lead Sulfate 
Lead, Tetraethyl (Under 100°F} 
Lead, Tetramethy! 
Lecithin 
Ligroin (Petroleum Ether, 
Under 120°F) 
Lime (Chlorinated, 
Free Chlorine 20%) 
Lime Bleach (Under 100°F} 
Lime Sulphur 
Lime Sulfur (Under 135°F)} 
Lindane (Ag Spray} 
Linoleic Acid 
Linseed Oil 
Linseed Oil (Boiled) 
Lubricating Oil 
(SAE 10, 20, 30, 40, 50) 
Lubricating Oils 
(Diester, Under 135°F] 
M 
Machine Oil (Under 135°F} 
Magnesium Carbonate 
Magnesium Chloride 
Magnesium Hydroxide 
Magnesium Nitrate 
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, 


rm - | Stainless Steel 304 
nm - | Stainless Steel 316 


KH >< m >< mw | Polychloroprene 


monoxKx KK NFR XK XK 


ox Krew kK Re 


Chemical Resistance Table - Continued 


Gates Hose Polymers 


CC,J MUTzZ 







>< rm {Nitrile 


borRPFmMxK KR kK KK XK 


<xmnmondrnn «kK RF 


[Urethane] 


PRPrPrPPRPRPeP HP Pe YT ?PTFE 


rm | Nitrile/PVC 









PPP RPP PRP PRP RPP RPP PP PP 





Megatuff 
nm -& | Carbon Steel 


mo mo wo Fr FR 


PRK KK KK XX 


PrPrPmoe 


mor XK MY FR 


Couplings 
& Adapters 


PPP P Pe 


Ke 


PmornoererRerRrR HOMO HO TP &X 1 


mor wo Mw FR 


PPP P Pe 


Fe 


ke 


PmOrRPMPRPRPRP PRP RPP PB 


a a ee A) 


morPrPwoe 


nm =< >< >< | Aluminum 


rPrR x< 


mo rm mo rm 


Pex MOP kK RPP 


x< 


<x X< 


Pmr 


<x «K— KK RR 


no | Brass 


PmorPe 


PPP P Pe 


<x RPK KK YM PP 


ao 


re X< 7m 


Rating Scale: 

1 Excellent 

2 Good resistance 

X Not recommended 

- Testing recommended 


[ ] Cover stock rating only; 
Rating for tube stock “X” 

* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Gates Hose Polymers 


Trade Names 





CC,J MUT Z 













[Urethane] 


PrRPerE FF IPTFE 











Chemical Name 


nm |Polychloroprene| > 


>< m 1 JNitrile 
m JNitrile/PVC 


Magnesium Sulfate 
Malathion (Ag Spray Dilute] 
Maleic Acid 
Malic Acid 
Manganese Salts 
Maxmul 

(Penzoil Hydraulic Fluid) 
Mercuric Chloride 
Mercuric Cyanide 
Mercurous Nitrate 

(Under 120°F) 
Mercury 
Mesityl Oxide 
Methane 
Methoxychlor (Insecticide) 
Methyl Acetate 
Methyl Acrylate 
Methyl Alcohol 
Methyl Amine 

(25% Aqueous Solution) 
Methyl Amine (60% ] 
Methyl Amine (99%] 
Methyl Bromide 
Methyl Butyl Ketone (MBK] 
Methyl Cellosolve (Under 100°F} 
Methyl Chloride 
Methyl Ethyl Ketone (MEK) 
Methyl Formate 
Methyl Isobutyl Ketone 

(MIBK, 100°F} 
Methyl Isopropyl Ketone 
Methyl Methacrylate 
Methyl Salicylate 
Methyl Sulfate 

(Dimethyl, Under 100°F) 
Methylene Chloride 
Methylene Dichloride 
Mineral Oil (Under 120°F) 
Mineral Spirits 
Mobile Therm 603 
Molasses (Under 120°F} 
Monochlorobenzene 
Monoethanolamine 
Morpholine (Pure Additive] 
Motor Oils (Under 135°F) 
Mould Oil 
Muriatic Acid [Hydrochloric] 


Mustard 
N inns 





nm m e no {Carbon Steel 


PPP PPP PP 
PPR nm 


PPP 


mox«K «—~ OK KX KK MW 
ee BS OR Se Se Sd Oe SO 
PPP PPrPP PB 
MRPPmMOrPRPRP PB 


PmorPe 


X 
X 
X 
al 
1 
I 
2 
X 
2 


PrPmMorPrPrPrRPHP Be 


PPP PPP PPP PPP Pp 


<x KX RFR 


Naphtha 
{Low Aromatic Content) X 
Naphthalene (Tar Camphor) X 
Naphthalene X 
Naphthenic Acid = 
Natural Gas eS ee 
Nickel Acetate solution 
(in water or alcohol) 
Nickel Chloride 
Nickel Nitrate 
Nickel Plating Solution 


ke 
I 
me 7 


I 

Ee FF FP 
| I 

x< 1 

-_ 


1 por iil 
Po | 
1 1 
I 1 
ro nm roi 
1 1 
PPP 
1 
mR 


**Nitrile LSO°F or less, no constant contact. 


Couplings 
& Adapters 


nm me 1 {Stainless Steel 304 
KH | - pro {Stainless Steel 316 


PP PPP PPP 


PRPrPmMrPrPrRP PB 


PX PPP PPP RPP PPP pe PmorP Fe 


PmorPrP Pe 


Pore 


ae) 


PPP PPP PP 


PRPrPmMrPrPRP PB 


Px PPP PPP PPP PP Pe Pore 


PPP PP 


PmorP FP 


no |Aluminum 


>< 


PPP hb >< &< 


mrPx< PPP 


ae) 


moxéK mornon «K x 


Chemical Resistance Table - Continued 


Ee ro |Brass 


RexXx< 


mre 


ao a el ee 


PrP xXx PPP PP 


Pee 


Rating Scale: 

1 Excellent 

2 Good resistance 

X Not recommended 

- Testing recommended 


[ ] Cover stock rating only; 
Rating for tube stock “X” 

* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Gates Hose Polymers 





Trade Names 


CC,40 M UT Z 


> 










[Urethane] 
Carbon Steel 


HH + PTFE 






Chemical Name 


Nickel Salts 

Nicotine Salts 

Nitric Acid 

Nitric Acid, 3 Molar 

Nitric Acid, Concentrated 
(Boiling) 

Nitric Acid, Inhibited Red 
Fuming [IRFNA] 

Nitric Acid, Red Fuming (RNFA} 

Nitric Acid, 5% To 10% 

Nitric Acid, 20% 

Nitric Acid, 50% (Boiling) 

Nitric Acid, 65% (Boiling) 

Nitric Acid & Hydrochloric Acid 

Nitrobenzene (Under 100°F} 

Nitroethane 

Nitrogen 

Nitrogen Oxide Up To 50% 
(Under 100°F] 

Nitromethane 

Nitropropane 

Nyvac 20 (WG}, 30 [WG] 

Nyvac FR Fluid 

Nyvac FR200 Fluid 

N-Octane 


nm |Polychloroprene 
 |Nitrile/PVC 


RPK KK KKK KK OK 
PPP PPPrP PPB 
rPrRrRx_K «—~* «—K «KK KOM 


0 
Octyl Alcohol 
Oils, Crude 
Oil (SAE, Under 100°F} 
Oleic Acid (Under 120°F} 
Oleum 
Olive Oil 
OS 45 Type III (OS45) 
OS 45 Type IV (0845-1) 
OS 70 
Oxalic Acid (5%, Hot And Cold) 
Oxalic Acid (10%) 
Oxalic Acid [10% Boiling) 
Oxalic Acid 
Oxygen, Gaseous 
Ozone (Dry) 
Ozone [Wet] 


eC 
2 
i 
2 
X 
2 
a 
2 
eC 
2 
2 
X 
X 


PPP PPP RP RP RP RPP RPP PPP 


p 


Paint = 

Paint Solvents (Qil Base) xX 

Paints (Oil Base] = 

Paint Thinner, Duco 

Palmetic Acid 

Palm Dil 

Paraffin [Petroleum] 

Paraformaldehyde 

Peanut Oil (Less Than 100°F) 

Pentasol 

Perchloric Acid 

Perchloroethylene 
(Tetrachloroethylene}] 

Petroleum Ether 

Petroleum Oil (Crude} 

Petroleum Oil (Below 250°F} 


<XNMNrRFNDRPRFNFF XK 
mo rm ro nm rm 


<mmnmnmnwyp?, 
1 
PRP PPP PPP PPB 
1 1 
I 1 
<PrPrPmeY wp 


I 
I 
no 
~x< 


mono «x x 
Herm > 
I 
kh 
1 
1 
ee ee 
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Couplings 
& Adapters 


Stainless Steel 304 
Stainless Steel 316 


PR >x< | 


ae) 


RPrRrR «~*~ mw HOH MY FR 


PP PP PPP 


IR 


ro Fi! 


eR 


MmrPrPrPerPeP pp 


ho 


Penis 


ae) 


RPrRrR «x OOH HY MH FR 


PPP PPP Pe 


eR 


PPP PPP PP 


KR 







Aluminum 


PRR x_K KK Ke RP Re 


PPP PP 


hr 


<P PPP Pe pp 


Brass 


< KK KK OX 


PPP 


PrPrPrPrPeP x 


HOSE 


HOSE/CPLG. 
cS) =a ON (6) 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





C63 





HOSE 


HOSE/CPLG. 
cS) =a ene) 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





C64 


Rating Scale: 

1 Excellent 

2 Good resistance 

X Not recommended 

- Testing recommended 
[ ] Cover stock rating only; 


Rating for tube stock “X” 


* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Chemical Name 


Petroleum Oil [Above 250°F) 
Petroleum Oils (Under 100°F} 


Petroleum Oils (Refined) 
Petroleum Oils (Sour) 
Phenol (Carbolic Acid) 
Phenol {70/30 Water] 
Phenol (85/15 Water] 
Phorone 


(Diisopropylidene Acetone] 


Phosphate Esters 
(Concentrated) 
Phosphate Esters (3 Molar] 
Phosphate Esters [Dilute] 
Phosphoric Acid 
Phosphoric Acid (3 Molar] 


Phosphoric Acid (Concentrated) 


Phosphoric Acid [1%] 
Phosphoric Acid [5%] 
Phosphoric Acid [10%] 
Phosphoric Acid (10% Hot) 
Phosphoric Acid [50%] 
Phosphoric Acid (50% Hot) 
Phosphoric Acid [85%] 
Phosphoric Acid (85% Hot) 
Phosphoric Acid (Aerated) 
Phosphoric Acid Air Free 
Photographic Developers 
Photographic, Emulsions 


Photographic, Fixing Solutions 


Phthalic Acid 
Picric Acid 
(Water Solution 100°F) 
Pinene 
Pine Dil 
Piperazine Hydrochloride 
Solution (34%) 
Pitch 
Plating Solutions (Chrome] 
Plating Solutions (Other) 
Polyester Resin 
Polyurethane Foam 
(Under 125°F] 
Potassium Acetate 
Potassium Bicarbonate 
Potassium Bisulfite 
Potassium Bromate 
Potassium Bromide 


Potassium Carbonate [Potash] 


Potassium Chlorate 


Potassium Chloride (1% To 5%] 
Potassium Chloride (Boiling) 


Potassium Cyanide 
Potassium Dichromate 
Potassium Ferrocyanide 
Potassium Fluoride 
Potassium Hydroxide 
Potassium Hydroxide (5%) 
Potassium Hydroxide 
(27% Boiling) 


**Nitrile LSO°F or less, no constant contact. 


Gates Hose Polymers 


Trade Names 










< >< >< m ~w ~w x | Polychloroprene| > 


<< <x mr FE > {Nitrile 


mnronrnornrnorvonve ve wae kK «KOK XK XX 


CG. Cd Mo UT Z 





Nitrile/PVC 


[Urethane] 


PPP PHP HY 2 YI|?PTFE 


PRP RPP RPP RPP RPP RP RPP RPP RPP PP 


i 
I 
i. 
1 
il 
1 
i 
I 
1 
1 
I 
1 
I 
I 
1 
i 


Megatuff 





Carbon Steel 


moO more i ii! 


< KK KKK KK OX 


Couplings 
& Adapters 


Heep pe , I Stainless Steel 304 
, | Stainless Steel 316 
1 | Aluminum 


PPP rPP Pe 
PPP PP Pe 


kr xX< 


1 PmrRFnDnNNF x 
! eS Mw F PP Pw FF PO 
1 7m x <x mOxK x 


Ke 
Ke 
| 


Brass 


<x K RF rR 


<x KK OK KK XK! 


Rating Scale: 
1 Excellent 
Good resistance 
Not recommended 
Testing recommended 
] Cover stock rating only; 


m7 1 <r 


Rating for tube stock “X” 


* 


Use Gates fuel hose or 
contact Denver Product 
Application Department 


Chemical Name 


Potassium Hydroxide 

(30%, Caustic Potash] 
Potassium Hydroxide 

(50% Boiling) 
Potassium Hydroxide [70%] 
Potassium Hydroxide 

(70% Hot) 
Potassium lodide 
Potassium Nitrate 


Potassium Nitrate (1% To 5%] 


Potassium Permanganate 


Potassium Permanganate [5%] 


Potassium Persulfate 
Potassium Phosphate 
Potassium Sulfate 


Potassium Sulfate -1% 65% 


Potassium Sulfide 
Potassium Sulfite 
Potassium Thiosulfate 
Primatol A, S, P (Ag Spray] 
Propane Gas 
Propionic Acid 
Propyl Acetate 
Propyl Alcohol 
Propylene 

{Liquid Or Gas, Ambient) 
Propylene Dichloride 
Propylene Glycol 
Propylene Oxide 
Purina Insecticide 
Puropale RX Oils 
Pyranol, Transformer Oil 
Pydraul 


Pyorauhioe 2gE-L, sve. 60) 


Boe, wae 
Pydraul 135 
Pydraul 150 
Pydraul 280 
Pydraul 312 
Pydraul SOE 
Pydraul 540 
Pydraul 625 
Pydraul A-200 
Pydraul F-9 
Pyridine (50% } 
Pyrogard 160, 230, 630 
Pyrogard oi, 5a, a0 
Pyrogard C, D 


Q 
Quench Oil 
Quintolubric 822 

R 
Ramrod (Ag Spray} 
Rando Oils 
Rape Seed Oil 
Red Oil (Comm. Oleic Acid, 

MIL-H-5606} 

Refined Wax [Petroleum] 
Regal Oils R60 
Richfield Weed Killer 
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Chemical Resistance Table - Continued 


> 


Polychloroprene 


Gates Hose Polymers 


| Trade Names 
CO,JMUTZ 


Nitrile/PVC 
[Urethane] 


PPP RPP RPP PRP RP RPP RPP PP PP 


i 
1 
I 
I 
I 
I 
I 
1 
il 
i 
i 
1 
1 
I 


mr Fr 
nm 
1 
1 
nm rm 
a ee 
PPP 


Megatuff 








Carbon Steel 


PPP PPP PPP RPP PPP 


HF 


Couplings 
& Adapters 


Stainless Steel 304 
Stainless Steel 316 


Po 
po 
< Aluminum 


RP mF 7m 


hp >x< 


Ke 
Fe 
| 


PP PPP PP 


PPP PPP PPP RPP PPP 
PPP PPP PPP RPP PPP 


me he 
ae i 
be 


Brass 


>< 


FR 


HR 


Rating Scale: 
1 Excellent 


2 Good resistance 
X Not recommended 


- Testing recommended 

[ ] Cover stock rating only; 
Rating for tube stock “X” 

* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Chemical Name 


Round Up 
Rubilene Oils 


= 
Salicylic Acid 


Salt Water (Sea Water] 


Santosafe W-G15, W-G20, 


W-G30 
Santo Safe 300 
Sevin 
Sewage 
SFR Fluid B (Shell) 
SFR Fluid C (Shell) 
Shellac 
Shellac (Bleached) 
Shellac (Orange) 
Silicone Greases 
Silicone Oils 
Silver Cyanide 
Silver Nitrate 


Skydrol SOOAS 7000 


Soap Dil 
Soap Solutions 


Soda Ash (Sodium Carbonate] 


Soda Water 
Sodium Acetate 
Sodium Benzoate 


Sodium Bicarbonate 


Sodium Bisulfate (Niter Cake] 


Sodium Bisulfite 
Sodium Borate 
Sodium Carbonate 
Sodium Chlorate 
Sodium Chloride 


Sodium Chloride - 2% 
Sodium Chloride - 5% 


Sodium Chloride - 5% @ 150° F 
Sodium Chloride Saturated 
Sodium Chloride Saturated 


[Boiling] 


Sodium Chloride Slurry 


Sodium Cyanide 


Sodium Dichromate 
Sodium Ferricyanide 
Sodium Ferrocyanide 


Sodium Fluoride 


Sodium Fluoride (5% } 
Sodium Fluoride (70%) 
Sodium Hydrosulfide 
Sodium Hydrosulfite 


Sodium Hydroxide 


Sodium Hydroxide (3 Molar] 


Sodium Hydroxide {10%} 


Sodium Hydroxide (20% Cold) 
Sodium Hydroxide (20% Hot) 


Sodium Hydroxide 


Sodium Hydroxide (50% Cold) 
Sodium Hydroxide (50% Hot) 


40%) 


Sodium Hydroxide (60% ] 


Sodium Hydroxide [70% Cold) 
Sodium Hydroxide [70% Hot) 


**Nitrile 150°F or less, no constant contact. 


[ 
[ 
[ 
[ 
[ 
[ 
[ 
[ 
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Chemical Resistance Table - Continued 


PRPrPPPmMrPrPrRP RP Be 
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more 
x< m < 7m 


Gates Hose Polymers 


monorRrRrRex©_©C< x<x)NnD |! mo x< 
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mo mil 


mo x< 


Trade Names 


a nn Ae) <x FP !' Mm 7 


>< 


a ee ee 


hr me 
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a ee ee 


ee 


ee 


rm 7m 


RPP x xR 
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ro Fr i! 


mo mr er ii 


PPP RPPRPrPP MORPH Be 


ee 


PRP PPP PPP PPP PPP PP PP PPP RP RPP PP Pe PP 


PPP RPP PRP PRP RPP RPP RPP RPP PPP Pp 


1 eR 


PPP PRP PrPRrPerP eB | 


PP PPP RPRPRPRP EE 


ee 





a ee ee 


kr x 


ke oie 2 


ioe RP ' rPrRFeF ist 


<x %m rm 


no |Carbon Steel 


PRPrPPmMrPRPrP RPP Be 


a 


momonronornosx< pv i! 


Couplings 
& Adapters 


t+ |Stainless Steel 304 
+ |Stainless Steel 316 


PRP RPRPRPRPRPRPRPE EE | 


KR 


PmondnononoDnnrRerR mw F 


mnmMmnMOrPeY eB | 


PPP PPP P PPP PB 


kr 


PRPrPrPrPrmrMmMrRPrRPHR Be 


bE |Aluminum 


PPX PPP PP 


| <r 


kr 


mo x< 7m 


< «<—& KK OX 


+ |Brass 


kr 


< KKK KK OX 


Rating Scale: 
1 Excellent 


2 Good resistance 
X Not recommended 
- Testing recommended 


[ ] Cover stock rating only; 
Rating for tube stock “X” 

* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Chemical Name 


Sodium Hydroxide (80% Hot) 
Sodium Hypochlorite 
Sodium Hypochlorite, 5% 
Sodium Hypochlorite, 20% 
Sodium Hyposulfate 

Sodium Metaphosphate 


Sodium Nitrate 
Sodium Perborate 
Sodium Peroxide 
(Sodium Dioxide} 
Sodium Phosphate 


Sodium Phosphate [Mono] 
Sodium Phosphate (Dibasic] 
Sodium Phosphate [Tribasic] 


Sodium Silicate 


Sodium Silicate (Hot) 


Sodium Sulfate 
Sodium Sulfide 


Soium Sulfide, Saturated 


Sodium Sulfite 
Sodium Sulfite, 5% 


Sodium Sulfite, 10% @ 150° F 


Sodium Thiosulfate 
(HPO, An tich ior) 


Sodium Tripolyphosphate 


(SieP} 
Solnus Oils 
Sour Crude Oil 
Soybean Oil 
Spent Acid 
Stannic Chloride 


Stannic Chloride, 50% 


Stannous Chloride 
(Under 150°F} 


Stannous Chloride, 15% 


Starch 

Steam 

Stearic Acid 
Stearin 

Stoddard Solvent 


Styrene (Vinyl Benzene] 
Styrene (Monomer) 


Sucrose Solutions 
Sulfamic Acid 


(10%, Under 170°F} 
Sulfate Black Liquor 
Sulfate Green Liquor 


Sulfur 
Sulfur (Molten) 
Sulfur Chloride 


Sulfur Dioxide [Moist] 
Sulfur Dioxide (Dry) 
Sulfur Dioxide (Liquid) 
Sulfur Hexaflouride (Gas) 
Sulfur Trioxide [Dry] 


Sulfuric Acid, 85% 


Sulfuric Acid, 3 Molar 
Sulfuric Acid, Aerated, 


No Velocity 
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Gates Hose Polymers 


Trade Names 
CCO,JMUT2Z 
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PmorRerR x &< &< >< |Stainless Steel 304 


Nitrile/PVC 
PmrR Fwy x »x {Stainless Steel 316 


t + |Polychloroprene 
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[Urethane] 
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<x Fr 7m 
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Hp x |MegaTuff 


ro Fr i! 
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<x<H >< < =< < >< x |Carbon Steel 


1 wx 


Orr moxkK WO Mw F PT 


1 «Kx RK XK! 


Pm er 17m 


rm 7m 
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Couplings 
& Adapters 


he 


morRereno x«x—xeFeN Fe 7 


PX PR mrr x x << RR 


nm rm 
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MmrPrPrPmrPweRe pp 


<< RR he 
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Pore 


rm 7m 





BPmor x< <x >< >< >< |Aluminum 





1 << | >» | Brass 


<x Mm x 


OoOrRrRse KM | 


HOSE 


HOSE/CPLG. 
cS) =a ON (6) 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





C65 







HOSE 


HOSE/CPLG. 
cS) =a ene) 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





C66 


Rating Scale: 

1 Excellent 

2 Good resistance 

X Not recommended 

- Testing recommended 


[ ] Cover stock rating only; 
Rating for tube stock “X” 

* Use Gates fuel hose or 
contact Denver Product 
Application Department 


Trade Names 


Polychloroprene| > 


Nitrile/PVC 
[Urethane] 


Chemical Name 


Sulfuric Acid, Air Free 
No Velocity 
Sulfuric Acid, Concentrated 
Sulfuric Acid, Fuming, Qleum 
Sulfuric Acid (10% 
Sulfuric Acid (30% 
Sulfuric Acid (50% 
[ 
[ 


Sulfuric Acid (75% 
Sulfuric Acid (93% 
Sulfuric Acid (98% 
Sulfurous Acid 
Sulfurous Acid (10%) 
Sulfurous Acid (75%) 
Sun R&O Oils 
Sunsafe 

(Fire Resist. Hydr. Fluid] 
Suntac HPDils 
Suntac WR Oils 
Sunvis Oils 700, 800, 900 
Super Hydraulic Oils (Conoco) 
Sutan Plus, Herbicide 
Sutazine Plus, Herbicide 
Synthetic Oil (Citgo) 
Syrup 


ae Oe 
moxK KX KNORR XK XX 


PPP PPP PPP PRP PB 


i 

Tall Oil (Under 150°F) 

Tallow 

Tannic Acid (10%) 

Tar And Tar Oil 

Tar (Bituminous, Under 100°F}) 

Tartaric Acid 

Tellus Oils 

Tenol Oils 

Tergitol 

Terpineol 

Terresstic 

Tetraethyl Lead 

Tetraethyl Lead Blend 

Tetrahydrofuran (THF] 

Tetralin 

Thiopen 

Titanium Tetrachloride 

Toluene [Toluol) 

Toluene Diisocyanate 
(Under 150°F) 

Transformer Oil (Askarel Types} 

Transformer Oil 
(Petroleum Type] 

Transmission Fluid, Type A 

Tributoxyethyl Phosphate 

Tributyl Phosphate 

Trichloroethylene 

Trichloromonofluoroethane 
(Freon 17) 

Trichlorotrifluoroethane 
(Freon 113) 

Tricresyl Phosphate 

Triethanolamine [TEA] 

Tripolyphosphate (STPP] 


i 
1 
i 
I 
1 
1 
1 
I 
il 
1 


<x KK KK Mw Fe PO 


Use Freon Hose 
Use Freon Hose 


X X I 
oe iL 
X 1 1 


**Nitrile LSO°F or less, no constant contact. 


CG. Cd Mo UT Z 


Gates Hose Polymers 
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PP RPrPPrPrPrP x PRP PB 





Carbon Steel 


>< 


<x mn «KK «KK x< no 


PX PPP PP Pe 


Orr KP ee PP PP 


RR 


I <x PPP Pe 
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Couplings 
& Adapters 


Stainless Steel 304 
Stainless Steel 316 


RK KK KK KK KK Rr XK 


mF we 


FP mnonono nonono mw «* FF 1 


PP PPPPP PPB 


PRPrPmrPrRPepw)p 


PrRPmoe 


Aluminum 


>< 


PxsK RPK KK KK NY 


PPP PPP 


ke 


>< <x K KR PR 


<x rR XK X< 


Chemical Resistance Table - Continued 


Brass 


< KK KK XK 


rx< xX< 










Rating Scale: Gates Hose Polymers 

1 Excellent 

2 Good resistance 

X Not recommended ACC JMUTZ 

- Testing recommended = - 

[ ] Cover stock rating only; ee _ 
Rating for tube stock “X” | 5 _ D 

* Use Gates fuel hose or . = @ ie | a 
contact Denver Product |} 2 Qo o a |e 
Application Department | 5 2 ©@ Swcto = 

SEEuw es Pu sae 

Chemical Name aze GO2h F=s]{d 

Tung Oil 2c 2 i: 7 1 

Turpentine X 2 X 1. i X 


Type | Fuel (MIL-S-3136]} 
ASTM Fuel A 

Type II Fuel (MIL-S-3136} 

Type Ill Fuel (MIL-3136) 
ASTM Fuel B 

U 

Ucon Hydrolube Types 
150CP, 200CP 

Ucon Hydrolube Types 
2/ocr, sUUcP sallGP 

Ucon M1 

Union ATF Dexron 

Union ATF Type F 

Union C-e Fluid 

Union C-POil 

Union Hydraulic Oil AW 

Union Hydraulic Tractor Fluid 

Urea Solution 


V 


PPP PPP PP 
PPP PPP PP 


Varnish 
Vegetable Oils 
Vegetable Oil (Hot) 
Versilube 
Versilube F-50, F-44 
Vinegar 
Vinyl Acetate 
Vinyl Chloride 
(Chloroethylene, Monomer) 
Vitrea Oils 
W 
Water 
Water, Acid Mine 
Water, Brine 
Water Deionized, 
{Demineralized] 
Water, Distilled 
Water, Fresh 
Water In Oil Emulsions 
Water, Potable 
(FDA Tube Only} 
Water, Salt 
White & Bagley No. 2190 
Cutting Oil 
Wines 
Wood Oil 


Xylene 


Zeric 

Zinc Acetate 

Zinc Chloride Solutions 
Zinc Chromate 

Zinc Hydrate 

Zinc Sulfate Solutions 
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Couplings 
& Adapters 


tH - | Stainless Steel 304 
+ - | Stainless Steel 316 


PP PPP PPP 


PmMmorPrPmMrR eB 


Pmor , 


PP PPP P PP 


Ot ee ee Oe 


PPP 


be | Aluminum 


mrp Pe 


ao Px PPP P Pe 


os = 


rm - | Brass 


mo rm ro 
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Nomographic Chart 





HOSE 


FLOW CAPACITY OF HOSE ASSEMBLIES ent 
AT RECOMMENDED FLOW VELOCITIES 


G8K COUPLINGS 
Example: A loader burned up a 75 LPM (19.8 GPM] pump, the only available replacement ceuetncs 
is a25 GPM model. Can the 25 mm (1 in) output line be kept, or will the additional flow 
exceed the recommended velocity range? If the output line was 20 mm (0.75 inj, should PCM /PCS 
it be replaced? FERRULES 
Solution: Draw a straight line starting at 25 GPM on the flow rate axis, passing through the MEGACRIMP 
1 inch mark on the hose diameter axis, all the way to the velocity axis. COUPLINGS 
A 2s mm (1 in] line will have a velocity of ~10 ft/s, well within the recommended range. A 
20 mm (0.75 in) line will have a velocity of ~18 ft/s, so should be increased in size. ere 

1 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 


Velocity Range COUPLINGS 


for Intake Lines 
POLARSEAL II 
COUPLINGS 


——_— 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


~- 
~~ 
al 
_~ 
~ 
= «= 
= 


_ 
~ 


Velocity Range for 
Pressure Lines 


10 FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


’ 
i 
: 
i 
i 
i 
! 


/ 
/ 





SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 





Fluid Velocity (ft 


Hose Diameter (in) 


QUICK 
1 DISCONNECT 
COUPLERS 
LIVE SWIVEL 
Based on Formula: V=0.3209xQ/A 


Where: V = Fluid velocity in {ft/s} BALL VALVES 


Q = Fluid flow rate in {GPM} 
A = Hose internal cross sectional area in {in*} = D°x + /4 
D = Hose internal diameter in {in} 


ACCESSORIES 





EQUIPMENT AND 
PARTS 





Flow Rate (GPM) 
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Properties of C14 PTFE Tube 


Tensile Strength, 73°F [23°C] 
Elongation, 73°F [23°C] 
oulfmness, 73°F (23°C) 
Impact Strength a@70"F (2lec) 
@73°F (23°C) 
@170°F (77°C) 
Hardness, Durometer 
Compressive Stress at 
1% Deformation @7s°P [23°C] 
1% Offset @/3°F (23°C) 
Deformation Under Load, 24 Hrs. @ 122°F [50°C] 
1200 Lb./Sq. In. 
2000 Lb./Sq. In. 
Heat-Distortion Temperature @66 Lb./Sq. In. 
Coefficient of Linear Thermal Expansion per °F; 77-140°F (25-60°C] 
Thermal Conductivity 0.18 In. 
Specific Heat 
Water Absorption 
Flammability 


Specific Gravity 
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1500-3000 Lb./Sq. In. 
100-200% 

60,000 Lb/Sgq. In. 

eA) PERL O./ In. 

3.5 Ft.-Lb./In. 

6.0 Ft.-Lb./In. 
D55-D70 Shore D 


600 Lb./Sq. In. 
1000 Lb./Sq. In. 


4-8% 

25% 

Pou Fidel cl 

9.0 X 10-° 

1.7 B.T.U./Hr./Sg.Ft./°F/In. 
0.23 :B.U Lb Fr 

0.0% 

Nonflammable 

ele. 





Electrostatic Discharge 


Most applications of PIFE hose do not require the use 
of a conductive inner tube. Under certain applications, 
the potential for Static Discharge must be considered. 
Be aware that static electricity can be a hazard. 
Under those conditions where static discharge can 
occur, the use of conductive Gates C14CT hose is 
recommended. The following should serve to increase 
your knowledge and understanding of this phenomenon 
and how to avoid its occurrence: 


When two different materials contact each other, 
electrons from one material can move across Its 
boundary and associate with the other. These electrons 
align themselves with the material contacted. If the 
two materials are good conductors of electricity, the 
positive and negative electrons flow back and forth 
between them, keeping them in balance. If one or both 
are insulators, the flow will not occur. A charge will 
then build up on the surface of one of the materials. 
When the charge exceeds the electric strength of the 
material, electric breakdown results. 


In applying this to PTFE hose, we have to consider 
fluids and gases that are poor conductors of electricity 
and the flow rates of those fluids and gases. In order 
for a liquid or gas to be a poor electrical conductor, 

it will generally satisfy one or both of the following 
conditions: 


1. Be nonpolar; that is, an imbalance 
between protons and electrons, and/or 

2. Contain a nonmixable component or a 
Suspended solid; such as water In kerosene. 


So when a liquid contacts a PTFE tube that isn't a 
good conductor (white PTFE innercore}, the result 
is phase separation and the electric charge starts 
to build. The rate at which static electricity builds up 
now becomes a function of the fluid flow rate. When 
the electric strength of the PTFE tube is exceeded, 
the electric charge will puncture the tube wall and 
ground itself on the stainless steel braid of the hose. 


In hydraulics, high pressures generally mean high 
velocities. Historically, fluids were filtered upstream 
of the hose using metallic filter elements. The metallic 
element helped to ground the charge. But, today, 
most filtration is done with paper-type and glass- 
fiber filter elements that have a tendency to inject an 
electrostatic charge into the fluid they are filtering. 


Steam and fuels are two specific areas of concern. 
No hose in this catalog can or should be used in steam 
applications. Contact Gates Product Application for 
proper hose recommendation. 
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Fuels (i.e. gasoline and white spirits, hydrazine, 
benzene, diesel oils, etc.) are, for the most part, 
“nonconductive’ liquids. These fluids usually are 
transferred at fairly low velocities, but there still is a 
potential for an electrostatic discharge due to external 
factors, such as humidity and, to some extent, 
temperature. You should take all of these factors into 
account even at fluid velocities at or below 1 meter 
per second. 


When using PTFE hose, you can offset the potential 
hazard of electrostatic discharge by using a 
conductive Gates C14CT hose. Carbon Is added to 
the PTFE inner tube wall during manufacture. The 
carbon layer directs the electrostatic charge down 
the inner diameter of the hose to the metal end 
fittings. This prevents the charge from building up 
on the inner tube wall. 


So, it’s important to examine any application where 
nonconductive fluids are used and any of the above 
conditions exist. This section is not meant to cover 
all conditions or situations when they involve fuels, 
steam or other media which may cause electrostatic 
buildup or potential discharge. If you need help on 
any individual application, contact Hose/Connector 
Product Application, Denver. 

Following is a list of some of the chemicals that meet 
at least one of the criteria necessary to create 
electrostatic discharge: 


> Cyclohexane > Lacquer Solvents 


> Decalin > Naphtha 

> Diacetone > Naphthalene 
> Dibutyl Ether > Octane 

> Dibutyl Phthalate > Paint 

> Dibutyl Sebacate > Petroleum 

> Dimethyl Phthalate > Pinene 


> Dioctyl Phthalate 
> Dipentene 

> Fuel Oil 

> Gasoline 

> Hexane 

> Hexene 

> Hydrazine 

> Kerosene 

> Lacquers 


> Silicone Oils 

> Skydrol SOO & 700 
> Steam 

> Toluene 

> Transformer Oil 

> Turpentine 

> Varnish 

> Versilube 


General Industry Practice has identified the above 
fluids as requiring a conductive hose—Gates C14CT. 
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Effusion/Corrosion for PTFE Hose 
and Hose Assemblies 


WHAT IS EFFUSION? 


lt is the process where chemical molecules move 
through the PTFE wall and escape from a hose or 
hose assembly. It is sometimes called permeation. 
The rate at which effusion occurs depends upon 
temperature, pressure, wall thickness and the 
hose material. 


The fact that effusion occurs isn't the problem. 
This process will happen with most all media in 
most hose material. 


The basic issues are: 


1. At what rate will effusion occur? 

2. How hazardous are the media? 

3. In what kind of environment does effusion take 
place; closed room, outside, etc.? 


GENERAL MEDIA CONCERNS REGARDING THE 
POTENTIAL EFFECTS OF EFFUSION: 


> Media where corrosion is not of concern, but 
effusion may displace the air we breathe, thus 
becoming a hazard to personnel. 


Some of the chemicals in this category are: 


> Carbon Dioxide > Neon 

> Nitrogen > Argon 
> Steam > Xenon 
> Oxygen > Krypton 
> Helium 


> Media that can effuse in their “vapor phase’; i.e., 
their boiling point is below approximately +125°F 
(+52°C] at atmospheric pressure. These media 
can form chemicals that can corrode the braid 
and/or cause injury to personnel. 


Some of these include: 


> Acetaldehyde (Flammable, Toxic] 

> Benzene (Flammable, Toxic] 

> Liquid Butane [Flammable] 

> Carbon Disulfide (Flammable, Toxic] 
> Diethyl Ether (Flammable, Narcotic] 
> Ethyl Mercaptan (Flammable, Toxic] 
> Hydrochloric Acid (Corrosive, Toxic} 
> Lacquer Solvents [Flammable] 


> Methyl Bromide (Flammable, Toxic, Corrosive} 


> Methylene Chloride [Toxic] 

> Methyl Formate (Flammable, toxic] 
> Liquid Propane [Flammable] 

> Sulphur Trioxide (Corrosive, toxic] 
> Liguid Chlorine (Corrosive, toxic} 


> Media with the potential to effuse and cause 
corrosion of the braid reinforcement and fitting 
materials. These chemicals are all gases while 
at atmospheric pressure and a temperature 
of +56°F (+13°C] or lower. 


Some of these chemicals are: 


> Acetylene [Flammable] 

> Butadiene [Flammable] 

> Butane Gas [Flammable] 

> Carbon Monoxide (Toxic, Flammable] 
> Chlorine (Toxic, Corrosive} 

> Chlorine Trifluoride (Toxic, Corrosive} 
> Ethyl Chloride (Toxic, Corrosive} 

> Hydrogen (Flammable] 

> Hydrogen Chloride (Corrosive, Toxic] 
> Hydrogen Sulfide (Flammable, Toxic} 
> Hydrocyanic Acid (Flammable, Toxic] 
> Hydrogen Cyanide (Flammable, Toxic} 
> Coke Oven Gas (Flammable, Toxic] 

> Natural Gas (Flammable, Toxic} 

> Propane Gas (Flammable}] 

> Sulfur Dioxide [Corrosive] 

> Vinyl Chloride Monomer (Toxic, Corrosive} 


lt is important that hose assemblies used in these 
applications are installed in well-vented areas to 
avoid potential problems for personnel and/or 
equipment. 


www.gates.com 


Hydraulic System Pressure Drop 





WHAT IS PRESSURE DROP? 


Friction is defined as the resistance an object encounters in moving over another. Solids, liquids, and gasses 
all exhibit friction in their motion. In hose and piping systems the result of this friction is pressure drop and 
heat generation that may be accurately estimated with engineering models. 


WHY DOES PRESSURE DROP MATTER? 


lf there is excessive pressure drop in a system pumps, will have to work harder, use more energy, and the 
working fluid will increase in temperature. Depending on the source of the additional pressure loss it could: 
raise the whole system pressure, increasing wear and introducing potentially dangers over pressure condi- 
tions; render some tools or equipment functions inoperable, because of inadequate operation pressure; or 
create damaging cavitation and loss of net positive suction head (NPSH}. 


WHAT AFFECTS PRESSURE DROP? 


The factors which contribute pressure loss may be broken down into two general categories: mechani- 

cal components and fluid properties. Mechanical components such as valves, flow meters, quick discon- 
nects, adapters, couplings, tubing, hose, etc., all contribute to pressure loss. The amount of pressure loss 
in mechanical components is impacted by criteria such as cross sectional area, internal surface roughness, 
length, bends, and geometric complexity. Fluid properties such as density, viscosity, heat capacity and bulk 
modulus will also contribute to pressure loss. Fluid properties are impacted by temperature, pressure, con- 
tamination, air entrainment, and time. 


While all of these components contribute to pressure loss, fluid velocity has the most impact. Fluid velocity 
is a direct product of flow rate and cross sectional area. 


WHAT CAN BE DONE TO REDUCE PRESSURE DROP? 
> Check system pressure drop when non-identical replacement parts are required or there 
IS Ongoing system problems. 
> Use straight adapters and bent couplings whenever possible. 
> Replace worn parts and old fluids. 


> Lower the fluid velocity. 


HOW CAN | CALCULATE PRESSURE DROP FOR A HOSE ASSEMBLY? 


With some basic system information reliable pressure drop approximations may be readily calculated. First 
determine the applicable mechanical components and fluid for the analysis [doing 1 hose assembly at a 
time is recommended], then enter those values into the Gates online pressure drop calculator. 

Hose assembly information: Inside Diameter, Length, Couplings, Adapters 


Fluid information: Density, Viscosity, and Heat Capacity (these may be estimated with fluid type and 
temperature] 


Go to http://www.gates.com/pressuredrop to calculate the pressure loss from the system information. 
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Look up a temperature reading in the middle column [shaded]. If it's in degrees Centigrade, 
read the Fahrenheit equivalent in the right-hand column. If it's in degrees Fahrenheit, read the 


Fahrenheit-Celsius Conversion 


Centigrade equivalent In the left-hand column. 
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149.0 
150.8 
152.6 
194.4 
156.2 
158.0 
159.8 
161.6 
163.4 
l6s.2 
167.0 
168.8 
170.6 
172.4 
174.2 
176.0 
177.8 
736 
181.6 
183.2 
185.0 
186.8 
188.6 
190.4 
192.2 
194.0 
195.8 


= 


70 
7 
[lie 
Ws 
74 
Ts 
76 
dt 
78 
Us 


81 
82 
83 
84 
89 


ore 
28.3 
edd 
29.4 
30.0 
30.6 
Jit 
SLf 
Scie 
32.8 


87 
88 


el 


www.gates.com 











HOSE 


PRESSURE CONVERSIONS iat 



































Metric to PSI PSI to Metric 
(1 kPa = .145 psi) (1 psi = 6.89 kPa] G8K COUPLINGS 
Pounds per Pounds per 
Kilo Pascals Mega Pascals Square Inch Square Inch Kilo Pascals Mega Pascals Bar GLOBALSPIRAL 
(kPa) (MPa) (psi) (psi) (kPa) (MPa) (Bar) COUPLINGS 
100 0.1 1 14.5 10 68.9 0.07 0.7 
CO 1378 0.14 1.4 PCM /PCS 
200 0.2 2 29.0 FERRULES 
300 0.3 3 43.5 30 206.8 O21 o, 
400 0.4 4 58.0 40 275.8 0.28 2.8 
500 OS 5 Tes 30 344.7 0.34 3.4 MEGACRIMP 
600 0.6 6 87.0 60 413.7 0.41 41 COUPLINGS 
700 0.7 7 101.5 70 482.6 0.48 48 
900 0.9 g 130.5 90 620.5 0.62 6.2 STEEL 
1,000 1.0 10 145.0 100 689 0.7 6.9 
2,000 2.0 20 290.1 200 1,379 1.4 13.6 
3,000 3.0 30 435.1 300 2,068 21 20,7 eee 
4,000 40 40 SaU.2 400 2,/58 2.8 27.6 
5, 000 5.0 50 725.2 500 3,447 3.4 34.5 
6,000 6.0 60 870.2 600 4,137 4.1 41.4 Pouetnce GLP 
7,000 7.0 7U 15:3 700 4,826 48 48.3 
8,000 8.0 80 1160.3 800 5,016 oid Do.2 
9 000 9.0 90 1,305.3 900 6,205 6.2 62.1 POLARSEAL 
10,000 10 100 1,450 1,000 6,895 6.9 68.9 COUPLINGS 
20,000 20 200 2,901 2,000 13,790 13.8 137.9 
30,000 30 300 4,351 3,000 20,684 20.7 206.8 POLARSEAL II 
40,000 40 400 5,802 4,000 27,579 er. 2/5.8 COUPLINGS 
50,000 50 500 7,252 5,000 34,474 34.5 344.7 
60,000 60 600 8,702 6,000 41,369 41.4 413.7 
70,000 70 700 10,153 7,000 48,263 48.3 482.6 C14 COUPLINGS 
80,000 80 800 11,603 8,000 55,156 Soe So LG 
90,000 90 900 13,053 9,000 62,053 62.1 620.5 
100,000 100 1000 14,504 10,000 68,948 68.9 689 nee 
200,000 200 2000 29,008 20,000 137,895 137.3 1,379 
300,000 300 3000 43.511 30,000 206,843 206.8 2,068 
40,000 2/5,/90 2/5.8 2,/58 FIELD 
ATTACHABLE Gl 
EXAMPLES & G2 COUPLINGS 
(A) Convert 3,429 psi to the equivalent pressure in Bar. (B) Convert 3,429 psi to the equivalent pressure in MPa. a 
3,000 psi = 206.8 Bar 3,000 psi = 20.680 MPa ATTACHABLE C5 
+ 400 psi = 27.6 Bar + 400 psi = 2.760 MPa eines 
+ eCOpsi = 1.4 Bar COUpsi = 140 MPa 
+ Gpsi = 62 Bar - Qpsi = 062 MPa SURELOK AIR 
3429 psi = 236.42 Bar 3A4e3psi = 23.642 MPa COUPLINGS 
FAHRENHEIT-CELSIUS CONVERSION ADAPTERS 
250 a : 
Po oe ge Ol UU i | — 
200 R+---—- ee il eee, oo ee er : ee ; fen oe “hams “< hab ee ef eb eee Phe J. ah , QUIC K 
| | } , 3 | : ! | | i | DISCONNECT 
2 =r wpe b pe ee bp dee ae Ge ab an COUPLERS 
8 100} pF ! ep 
XD | a | fF LIVE SWIVEL 
° 50 sf {Japan a gg MRE Lo aap np ey oe | ; 
op : 7 ! | | 
a 0 pe a ae BALL VALVES 
7 ee oe ee eee 
-50 setts anaes : saat ce yan kone ‘ wei s = ar i igi a i aaa Sala Se a mae 7 eevee 
400 ee ee oe ee Ae es ee l ACCESSORIES 
-60 80 0 80 BO 7 Ps J #0) . 150 189 210 240 270 300 330 360 390 420 450 
Conversion Formulas _ Degrees Fahrenheit 
| "Celsius = 0.56 (CF -32) F=(1.6 Ci4 22 : aa AND 
se Ee ge, Seren te ie, Rae, eee, ae 
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Inches 


Fractions 
1/64 
1/32 
3/64 
1/16 
5/64 


Quantity 


Area 


Force 


Frequency 


Length 


Mass 


Power 


Pressure 


Temperature 


Torque 


Volume 


Conversions - Continued 


DECIMAL AND MILLIMETER FRACTION EQUIVALENTS 


Inches 
Fractions 
11/16 
45/64 


Inches 
Decimals Fractions Decimals 
015625 23/64 Jodala 
U3i25 ; 3/8 375 
046875 295/64 90625 
0625 Lajac 40625 
078125 27/64 421875 
09375 4375 
109375 453125 
125 46875 
140625 484375 
15625 900 
.171875 oLabeo 84375 
1875 53.25 659375 
Uglies 946875 70 
Leo Abed 890625 
234375 uloles 90625 
col wgo7a §21875 
.265625 609375 Safa 
bles 625 953125 
.296875 640625 96875 
Leo 65625 984375 
1.000 


Decimals 
.6875 
703125 

9.922 eaj3e 1875 

10319 47/64 734375 

10.716 3/4 750 

AB5SBCS 

bles 

796875 

125 

828125 


Millimeters 
9.128 
9.525 


Millimeters 


METRIC (SI) — U.S. UNITS FOR FLUID POWER USE 


[The following conversions are based on information taken from ASTM, American Society 
for Testing and Materials, Handbook E380-72.] 
SI Unit 


Customary U.S. Unit 


Square Inch [ine] Square Metre [m2] (ine) x (6.4516 x 10 -4 ) = [m2] 


Pound (Ib,] Newton (N] (Ibf) x 4.448e = (N] 


Cycles/Second (cps) Hertz (H,] 1 (cps) = 1(H_) 


Z 


1(Hz] = 1{cps] 


Inch (in) Metre [m] {in} x (2.540 x 10-2 } = [m) {m] x 39.370 = [in]} 


Pound (Ib. J Kilogram (kg) (Ibm) x .4536 = [kg] (kg) x 2.2046 = [Ib J 


Electric Horsepower [HP] Watt (W] (HP] x (7.460 x 102 ) = (W) 


Pounds/Sq In [psi] Newtons/Sq Metre [N/me] [psi] x (6.8948 x 103] = (N/m2] 


(Non-Preferred Conversions} 


[psi] Mega Pascal (MPa} (psi]/145 = MPa [MPa] x 145 = [psi] 


[psi] Bar (Bar] psi/14.5 = Bar 


(Bar) (N/me] (Bar) x 100,000 = (N/m2} 


Degrees Fahrenheit (°F ] Degrees Celsius (°C) (°Celsius) = 0.556(°F-32] (1.8°C] + 32 = °F 


Pound-Inch [Ib,-in) Newton-Metres (N-m] _ [Ib,-in) x (1.1298 x 10-1) = (N-m] 


US Gallon (Gal) Cubic Metre [m3] (Gal) x (3.7854 x 10-3] = {m3} 


(Non-Preferred Conversions} 
Litre (1) (Gal) x 3.7854 = [I] 


Foot-Pound [ft-lb,J Joule (J) (ft-Ib,) x 1.3558 = (J) 
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Millimeters 
17.463 
17.859 
L8.e56 
18.653 
19.050 


Conversion from U.S. to SI Units Conversion from SI to U.S. Units 


[m2] x 1550.003 = (in2] 


(N} x (2.2481 x10-1) = [Ib] 


(W] x (1.3405 x 10-3 ) = (HP] 


(N/me] x (1.4504 x 10-4) = (psi) 


(Bar) x (1.4504 x 101) = [psi) 


(N/m2] x (1.00 x 10-5) = (Bar) 


(N-m] x 8.8507 = {Ib,-in] 


(m3) x (2.6417 x 102) = (Gal) 


(I) x (2.6417 x 10-1) = [Gal] 
(J) x (7.3756 x 10-1) = [ft-lb] 





Tightening and Torque Recommendations 
for Hydraulic Couplings 





1. Determine the correct torque value for your coupling using the manufacturers recommendations. The minimum 


torque values are adequate for sealing in most applications; never exceed the maximum torque recommendations. 


Only use manufacturer specified torque values; do not use SAE recommendations. 
2. Calculated the correct torque wrench setting. Wrench Setting = Desired Torque * L/ LA [see Figure 1} 


3. Ensure that the seal face and threads are clean and in good condition. O-rings should be lubricated with light oil, 
but threads should be completely dry unless making a tapered pipe thread connection [interference seal). 


4. |f the assembly has a male connector on one end, install the male connector first. 


9. Hand tighten the connection by bringing seal face in contact and rotating the nut by hand until it stops, 
approximately 0.3-1 ft-lb. 


6. Mark the coupling nut and backup hex with a line for flats method of torque verification. 


7. Apply a wrench to the backup hex to prevent the coupling and hose from moving while tightening the nut with 
a torque wrench. Failure to retain the backup hex during installation can cause hose twisting and will result in 
additional clamp load force that can cause seal face damage. 


8. While keeping the backup hex secure apply the torque wrench to the fitting nut and pull until the proper torque 
is achieved. The coupling nut must be in motion when the final torque is achieved, otherwise the nut must be 
loosened and retightened until the torque is attained while the nut is in motion. 


9. If a torque wrench cannot fit into the coupling area or if it is unavailable, flats method may be used to ensure that 
JIC couplings are properly tightened, as shown in figure 2. Checking flats is also a good method of ensuring that 
critical connections have been properly tightened. 


Once hand tight, mark a straight 


\ line between the backup hex, 
Td nut, and adapter hex. 
an i 
( ay) 







Figure 1 - Torque 
wrench adjustment 
LA when using a 
crowfoot wrench. 
Torque Wrench 
setting = Desired 
Torque *L/LA 


Tighten until the marks 
are misaligned by the 
specified values, this example is 


two flats. The backup hex mark 
should stay aligned with the adapter mark. 
Figure 2 - Flats method of verifying 
coupling torque. 
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Coupling and Adapter Installation Torque 
Recommendations 







HOSE 


HOSE/CPLG. JIC, SAE 45°, ORFS, O-RING BOSS, GATES ADAPTERLESS, & MEGASEAL* 


SELECTION 
JIC 37°, SAE 45° & | JIC 37°, SAE45°&| Flat Face O-Ring SAE O-Ring Boss (Steel) & SAE O-Ring Boss (Steel) & 
MegaSeal (Steel) | MegaSeal (Brass) Seal (Steel) Gates Adapterless < 4000 PSI | Gates Adapterless > 4000 PSI 
1/16 ptt | ttt tet te 


| th | 
seen eae ee ee 
COUPLINGS ps3 {| UE tt 
pa | aw | u | s | 6 | w | vw | wm | wi | wm [| iw | 
PCM / PCS | -s | is | is | 7 | 39 ff ff te 
FERRULES | -s | a7 | a9 | ae | as | as | a | a | 2 | am | «6 | 
| -3 | 34 | 3a | 2 | oe | se | 4 | a7 | 4 | so | 
MEGACRIMP 0 | so_| se | a4 | 4 | 4 | ss | so | eo | ve | eo 
pene -12 | ss | eo | 65 | so | 7 | 83 | 18 135 
pea] fs tt 
STAINLESS -16 220 
STEEL 
-20 | 124 138 125 140 133 152 
180 


G8K COUPLINGS 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 4-BOLT FLANGES 
COUPLINGS 


FLATS METHOD VALUES 


i Type 
iach Tanem || 


Pom | a7 
oss | 26 
ow | a3 

== 





POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


ly 
26 
43 

C14 COUPLINGS | os | 65 

130 

20 


| 8 

Note: J 
J 
J 
J 


PCTS 
THERMOPLASTIC 
COUPLINGS 


| a | 
pa 

| Ee 

05 a 

| aes) 
pte 
| 16 
| 20 


1. Align faces and finger PIG 
tighten bolts before applying F ogit | esd 75 - 1.0 | 
final torque in a pattern. The 1. The torque yc | 32 175-10) 
seal faces must be parallel values obtained 15 = 1.0 
with even bolt tension to seal from tightening Note: 
properly. pipe threads can 1. Seal faces must be in contact 
2. Torque values apply to vary considerably and the fitting fully hand tightened 
bolts which are plated or Ge pe nelg Cues’ before marking flats. 
coated in light engine oil. condition. Adequate 2. Flats method is most accurate for 
3. Before assembly lubricate sealing can occur at the first assembly cycle, for multiple 
O-ring with light oil (SAE 10W values much lower disassembly/assembly cycles torque 
or 20W] than the maximum values are more reliable. 

values listed above. 3. Tightening two flats or more is 


Only enough torque analogous to severe over torque and 


to achieve adequate may damage seal faces. 
sealing should be 


used. 


2 2. When using a male 
<i tapered pipe thread 


IS 4 
IC 4 
IC 

IC 

IC 10 
IC ie 
IC 16 
IC 20 
IC 24 
IC ae 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 
with a female straight 
or parallel pipe thread, 
maximum values are 
50% of those listed in 
the table. 

3. If thread sealant 

is used, maximum 


SAE MALE FLARELESS values shown should 
be decreased by 25%. 
ASSEMBLY (MFA) 


QUICK 
DISCONNECT 
COUPLERS 





After hand tight (when the sleeve bites the 
ACCESSORIES tube] rotate nut one full turn (eight flats). fi a Non [ft-Ib]*1.3558 = [N-m] 


ft-Ibtoin-Ib __|[ft-Ib]*12 = [in-Ib] 
EQUIPMENT AND IN-m to in-lb —_|[N-m]*8.8508 = [in-Ib] 


PARTS 
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G8K Couplings 





Caterpillar Style O-Ring Flange — 


L 
G8K COUPLINGS 
<—c—> 


GLOBALSPIRAL 
COUPLINGS 


F 
4 
: < PCM /PCS 


FERRULES 





> 


we ee | OT Le [cc | [nce 
No om oom mm mm | Lbs.) 


MEGACRIMP 
COUPLINGS 


12G8K-12F LC 7347-80215 


STAINLESS 
STEEL 





POWER CRIMP 
COUPLINGS 


Caterpillar Style O-Ring Flange - 45° Bent Tube 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 





FIELD 
ATTACHABLE C5 


Caterpillar Style O-Ring Flange - 90° Bent Tube COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


www.gates.com Dl 











HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


D2 


G8K Couplings 


Caterpillar Style O-Ring Flange - 90° Bent Tube - Continued 





16G8K-16FLC9O-117_—— | 7347-80045 | 1 | 25.4] 1.87] 47.5] 461 | 1171] 646] 1641] 3.79] 963] 56] 142] 163 | 


G8K Ferrule for G8K Spiral Hose 


a < e ee 
Weight (Lbs.) 


SS SSS iii SSS SS ean Ss 
12G8K1F 7347-80205 | 
16G8K1F 7347-g006s =| || OT | 
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GlobalSpiral™ Couplings 


Male Pipe (NPTF - 30° Cone Seat) 


om] |e _| wg 
mm | mmm | Lbs 
asap pesos oe [os | ame fie tet tat 


ecs-emp | 7347-20155 | 38 | 95 | ete | 78 | 287 | 729 | 146 | 37d |S 
scs-emp | 7347-20245 | 12 | tar | eda | 8 | 291 | 739 | 143 | 363 | 
ecs-12mp | 7347-20265 | 12 | 127 | 34ta | tate | 303 | 770 | 156 | 396 | 31 
ocs-emp | 7347-20335 | 58 | 159 | eta | 156 | 3.35 | 851 | 134 | 340 | 26 
pocsamme —frauzzoass_[ se [ase [see [ine [ase {90a [eo [aos |e 
agsanp | 73472005 | 34 | 191 | 1pas | rine | 354 | 099 | 154 | gor | 35 
2cs-1amp | 7347-20045 | 34 | 19d | 34td | tate | 354 | 899 | 154 | 391 | 55 
pacsaewe | rsraes [aa [aaa [aati [38 [ae [ono [an [asa [a 


API Line Pipe Connection 


Thread 


baie 


(Lbs.) 








ae 
aa«. ——“T wnes | eT ae a is | ee on ee oe 
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GlobalSpiral™ Couplings 





Male Pipe (NPTF - 30° Cone Seat) - Long Hex 


Ss. 


Male O-Ring Boss 


SAE J 1926/2 ISO 11926-2 Heavy Duty (S Series) Stud End. 


Thread OD. | 





H 


1 
| O | tty rane ee ac Weight 
Se anni Se aaa ES Sina Sa amt (Lhs.) 
3/8 
8GS-8MB 1/2 
1/2 
5/8 
58 | 15.9 | 116-12 | 114 | 346 | 879 | 148 | 376 | 40 | 
/4 
/4 






6GS-6MB 7347-21145 


12GS-12MB 7347-21445 3 1 1/16-12 11/4 
12GS-16MB 7347-21465 3 


45 
64 
97 


11/4 1.08 
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GlobalSpiral™ Couplings 


Female MegaSeal® Swivel 


Gates High Performance Replacement for Female J IC Fittings - Connects to Standard Male J IC Termination. SELECTION 


HOSE/CPLG. 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


oe Se fete tT Tee 
No. nae aa ee Lbs, 

4.02 

pscsasmn [rns [fase ane ae Cae [ar 

r2oGs-20FMx | 7347-69645 | 114 | 318 | 15812 | 178 | 2 | 536 | 1361 | 256 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 





LOC, GLAND GLP 





. 0 COUPLINGS 
Female MegaSeal® Swivel - 45° Bent Tube 
Gates High Performance Replacement for Female J IC Fittings - Connects to Standard Male J IC Termination. POLARSEAL 
COUPLINGS 
L 
POLARSEAL II 
COUPLINGS 
C14 COUPLINGS 
PCTS 
THERMOPLASTIC 
COUPLINGS 
Noe NAL C Weight FIELD 
0. (Lbs.) ATTACHABLE G1 
—fe_____| an ecole 
0 | 508 | 129.0 | 307 | 78.0 | 68 __ | 
3665 -1uxas.e | roerausss [1 | 254 [ aster [112 | 150] 381 | 626] 1500 | aoe | ime [a 
A eases 
& C5E 
COUPLINGS 
: 0 
Female MegaSeal® Swivel - 90° Bent Tube ee 
BRAKE 


Gates High Performance Replacement for Female J IC Fittings - Connects to Standard Male J IC Termination. COUPLINGS 


———~* ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


re fel we 
Pon {=F on eps) 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


Female MegaSeal® Swivel - 90° Bent Tube - Continued 


ee 
No. mm mm [mm mm] (Lbs.) 
}12GS-12FMX90-058 


eee Pees ss 
12G5-12F MX90-058 
12G5-12FMx90-096 | 7347-71405 | 3/4 | 191 | 110612 | 114 | 3.78 | 96.0 | 472 | 1199 | 272 | 691 { 90 
5.67 


Male J IC 37° Flare 


Thread I.D. 





mm mm | iL.) 
}6GS-6M) Ss ~=s7347-22145 | 38 | 95 | eis =| ie | 260 | 660 | 119 | 302 | 10 
}10GS-12M) | ~—7347-22355 | 58 | 15.9 | 11/16-12 | 1176 | 3.70 | 940 | 172 | 437 | 37 
}12GS-14M) | 7347-22455 | 3/4 | 19.1 | 1306-12 | 114 | 370 | 940 | 169 | 429 | 49 
7347-22465 | 3/4 | 191 | 15612 | 1596 | 378 | 960 | 177 | 450 | 60 | 


Female J IC 37° Flare Swivel 


I Thread |.D. 





| 37° 
| \ 
H1 H2 
ore LO [mim lel «|< _|am 
No. mm mmm | Lbs.) 
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GlobalSpiral™ Couplings 


Female J IC 37° Flare Swivel - Continued 


HOSE/CPLG. 
SELECTION 


=a 
pe weight | [cox courinc 
cp mm mm | EL bs.) 
7347-24255 12.7 
7347-24265 12. 


CHRO) yoda vale 
COUPLINGS 


y3a7-en75 | 58 | 159 | 7a [1 | 1ine [368 [935 [170 [32 [ 38 
1oGS-12FJx_ 7307-24355 | 5/8 | 159 | iyiei2 | 1 | 11/4 | 374 | 95.0 | 1.76 | 447 | 42 


PCM /PCS 
FERRULES 


7347-24435 | 3/4 | 191 | 78-14 | 1106 | 118 | 387 { 983 | 187 | 475 | 44 | 
7347-24445 91 | 1yi6-12 | 1 | 114 [ 387 [ 983 | 186 | 472 | 46 | 
7347-24455 | 3/4 
12GS-16F} X 7347-24465 19.1 


MEGACRIMP 
COUPLINGS 


'16GS-12F)X | 7347-24535 | 1 | 25.4 | 116-12 | 13/8 | 13/8 | 4.25 | 1080 | 200 | 508 | 57 | 
1 | 254 
16GS-20F x 1 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 





LOC, GLAND GLP 


COUPLINGS 
Female J IC 37° Flare Swivel - 30° Bent Tube ssunGe 
S,M and L Drops per ISO Final Draft International Standard 12151-S. COUPLINGS 
POLARSEAL II 
COUPLINGS 
Le 
l_ C14 COUPLINGS 
oe THERMOPLASTIC 


\ COUPLINGS 


No. oe om mmm |b.) 





FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


15.0 | | | 
94.0 | 2.22 20 
8GS-10F}x455_ 7347-25255 | 12 | 127] 78-14 | 116 | 63 | 160] 358] 909 | 211] 536 


EQUIPMENT AND 
PARTS 
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SELECTION 


G8K COUPLINGS 
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COUPLINGS 
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COUPLINGS 
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STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 





Female J IC 37° Flare Swivel - 45° Bent Tube - Continued 


NO 
}10GS-10FJXMM45-018 


10GS-10F| XMM45-018 7347-83275 7/8-14 | 11/16 
10GS-12F| X455 7347-25355 1 1/16-12 
12GS-12F] X45S 7347-25445 1 1/16-12 
1 7347- | 1 

7347- | 1 


1.50 
94 : | 
'16GS-20FJX45S |= 7347-25565 | 1 | 254 [ 158-12 | 2 | .98 | 24, | 
180.1 | 4.29 | 1090 | 2.02 


1 

1 
2GS-16F| X45S 347-25465 15/16-12 

1 

1 


a A 
'12GS-12F) X60-043 | 7347-76795 | 3/4 | 191 | 1176-12 | 114 | 169 | 429 | 559 | 1420 | 358 | 909 | 70 | 


“Noe 
ee (Lbs.) 


1.70 
6GS-6F)XMM9OM | 7347-84045 | 3/8 | 9.5 | 96-18 | 3/4 | 150] 381 | 311 | 79.0 | 170] 432 | 09 | 
6GS-8F)X90-083 | 7347-76785 | 3/8 | 95 | 34-16 | 78 | 327] 831 | 358 | 909 | 217] 551 | 03 | 
6GS-BF)X90M | 7347-28155 | 3/8 | 95 | 34-16 | 7/8 | 161] 40.9 | 358 | 909 | 217] 551 | 24 | 
8GS-BF)X9OL_ 7347-29245 | 2 | 127] 34-16 | 78 | 252] 64.0 | 362 | 920 | 215] 546 | 66 | 
8GS-BF)X90M | 7347-28245 | 12 | 127] 34-16 | 7/8 | 161| 40.9 | 362 | 920 | 215] 546 | 55 | 
8GS-BF)x90S | 7347-27245 | | 127] 34-16 | 78 | 114] 29.0 | 339 | 861 | 191] 485 | 44 | 
8GS-BF)X90KL | 7347-73065 | 12 | 127] 34-16 | 7/8 | 4.06] 1031] 362 | 920 | 215] 546 | 40 | 
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Female J IC 37° Flare Swivel - 90° Bent Tube - Continued 


ea 
[mm | mm mm fmm | (Lbs.) 
7347-29255 7/8-14 
7347-28165 7/8-14 
7347-2725 7/8-14 


Prod. 
No. 


ul 


7347-2726 1116-12 | 11/4 | 189] 48.0 | 4.37 | 111.0] 289] 734 | 46 | 
7347-84275 | 5/8 7/8-14 1.42 
7347-84285 7/8-14 
7347-28355 | 5/8 1 1/16-12 
12GS-12F| X90L 7347-29445 1 1/16-12 | 96.0 | 4.45 | 113.0 | 2.44] 620 | 90 | 
7347-28445 | 3/4 1 1/16-12 
7347-27445 1 1/16-12 | 
7347-28455 | 3/4 1 3/16-12 | 
12GS-16F| X90L 7347-29465 15/16-12 | 
7347-28465 | 3/4 15/16-12 | | 

l 
ll 
ll 
I 
Z 
2 


ee 
co 
ol 


WJ 
—I 
co 


re |RO 
CoO | NR 
WW |Co 
> 


ol 


-& | Nh 
& |W 
WoO |O 
ee 


—l 
uo 
GJ 


NO [RO 
NO | Co 
So |o 
ul 


uo 
OW 


7347-27465 1 5/16-12 | 
7347-29555 1 5/16-12 | 10. 
16GS-16F] X90M 7347-2855 1 5/16-12 
347-2755 1 5/16-12 

7347-2956 

347-29645 1 5/8-12 08 | 129.0 
7347-28645 1 5/8-12 
7347-27645 | 11/4 | 31.8 | 15/8-12 | 2 | 252] 64.0 | 685 | 174.0 
7347-28655 


oy 
oo 
o1 
a 
—sl 


NO |e 
co | UW 
& |v 
—sl 


— 


158-12 | 2 | | 129.0 | 6.06 | 
[oa] 


i) 
NO 
o 


| 


— 
uo 


uo 


uo 


on |;our 
Oo |o 
oo | CO 

me 


102.9 
14.8 


3.32 


Male Flat-Face O-Ring 


Includes Peroxide-cured O-Ring. 
Metric Hex per ISO Draft International Standard 12151-1. 
Utilizes SAE | 1453 Captive O-Ring Groove for Improved O-Ring Retention. 


Thread O.D. 
O-ring groove ‘| 





Dace ees 
[mm [mm mm mm |.) 

7347-23875 15.9 36.6 30 

1 

2 


2GS-16MFFOR 7347-23845 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 


E/ 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


ed 


22 
22 


| mm | 
7347-30145 16 | 22 | 
7347-30155 16 | 22_ 
7347-30245 : 
7347-3025 
7347-3026 
7347-3034 


uo 


uo 


1 : Z 

7347-3035 
7347-3043 
7347-3044 
7347-3046 
7347-3047 
7347-3053 
7347-30555 
7347-30565 : 


uo 









Female Flat-Face O-Ring Swivel 


Metric Hex per ISO Draft International Standard 12151-1. 
SAE | 1453 O-Ring Face Seal. 


[~ 1D. 


7347-30645 56. ) 
7347-30655 | 11/4 | 318 | 2-12 | 50 | 60 | 5.12 | 1301 | 232 | 589 1.94 


vel + | «|e _| ag 
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Female Flat-Face O-Ring Swivel - 30° Bent Tube 








Female Flat-Face O-Ring Swivel - 45° Bent Tube 


Metric Hex per ISO Draft International Standard 12151-1. 


SAE | 1453 O-Ring Face Seal. 





Fe tsa AE Re are ae 
6GS-6FFORX45S 7347-31145 11/16-16 


[~ 1D. 





C 
P| mm 


Weight 
(Lbs.) 


8GS-BFFORK4SS | 7347-31245 | 12 | 12.7 | 13/0616 | 24 | 59 | 15.0 | 370] 940 | 222 | 56.4 


8GS-12FFORKASS | 7347-31265 | 1/2 | 12.7 | 13/1612 | 36 | 83 | 211] 453 | 115.1 | 305] 775 | 06 | 


16GS-20FFORKASS | 7347-31565 | 1 | 254 | 114612 | 50 | 98 | 





| 249 | 6.46 | 1642 | 4.24 | 1077 | 145 | 
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G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


Female Flat-Face O-Ring Swivel - 90° Bent Tube 


Metric Hex per ISO Draft International Standard 12151-1. 
SAE | 1453 O-Ring Face Seal. 


[~ ID. 


pt mm | mm | 
11/16-16 
8GS-12FFORK9OS | 7347-32265 | 12 | 127 | 13/612 | 36 | 189 | 48.0 | 421 | 1069 | 2.74] 696 | 66 | 
10GS-12FFORX9OS | 7347-32355 | 5/8 | 15.9 | 13/612 | 36 | 1.26 | 320 | 421 1069 | 2.74] 696 | 70 | 
12GS-12FFORX9OL_ | 7347-34045 | 3/4 | 19.1 | 13/612 | 36 | 3.78 | 96.0 | 5.04 | 1280 | 3.03] 77.0 | 114 | 
16GS-20FFORX9OS | 7347-32565 | 1 | 25.4 | 1116-12 | 50 | 252 | 64.0 | 6.06 | 1539 | 3.84 | 97.5 | 178 | 
[2065-24FFORX90-064 | 7347-76985 | 114 | 318] 212 | 60 | 252] 64.0 | 677 | 1720} 3.97] 1008] 282 | 


www.gates.com 





GlobalSpiral™ Couplings 


Female Flat-Face O-Ring Swivel - 135° Bent Tube 


Metric Hex per ISO Draft International Standard 12151-1. 


SAE | 1453 O-Ring Face Seal. 


[~ ID. 


Oo | i wl + | ws 
No. (Lbs.) 


—— a ee 
37.6 








Code 61 O-Ring Flange 


-BFL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
See Accessories for O-Rings. 


Weight 
(Lbs.) 


ee om ee toes et so es Pe 


sesh | 7347-41245 | 2 | 127 | 119 | 30.2 | 366 | 930 | 219 | 556 | 27 | 69 | 18 
acs-lze__|_juursines |__| 127 | 160 | 381} 36 |_981 | 238} 605 | 27 | 69 | 1B __ 
ecS-16FL | 7347-41285 | 12 | 127 | 175 | 445 | 284 | 721 | 137 | 348 | 32 | a1 | 46 | 
ogs.iaet | peraisss [sp [isa as0 [sea [az | 0 | 20 | se? | | oe | 


ngs.art | raeraneos [au 91 aie |? Pan | na0 | 240 | oo a [69 | eo 
2Gs-12FL | 7347-41445 | 3a | 19a | 150 | 381 | 437 | 0 | 236 | 599 | 27 | 69 | 538 
126S-16FL_— | 7347-41465 | 3/4 | 192 | 175 | 445 | 4.37 | tno | 236 | 599 | 32 | er | 53 | 
1265-20FL_ | 7347-41475 | 34 | 19. | 200 | 508 | 437 | 0 | 236 | 599 | 32 | a1 | 64 
fiecs-12FL———~(|_73a7-ans3s [1 | 254 [ 150 | 361 | 465 | 1e1 | 240 | 610 | 27 | 69 | 61 _ 
1eGS-6FL | 7347-41555 | 1 | 25.4 | 175 | 445 | 492 | 1250 | 270 | 686 | 32 | 81 | 88 
se6s-20f.__|_7aar-aisés | 1 { 254 | 200 | soe | 492 | 1250 | 269 | 683 | 32 { e1 | 15 
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G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 
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FERRULES 


MEGACRIMP 
COUPLINGS 
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LOC, GLAND GLP 
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POLARSEAL 
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POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
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COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 
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& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


feceenie Code 61 O-Ring Flange Long Neck 


SELECTION -8FL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 


See Accessories for O-Rings. 
G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


caus prod. | OO | F | Weight 
COUPLINGS No. [=o = J[omm | __‘(Lbs.) 
'12GS-12FLL_ | —_-7347-41455 | 3/4 | 191 | 1.50 | 381 | 520 | 1321 | 319 | 810 | 27 | 69 | 60 | 

| 32 | 81 | 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 


aoa Code 61 O-Ring Flange - 22 1/2° Bent Tube 


POLARSEAL II -BFL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 OSI. 
COUPLINGS S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


pod | O | ow | or | oe 
it Ot 
8GS-BFL22M | 7347-42245 | 2 | 127 | 119] 302] 35 | 89 | 378 | 960 | 230] 584 | 27 | 
| 3.15 | 


3.1 : 
| 
106.9 | 32 
32 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 





QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


Code 61 O-Ring Flange - 30° Bent Tube 


-BFL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 


— 


vr (Of wf [i [ec | + [ge 
NO. oe om om mmm mm | UL bs.) 


8GS-12FL30M 7347-43265 6 16.0 | 3.94 | 100.1 | 2.46 | 62.5 21) Oe 35 


3 ; 
12G5-12FL30M | 7347-43445 | 3/4 | 19.1 | 150 | 381] 63 | 160| 5.08 | 1290 | 3.07] 780 | 27 | 69| 55 | 


12GS-16FL30M 7347-43465 3/4 19.1} 1.75 | 445 | 75 | 19.1 | 4.76 | 120.9 | 2.76 | 70.1 3 
a 


27), ak 66 


16GS-20FL30M 7347-43565 1 25.4 | 2.00 | 508 | .87 | 22.1 | 654 | 166.1 | 429 |} 109.0 | 3 


2} 81 81 


20GS-24FL30M 7347-43655 
















Code 61 O-Ring Flange - 45° Bent Tube 


-BFL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 


L 


Prod. 
No. 


3/ 
u 
3 


o 


& [w }w [w }w |w 

On [rm JR |e | [hm 
— i. [- 
oO 
DD |M 
N [Re 
U1 [Lo 
co |r 
ww |v 
wo | 
co |O 


co 


ee 
Koy | SO 
~~ | 


RO 


me 

i) 

—s 
RPh Rl R le Re 
—I OT | OT [OT [Fe [Fo 
O1 [OD | O JO JO JO 


lo 
ee 
olo 
N |n 
NO |r 
o1jou 
wo }io 
& iu 
colo 
colo 
Re le ie 
NIN 1a | 
ololeK |e 


me 

Oo 

ee 
ee 
ee 
oe 
i) 
— 
Oo 
me 
i) 
a 
oo 


me 
WO 
ee 


me 
— 
o1 
e 
> 
o1 
oy 
i) 
oy 
WJ 
i) 
oS 
ee 
—s 
ee 
ww 
o1 
— 


1/4 
114 | 318 


Ea 
| 3/8 | 
| 12 | 
Ea! 
Pode 


eo 
NO [RO 
Oo1 }[or 
a [Re 
NO 
oo 
o 
o1 
o 
co 
HDjyw 
NI [~m 
NO [wo 
eo 
Oo1 
co 
o 
lu 
‘Oo 
— 


ee 
— 
o1 
e 
o1 
ee 
i) 
oy 
ww 
co 
oo 
oa 
ee 
i) 
ee 
a 
ww 
ee 
ww 
a 
RO 


re 
= 
E 


2.38 


Gy |bU 
Re le le 
oo |CO 
i) 
oS 
oo 
o1 
oo 
co 
) 
oy 
ww 
i) 
oo 
oy 
oy 
Oo 
Oo 
ww 
co 
Oo 
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COUPLINGS 


C14 COUPLINGS 


PCTS 
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COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Prod. 
No. 


7347-45245 | 12 | 127 | 119 | 30.2] 106] 269] 4.09 | 103.9 | 
7347-45445 


12GS-16FL60M 


16GS-16F L60M 7347-45555 
16GS-20FL60M 7347-45565 2.00 157.0 100.1 
20GS-20F L60M 7347-45645 


GlobalSpiral™ Couplings 







Code 61 O-Ring Flange - 60° Bent Tube 


-8FL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 


See Accessories for O-Rings. 


mm | "| mm | | mm | | mm | | mm | 
19 | 30, | 262 | 666 | 27 | 69 
50 | 38.1 | 146 | 371] 539 | 1369 | 339| 861 | 27 | 69{ 73 
75 | 445 | 173 | 43.9 | 5.35 | 135.9 | 3.35 | 851 | 32 | 81 
| 175 | 445 | 1.73 | 43.9 | 618 | 157.0 | 397 | 1008 | 32 | 81 | 
[dd 


8.1 
8.1 
8.1 
8.1 


11/4 2.00 





Code 61 O-Ring Flange - 67 1/2° Bent Tube 


-8FL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 


See Accessories for O-Rings. 
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GlobalSpiral™ Couplings 


Code 61 O-Ring Flange - 90° Bent Tube 


-BFL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 


_ 






~ 
A 

<M 

No. ae (Lbs.) 


a ee ee 
ses-atigom __} 7347741661 38 {95 {Lis} 302) 1s?) 399 | 3431 71} 202} 913 | 27| 691 33 
cs 8FLOOL 7347-73815 


reser raees ap Pers a ase ee aes Done Pel os Par ea |r 


a 12FL90M 7347-74265 


possi Pras (se Pisa oo es Paarl sas Pol oss ser Tare |e 
nts 8FL90-050 7347-76035 

Fc oC 
12GS-12FL90-125 | 7347-73985 | 3/4 | 19.1] 1.50] 381/ 492] 125.0] 480 | 1219] 280] 71 | 27] 69 | 97 | 
12GS-12FL90M | 7347-74445 | 3/4 | 9.1] 1.50] 381] 2.28] 57.9 | 441 | 1120] 240] 610] 27] 69 | 73 | 
12G5-16FL90-080_ | 7347-76805 | 3/4 | 19.1] 1.75 | 445 | 3.15 | 80.0 | 5.04 | 128.0] 3.03] 77.0 | 32] 81 | 08 | 
32 
12G5-20FL90-054 | 7347-73995 | 3/4 | 19.1] 2.00 | 508] 213] 541 | 5.16 | 1311] 315] 80.0 | 32] 81] 99 | 


ts 12FL90 7347-73255 


eevee tae Cees ata asta ete a 


ts 16FL90-120 7347-73165 


pscsasuwae [ronan | Psat sas [earl aes sn Pes ef er ee 


ts 1OF LOOM 7347-74555 


pecsasiws [aoa fsetisas a0 ote [sa [ee Poel es en | 


ts 20FL90M 7347-74565 


nscsavws Pras Psat [ae oe Ps Pestle ata 
ts 24FL90-060 7347-13975 0. a9 
pecsuniws [oases [sea | sae a aoe a ee | 
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COUPLINGS 


STAINLESS 
STEEL 
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COUPLINGS 


C14 COUPLINGS 


PCTS 
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FIELD 
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GlobalSpiral™ Couplings 


Code 61 O-Ring Flange - 100° Bent Tube 


-8FL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
See Accessories for O-Rings. 


No. [mm [mm mm mm mm mm | Lbs.) 


Code 61 O-Ring Flange - 110° Bent Tube 


-8FL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
See Accessories for O-Rings. 


cj 


Prod 
No. 
'12GS-12FL110-064 | 


12GS$-12FL110-064 
| 5 | 315 | 90.0 | 7.13 | 1811 | 4.33 
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GlobalSpiral™ Couplings 


Code 61 O-Ring Flange - 135° Bent Tube 


-8FL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
See Accessories for O-Rings. 


eas 
1265-12FL135-070 | _7347-76825 | 3/4 | 191 | 150 | 381] 2.76 | 701 | 382] 97.0] 181] 460] 27 | 69 | 07 | 





Code 61 Komatsu Style O-Ring Flange 


-8FL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
See Accessories for O-Rings. 


No. mm [mm [mm mm | mm | Lbs.) 
SGS-10FLK | 7347-55255 | 12 | 127 | 135 | 343 | 3.21 | 915 | 174 | 442 | 27 | 69 | 29 ‘| 


10GS-10FLK_ | 7347-73335_| 5/8 | 159 | 135 | 343 | 449 | 1141 | 251 | 638 | 27 | 69 | 42 | 
12G65-10FLK | 7347-73375 | 34 | 19a | 135 | 343 | 433 | 100 | 232 | 589 | 27 | 69 | a | 
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GlobalSpiral™ Couplings 


HOSE 


Code 61 Komatsu Style O-Ring Flange - 45° Bent Tube 


HOSE/CPLG. 


SELECTION -BFL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


pese, | aa Timm |" [mm |" | mm |" | mm |” | mm |" | mm |_(Lbs.) 
}10GS-10FLK45-026 | 7347-73365 | 5/8 | 15.9 | 135 | 343 | 102 | 259 | 4.76 | 1209 | 2.78 | 706 | 27 | 69 | 48 | 





Code 61 Komatsu Style O-Ring Flange - 90° Bent Tube 


-BFL, -12FL, -16FL Max. W.P. 5,000 psi; -20FL Max. W.P. 4,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 
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10GS-10FLK90-055 | 7347-73355 | 5/8 | 15.9 | 135 | 343 | 217 | 551 { 433 { 1100 | 235 | 597 | 27 | 69 | 53 | 
12G5-10FLK90-055_ | 7347-73695 | 3/4 | 19.1 | 135 | 343 | 217 | 551] 465 | 1181 | 264] 671] 27] 69 | 59 | 
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Prod. 
No. 


GlobalSpiral™ Couplings 


Code 62 O-Ring Flange Heavy 


All FLH sizes Maximum Working Pressure 6,000 PSI. 


See Accessories for O-R 
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'12GS-12FLH sf 7347-48445 | 3/4 | 19.1 | 163 | 414 | 4.49 | 
}16GS-16FLH ————s|_——7347-48555 | 1 | 25.4 | 1.88 | 478 | 4.92 | 1250 


| 587 | 35 | 39 | 50 


La 
a ae 
9.7 97 





Code 62 O-Ring Flange Heavy - 22 1/2° Bent Tube 


All FLH sizes Maximum Working Pressure 6,000 PSI. 
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No. 


12GS-16FLH22M 7347-49465 


S,M and L Drops per ISO Final Draft International Standard 12151-3. 


See Accessories for O-R 
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GlobalSpiral™ Couplings 


Code 62 O-Ring Flange Heavy - 30° Bent Tube 


All FLH sizes Maximum Working Pressure 6,000 PSI. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 
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| mm 


20GS-24FLH30M 


Code 62 O-Ring Flange Heavy - 45° Bent Tube 


All FLH sizes Maximum Working Pressure 6,000 PSI. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 
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GlobalSpiral™ Couplings 


Code 62 O-Ring Flange Heavy - 60° Bent Tube 


All FLH sizes Maximum Working Pressure 6,000 PSI. SELECTION 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 
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12GS-12FLH60M | 7347-52445 | 3/4 | 19.1 | 163 | 414 | 146 | 37.1 | 5.39 | 1369 | 339 | 861 | 35 | 89 | 99 
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POLARSEAL Il 
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Code 62 O-Ring Flange Heavy - 67 1/2° Bent Tube 


All FLH sizes Maximum Working Pressure 6,000 PSI. C14 COUPLINGS 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 
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GlobalSpiral™ Couplings 


Code 62 O-Ring Flange Heavy - 90° Bent Tube 


All FLH sizes Maximum Working Pressure 6,000 PSI. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 


_ 
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A 
<M 
No. a (Lbs.) 


fn} fo | i | fp} 
fags-afLHoo.tgo _} 7347-19805 | V2 | 127/ 125{ 318} 35| e00 | 346 | 79 | 1se} sg} 31} 79 | 40 _ 


m 8FLH9OM 7347-15245 3 
jcsanvew rns un Parties aatal seo Pes fil ae bases a 
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rosso Prnrsss se sass aaa seas Puno las| art see 
ts 12FLH90-100 7347-73835 3 
suruioaz Prensa ier | wat eof is ae Pie [ae na | os ee a 
12GS-12FLHOOM | 7347-75445 | 3/4 | 19.1] 163] 41.4 | 2.28] 57.9 | 441 | 112.0] 240] 610 | 35] 89 | 75 | 
16GS-12FLHOOM | 7347-54535 | 1 | 25.4] 163] 41.4 | 2.28] 57.9 | 5.31 | 1349] 3.09] 785 | 35] 89 | 128 | 
2868-16FLHg020_} 7347-19015 |_1_| 25.41 186| 42.8} 472) Use| 528 | 13411 306} 72 | 38) 97 | 150 


ts loFLH9OM 7347-75555 


pecsasiwes nse 1 asa ane aaa sa [aa aes es [ae ar | ae 
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nes 20FLH90-076 7347-13635 6.5 4 
165.1 | 3.70] 940 | 41 | 104/245 | 
2065-24FLH9OS | 7347-54655 | 11/4 | 32.8] 250] 635] 3.19] 81.0 | 650 | 1651] 370] 940] 50] 127] 291 | 
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GlobalSpiral™ Couplings 


Code 62 O-Ring Flange Heavy - 110° Bent Tube 


All FLH sizes Maximum Working Pressure 6,000 PSI. 


<——_e 





12G5-12FLH110-064 | 7347-78525 | 3/4 | 19.1 | 150 | 381 | 276 | 701 | 3.82] 97.0 | 181 | 460] 27 | 69 | 80 | 


Caterpillar Style O-Ring Flange 


NOTE: These FLC flanges are designed with a thicker flange head. The .56" flange dimension Is frequently found on Caterpillar equipment. 
These flanges let the user utilize the existing Caterpillar flange halves or new Gates Caterpillar flange halves. At the user's option, standard 
Code 62 flanges and halves can be used in place of Caterpillar flanges and halves. The standard Code 62 flange head thickness ranges 
between .305" and .495". 

See Accessories for O-Rings. 
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GlobalSpiral™ Couplings 


Caterpillar Style O-Ring Flange - 22 1/2° Bent Tube 


NOTE: These FLC flanges are designed with a thicker flange head. The .56" flange dimension Is frequently found on Caterpillar equipment. 
These flanges let the user utilize the existing Caterpillar flange halves or new Gates Caterpillar flange halves. At the user's option, standard 
Code 62 flanges and halves can be used in place of Caterpillar flanges and halves. The standard Code 62 flange head thickness ranges 
between .305" and .495". 

See Accessories for O-Rings. 


12G5-12FLC22-016 | _7347-63445 | 3/4 | 19.1 | 163 | 414 | 63 | 16.0 | 5.63 | 1430 | 3.62 | 92.0 | 56 | 142] 86 __| 
16GS-16FLC22-017__ | 7347-63555 | 1 | 254 | 188 | 478 | 67 | 17.0 | 6.02 | 1529 | 378 | 960 | 56 | 142] 119 
1665-20FLC22-017__ | _7347-63565 |_1 | 25.4 | 213 | 541 | 67 | 17.0 | 6.02 | 1529 | 3.78 | 96.0 | 56 | 142] 130 | 


Caterpillar Style O-Ring Flange - 30° Bent Tube 


NOTE: These FLC flanges are designed with a thicker flange head. The .56" flange dimension Is frequently found on Caterpillar equipment. 
These flanges let the user utilize the existing Caterpillar flange halves or new Gates Caterpillar flange halves. At the user's option, standard 
Code 62 flanges and halves can be used in place of Caterpillar flanges and halves. The standard Code 62 flange head thickness ranges 
between .305" and .495". 

See Accessories for O-Rings. 


Prod. 
No. 


: . 
[206S-20FLC30-024 | 7347-64645 | 11/4 | 31.8] 213] 541] 94 | 23.9 | 
23.9 | 7.20 
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GlobalSpiral™ Couplings 


Caterpillar Style O-Ring Flange - 45° Bent Tube 


NOTE: These FLC flanges are designed with a thicker flange head. The .56" flange dimension Is frequently found on Caterpillar equipment. 
These flanges let the user utilize the existing Caterpillar flange halves or new Gates Caterpillar flange halves. At the user's option, standard 
Code 62 flanges and halves can be used in place of Caterpillar flanges and halves. The standard Code 62 flange head thickness ranges 
between .305" and .495". 

See Accessories for O-Rings. 


a ee ee 
2gs-1opLcas.c35_|_73a7-65a5 | 34 | gl) 163 | aia 1138/3511 624 | 19311303 | a0 | 56) a2 | a _ 


nts 12FLC 45-066 7347-76425 


ts 1oFLC 45-037 7347-65555 


eee cere eer rene ae ee 


es 20FLC 45-037 7347-65645 


Caterpillar Style O-Ring Flange - 60° Bent Tube 


NOTE: These FLC flanges are designed with a thicker flange head. The .56" flange dimension Is frequently found on Caterpillar equipment. 
These flanges let the user utilize the existing Caterpillar flange halves or new Gates Caterpillar flange halves. At the user's option, standard 
Code 62 flanges and halves can be used in place of Caterpillar flanges and halves. The standard Code 62 flange head thickness ranges 
between .305" and .495". 

See Accessories for O-Rings. 





www.gates.com 








HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





E25 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 


E26 










GlobalSpiral™ Couplings 


Caterpillar Style O-Ring Flange - 67 1/2° Bent Tube 


NOTE: These FLC flanges are designed with a thicker flange head. The .56" flange dimension Is frequently found on Caterpillar equipment. 
These flanges let the user utilize the existing Caterpillar flange halves or new Gates Caterpillar flange halves. At the user's option, standard 
Code 62 flanges and halves can be used in place of Caterpillar flanges and halves. The standard Code 62 flange head thickness ranges 
between .305" and .495". 

See Accessories for O-Rings. 


Caterpillar Style O-Ring Flange - 90° Bent Tube 


NOTE: These FLC flanges are designed with a thicker flange head. The .56" flange dimension Is frequently found on Caterpillar equipment. 
These flanges let the user utilize the existing Caterpillar flange halves or new Gates Caterpillar flange halves. At the user's option, standard 
Code 62 flanges and halves can be uSed in place of Caterpillar flanges and halves. The standard Code 62 flange head thickness ranges 
between .305" and .495". 

See Accessories for O-Rings. 
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—___N sepenseret Sevens 


Caterpillar Style O-Ring Flange - 90° Bent Tube - Continued 


No. 


|" [mm] " {| mm] " {| mm {| " | mm | 
20GS-24F LC90-077 7347-68655 3.74 | 95.0 


Oo 
pee | [mm | Weight (Lbs.) 


a (ir | PO 
8GS-BHLE | 7347-73265 | a] ts | 38.70] || | 
M6GS-16HLE | 7347-76625 | || 5B] 137.9 ||| 





Hose Length Extender - 45° Bent Tube 


1 
20GS-20HLE 45-103 7347-78895 11/4 
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GlobalSpiral™ Couplings 


Hose Length Extender - 90° Bent Tube 


No. La Weight (Lbs ) 


pT mm ee ee 
12GS-12HLE9O-112 | 7347-73965 | 34 || 39 | tas | 238 | 605 | 


Hose Length Extender Caterpillar 
Pe 
oats pope 


ee ee 


No. Weight (Lbs.) 
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GlobalSpiral™ Couplings 


Male DIN 24° Cone - Light Series 


Do not use ata pressure above DIN Light ratings. SELECTION 
Nut Hex per ISO Draft International Standards 12151-2. 


HOSE/CPLG. 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


sm). ce al Weight 
Po" fo omm | eum fe" tlm | "mm em (Lbs.) 
110 | 279 | 120 | 09 | 


POWER CRIMP 
COUPLINGS 





LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 


Female DIN 24° Cone Swivel - Light Series with O-Ring COUPLINGS 


Do not use ata pressure above DIN Light ratings. 


Nut Hex per ISO Draft International Standards 12151-2. POLARSEAL II 
COUPLINGS 


L C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


6GS-12F DLORX 7347-9281 
8G5-15F DLORX 7341-9059 
10GS-18FDLORX 7347-9210 


a 
92815 | 38 _| 
90595 | 12 _| 
92105 | 5/8 
92165 | 3/4 
90795 | 1 | 
5 | 1a 


140_| 35, . . 


| mm 
| 


SURELOK AIR 
BRAKE 
COUPLINGS 


612 


12G$-28FDLORX 7347-9216 
16GS-28FDLORX 7347-9079 
20GS-35FDLORX 7347-9413 





ome S| me | O fm [wl 
a SS ae 


ADAPTERS 


QUICK 
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EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 






G8K COUPLINGS 


GLOBALSPIRAL 
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PCM /PCS 
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COUPLINGS 
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FIELD 
ATTACHABLE G1 
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& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


GlobalSpiral™ Couplings 






Female DIN 24° Cone Swivel - Light Series with O-Ring - 45° Bent Tube 


Do not use ata pressure above DIN Light ratings. 
Nut Hex per ISO Draft International Standards 12151-2. 


or} ke la 


2,25 


Female DIN 24° Cone Swivel - Light Series with O-Ring - 90° Bent Tube 


Do not use ata pressure above DIN Light ratings. 
Nut Hex per ISO Draft International Standards 12151-2. 


6GS-12F DLORX90 347-92455 


[mm | 


Ce 


as ai 


| "| mm | mm | 


Weight 
(Lbs.) 


2 
271 
2 1/2 l 4.16 


[24GSP-42FDLORX9O | 7347-94965 | 11/2 | 38.1 | M52x2.0 | 60 | 3.62 


feel 
7347 : 
: ; | 2.03 | 


Pan 688 | 280 [ 139 
4.76 | 1209 | 42.0] 2.01 


LIVE SWIVEL 


mm | "| mm _| 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


Male DIN 24° Cone - Heavy Series 


| 
3 


7347-91325 


12. 20 


| 191 | maax20 | 46 | 390 | 991 | 106 | 269 | 300 | 84 











6GS-12FDHORX 
6GS-14F DHORX 
8G5-12F DHORX 
8G5-14F DHORX 
8GS-16F DHORX 
8G5-20F DHORX 
10GS-20FDHORX 
10GS-25F DHORX 
12GS-20FDHORX 
12GS-25F DHORX 
16GS-25FDHORX 
16GS-30F DHORX 
16GS-38F DHORX 
20GS-38FDHORX 


H2 
pe, | Mak | OO 
No. =o 


6GS-10F DHORX 7347-92635 M18X1.5 3.24 


Female DIN 24° Cone Swivel - Heavy Series with O-Ring 


Nut Hex per ISO Draft International Standards 12151-2. 


Y Al "D 
12> —W yy 
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HOSE/CPLG. 
SELECTION 
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Female DIN 24° Cone Swivel - Heavy Series with O-Ring - 45° Bent Tube 


Nut Hex per 


Po" | mm | 
6GS-12F DHORX45 7347-92425 


ISO Draft International Standards 12151-2. 


Pm | | mm | "| 
M20X1.5 


pt | te | ec |e 
pmm |" | mm _| 


Weight 
Pmm|_(Lbs.) 


8GS-16FDHORX45 | 7347-91345 | 12 | 12.7 | m2ax1s | 30 | 85 | 216 | 370 | 94.0 | 2.23 | 566 | 160] 37 | 
10GS-20FDHORX45 | 7347-92325 | 5/8 | 15.9 | m30x20 | 36 | 98 | 249 | 479 | 1217 | 281 | 714 | 200] 60 | 
| -M30x20 | 36 | 117 | 297 | 633 | 1608 | 433 | 110.0 | 200 | 90 | 
12GS5-25FDHORX45M | 7347-92175 | 3/4 | 19.1 | m36x20 | 46 | 1.23 | 312] 5.31 | 1349 | 3.40 | 864 | 25.0] 114 | 
16GS-25FDHORX45M | 7347-91545 | 1 | 25.4 | m36x2.0 | 46 | 138 | 35.1 | 3.90 | 991 | 1.66 | 42.2 | 25.0] 141 | 
[2065-38FDHORXASM | 7347-93415 | 144 | 31.8 | m52x2.0 | 60 | 167 | 424] 7.72 | 1961 | 492 | 1250 | 380] 3.08 | 


12GS-20F DHORX45 7347-93285 


Female DIN 24° Cone Swivel - Heavy Series with O-Ring - 90° Bent Tube 


Nut Hex per 


ISO Draft International Standards 12151-2. 


me |e LS 


3/8 
yf 
12GS-25F DHORX90M 1 
2 
114 [3 


9.5 


| mm _| 
E05 
La 


2.1 
Dd 


| 


3/4 2 


9 
5.4 


| 25.4 


| M52x2.0 | 60 | 


1.8 
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GlobalSpiral™ Couplings 


Male Kobelco Style 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
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MEGACRIMP 
COUPLINGS 
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STEEL 


cof Te | a 
p= se [mm | Lbs.) 
ee ee eed 
v36x15 | 41 | 362 | 920 | 16 | 409 | 66 | 
Pat] 


POWER CRIMP 
COUPLINGS 


[254 [365 [50 [ 3ge | ama | im | 442 | 97 | 


LOC, GLAND GLP 
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POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


caf |e _ | a 
[mm [mm mm | Lbs, 
ae ee 
[8GS-EMBSPP_ | _—*7347-91365 =| =| 7 | a =| S| | | 8 | 460 | 
}10GS-10MBSPP_——s|_—*7347-92615 ~| ~=58 | 159 | 5/814 | 30 | 266 | 676 | 118 | 300 | 2 
pocs-rwesee —[rwrszeas [se [ase [anne [ae [as [sn Pr [xs [ae 
}12GS-12MBSPP_ ss |_—_—-7347-92205 || ~=—3/4.—s| 9 | 34-14 =| S32] 335 | 85.1 | 137 | 348 | 386 
me 1 Sus ea a ee eee 
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GlobalSpiral™ Couplings 


aeons Female British Standard Parallel Pipe O-Ring Swivel 


L 
G8K COUPLINGS ‘ C < 


GLOBALSPIRAL 
COUPLINGS 






PCM /PCS 
FERRULES 





gl 
Thread 
Y 1.D. 
30° 
COUPLINGS 
ma [© [om [ml «|< _] nam 
No. Timm (L bs.) 
Lata 
3 


30° 
H2 
MEGACRIMP 
STAINLESS Lan a 
ieee 
- | 38 8 - Lr 
oe 12.7 
- | 5/8 | 8 - | 30 | 
10, GL aN Gu [rsersse05 [gu [91 [aaa | az | an | a56 | 140 | 356 [a 
| 4. 4 : 
Pace 


POLARSEAL Il 
COUPLINGS 


Female British Standard Parallel Pipe O-Ring Swivel - 45° Bent Tube 


C14 COUPLINGS S,M and L Drops and Hex per ISO Working Draft 12151-6. 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR ] 

a mt LO [mel [ae _Yvae 

COUPLINGS No. (Lbs ) 
pmm[ "| mm |" | mm |" | om ; 


eee 
ahs 25 


-92285 
sicGINIER 12GS-12FBSPORX45 7347-94005 3/4-14 
COUPLERS 16GS-16F BSPORX45M 7347-92275 
5 


1 1/4-11 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


Female British Standard Parallel Pipe O-Ring Swivel - 90° Bent Tube 


S,M and L Drops and Hex per ISO Working Draft 12151-6. SELECTION 


HOSE/CPLG. 


i G8K COUPLINGS 


C 
GLOBALSPIRAL 


COUPLINGS 





PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


245 


POLARSEAL 
COUPLINGS 


a 191 | 34-14 | 30 | 236] 60.0 | 490 | 1282] 288 | 73 
pscsasasongo [rao 1 Pose in [a Pat it se Pe sete | a 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


P| mm | | mm | mm | 


ADAPTERS 





mi | © [alm] + | + | © | wep 
No ama eae) 


—- 
12GS-12F BSPORX90BL 7347-93955 | 3/4 | 191 | 3/4-14 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


HOSE 


Female British Flat Face Swivel 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


. mm |__(bbs.) 
j6Gs-16rBFFX | 7347-78915 | 1 | 54 | tt | 41 | 378 | 960 | 156 | 396 | 101 





Female French GAZ (Poclain) 24° High Pressure Flange 


>| F il< 





Pols 
THERMOPLASTIC 


COUPLINGS 
FIELD NO. ca rar a 


eames 
ATTACHABLE GU 
Se2COUPLNGS) Taogs-airprt | raerszees [5p [as [335 [asa | usr [se | 6 [az [056 
rags-2veprt | —raraanes [ye [an [356 | ns us) [se [56 [aa [a0 
srracuattte Mu 
bcs 


E 
COUPLINGS 


BRAKE Male French GAZ (Poclain) 24° High Pressure Flange 


COUPLINGS 
ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


Weight 
(Lbs.) 
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GlobalSpiral™ Couplings 


L 
pt mm | Tm | | mm | 


20GS-42MPFL90 


pec. | Pg a ae 
NO a SE 


eee ini 
66.3 
[1665-34MFG | 7347-93155 | 1 | 5.4 | masxas | 50 | 3.70 | 940 | 146 | 371 | 
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(Lbs.) 
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GlobalSpiral™ Couplings 


aceon Female French GAZ Swivel (Female Kobelco) 


G8K COUPLINGS 






GLOBALSPIRAL SDN __ y 
COUPLINGS Thread Wl 
1.D. 
|} 
PCM /PCS Jt 
FERRULES OD. 

















MEGACRIMP H2 
COUPLINGS 
aaa a em (bs) 
8GS-17F FGX 7347-90665 1/2 12.7 M24X1.5 30 2.68 | 681 | 120 | 305 | 168 30 
POWER CRIMP 36 | 344 | 874 | 144 | 366 | 213 | 48 
COUPLINGS 12GS-21F FGX 7347-94715 3/4 19.1 M30X1.5 36 3.27 | 83.1 129 | 328 | 213 50 
4 
LOC, GL AND GLP 16GS-27F FGX 7347-94725 1 25.4 M36X1.5 341 | 966 | 140 | 356 | 266 7 


COUPLINGS 





4] 0 


POLARSEAL 
COUPLINGS 


Female French GAZ Swivel - 90° Bent Tube 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 














Pils 
eRe 7 
thread Ill 
1.D. 
an , 
FIELD 


ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


Female Komatsu Style J apanese Metric Swivel 


These female swivels have been marked with two small notches on the hex to identify them as the Komatsu style. 


12GS-12FKX | 7347-35445 | 34 | 9.1 | 30x15 | 32 | 36 | 400 | 1016 | 200 | 508 | 64 | 






1 
We 


PILI) 


cm [mlel «| © | weg 
mm | (Lbs. 


| mm | | umm | mm | mm | 
. 
16G5-16FJ ISX | 7347-76005 | 1 | 25.4 | att | at | at | 4.25 | 1080 | 203 | 516 | 86 | 


20GS-20F] ISX 7347-16235 1 1/4 31.8 1 1/4-11 27 30 9.39 Igo 2.96 65.0 16 





GS Ferrule for Wire Braid Hose 


Consult eCrimp for wire braid types and sizes. 


No. a 


Sees imi | mm | 
ecsiF-1 |S 7347-02875 | 8 | S| 20 | 805] 6 
| 1.06 | 


1.06 
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PCTS 
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GlobalSpiral™ Couplings 


GS Ferrule for Wire Braid Hose - Continued 


pes, | gh Te | mm __|Weigh 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


aa 

. Lt 
locsir-2 | 7307-02965 | 58 | 5.9 | go | 35.56 | 33 | 388 | 
csir-2_ | 7347-02975 | 54 | | 73 | ao | | 399 |B 
iecsir-2 |S 73.7-02985 | | 54 | 06 S| 53 |e || 
737-2995 | ua | 38 | ot || 37 || 


PCM /PCS 
FERRULES 


[mm BPs 
GSiF2 7347-00955 10 
14 
: 23 
: 39 
63 





MEGACRIMP 
COUPLINGS 


GS Ferrule for 4-Spiral Hose 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS L 
ae | Weight (Lbs 
POLARSEALII|  [6GS1F-4 7347-03105 


pee Eee 






10GS1F-4 7347-03125 5/8 28 
C14COUPLINGS| | 12GS1F-4 7347-03135 | 34] tt | 00508 fo] | 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD GS Ferrule for 6-Spiral Hose 


ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ee Tee) °19"t (Lbs. 


| mm 
20GS1F-6 7347-02905 | 


ADAPTERS 





QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


1 1/4" Special One-Piece Couplings - Male Pipe (NPTF - 30° Cone Seat) 


MGS Couplings for use with MC4-20 Crimper Only. 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 





POWER CRIMP 
. . . COUPLINGS 
1 1/4" Special One-Piece Couplings - Male J IC 37° Flare 
MGS Couplings for use with MC4-20 Crimper Only. eae GLP 





POLARSEAL 
COUPLINGS 


Thread I.D. | 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
1 1/4" Special One-Piece Couplings - Female J IC 37° Flare Swivel sce ES 
MGS Couplings for use with MC4-20 Crimper Only. COUPLINGS 
SURELOK AIR 
pe ID. PUP UNGs 
| e QUICK 
\ DISCONNECT 


COUPLERS 





P| mm 


|e ran ae | | ee 
5.35 
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GlobalSpiral™ Couplings 


HOSE 


jeraae 1 1/4" Special One-Piece Couplings - Female J IC 37° Flare Swivel - 90° 


SELECTION Bent Tube 


MGS Couplings for use with MC4-20 Crimper Only. 
G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


Thread I.D. 
PCM /PCS 
FERRULES We 
MEGACRIMP | >~— 
COUPLINGS +i 
\e 


STAINLESS 
STEEL 





HIG 
UPLIN 

pes, =) Roh | Oo fe) or | |e 
L0C, GLAND GLP a am [mm | (Lbs.) 
UPLIN 





POLARSEAL 
COUPLINGS 


1 1/4" Special One-Piece Couplings - Female Flat-Face O-Ring Swivel 


POLARSEAL II MGS Couplings for use with MC 4-20 Crimper Only. 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


go) [pee =) Mak | Om | | | kc __| 
ATTACHABLE CS 0, nema (DS.) 
CouPLINGs|  (20MGS-20FFORX 7347-86045 | 11/4 1 11/16-12 128.0 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


HOSE 


1 1/4" Special One-Piece Couplings - Female Flat-Face O-Ring Swivel - 
90° Bent Tube SELECTION 


MGS Couplings for use with MC 4-20 Crimper Only. 


HOSE/CPLG. 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


[~ 1D. 


| | 





ome te LO [om [wl eT |e [ ng 
No oe oe oe mmm | Ebs.) 





1 1/4" Special One-Piece Couplings - Code 61 O-Ring Flange 


MGS Couplings for use with MC4-20 Crimper Only. 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


5E 
COUPLINGS 


Pesce, Noe Tom 
2.0 


20MGS-20FL 7347-86065 | 11/4 50.8 





SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
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GlobalSpiral™ Couplings 


HOSE 


‘oseeng|  _ L/4" Special One-Piece Couplings - Code 61 O-Ring Flange - 45° Bent 


SELECTION Tube 


MGS Couplings for use with MC4-20 Crimper Only. 
G8K COUPLINGS 


GLOBALSPIRAL L 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 





— 
20MGS-20FL455-032 | 7347-86075 | 114 | 318] 200 | 508] 126 | 320] 669] 1699] 389] 988] 32] 81] 50 | 


POLARSEAL 
COUPLINGS 


1 1/4" Special One-Piece Couplings - Code 61 O-Ring Flange - 90° Bent 
POLARSEAL I Tube 
COUPLINGS 
MGS Couplings for use with MC4-20 Crimper Only. 
C14 COUPLINGS 





Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
5E 

COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


"(aa 
ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Couplings 


1 1/4" Special One-Piece Couplings - Code 62 O-Ring Flange 


MGS Couplings for use with MC4-20 Crimper Only. 


as 





I 
4 
_ 


FI 


me fe | Ol Le fe fe 


Weight 
Nom om mm | mL) 





1 1/4" Special One-Piece Couplings - Male DIN 24° Cone - Heavy Series 


MGS Couplings for use with MC4-20 Crimper Only. 


ml a fe 
a ee 


es ee ee 


1 1/4" Special One-Piece Couplings - Female DIN 24° Cone Swivel - 
Heavy Series with O-Ring 


MGS Couplings for use with MC4-20 Crimper Only. 





H2 
[|e Poel 
ab Ee 


20MGS-38FDHORX 7347-86095 11/4 M52X2.0 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


a ee | mm 
oi cessones 








HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 





GlobalSpiral™ Couplings 


1 1/4" Special One-Piece Couplings - Female British Standard Pipe 


Parallel O-Ring Swivel 
MGS Couplings for use with MC4-20 Crimper Only. 
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GlobalSpiral™ MAX Pressure Couplings 


Male J IC 37° Flare 


Thread I.D. | 


L C Weight 
Comm fd rm mm | CL,) 
162.3 
32GSM-32M) | 7341-20465 | 2 | 50.8 | 2412 | 256 | 7.72 | 1961 | 323 | 21 | 666 | 





Do Not Use in Oil Field (API) Connections 


No mm | Lbs.) 





API Line Pipe Connection 


mm mm | tL bs.) 
}40GSM-40API-LP —s——s| 7341-20675 | 212 | 635 | 212 | -— | 1240 | 3160 | 5.47 | 1389 | 1431 
|48GSM-48APl-LP | 7341-20715 | ~=3 | 762 | = Ss SC dst | 359.0 | 638 | 1620 | 2117 | 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





E47 






GLOBALSPIRAL 
COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 


E48 








GlobalSpiral™ MAX Pressure Couplings 


Female J IC 37° Flare Swivel 


peg I.D. 


a 


a Se mm 
2.36 


He 


No. mm [om om (Lbs.) 


24GSM-24F| X45-034 7341-02535 | 11/2 | 381] 17/8-12 | 60 | 1.34] 34.0] 890] 2261 | 515 | 130.8 


rt © [om fel fe |e _ [ge 
No. mm mm mmm | bbs.) 


7341-02545 | 11/2 | 381 | 17/8-12 | 60 | 3.39] 861 | 8.96 | 2276 | 7.18 | 1824] 545 


24GSM-24F} X90M 
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GlobalSpiral™ MAX Pressure Couplings 


Female Flat-Face Swivel 


Thread |.D. 





H2 
re | O [om ffm le] e_| ng 
No oe mmm | ELbs.) 





Female Flat-Face Swivel - 45° Bent Tube 


org | © [ove | | | c_ [nee 
No. mm om mm mm | Ls.) 


[24GSM4K-24FFORX45-038 | 7341-02455 | 112 | 381 | 212 | 60 | 150 | 381 | 931 | 2366 | 5.56 | 111 | 486 | 





Female Flat-Face Swivel - 90° Bent Tube 


a 





a 
24GSM4K-24F FORX90M 7341-02475 | 11/2 7a) 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 





E49 









GlobalSpiral™ MAX Pressure Couplings 


saecenne Code 61 O-Ring Flange 


SELECTION Maximum working pressure 3,000 PSI. 
G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


ae No. ae Lbs 
HIG 398 
Set | ass oe ne oe oe) ee ee 


LOC, GLAND GLP 
COUPLINGS 


Code 61 O-Ring Flange - 30° Bent Tube 


POLARSEAL 
COUPLINGS 


L 
POLARSEAL I 
COUPLINGS iy C 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


Prod. Weight 
No. (Lbs.) 





FIELD 
ATTACHABLE C5 


sieeteeaa Code 61 O-Ring Flange - 45° Bent Tube 


BRAKE Maximum working pressure 3,000 PSI. 
COUPLINGS 


ADAPTERS A 
<——C 


DISCONNECT 
COUPLERS 


——* 
, 
» 
> x 
« 
Ne 


Accson Prod, aaaidantaieninienetamisntaedontas © Weight 
No. ma — (Lbs. ) 
zacsw-2eflasm _} 7 






a 
soon eeeanTs| — |24GSM-24FLA5M 
2aGsw-s2FLass | 3an-o1955 | 112 | 381 | 2a1| m4 205] sa] 943 | 2319] 534 
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GlobalSpiral™ MAX Pressure Couplings 


Code 61 O-Ring Flange - 45° Bent Tube - Continued 


No. a (Lbs.) 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 
| | mm | | mm | "| mm | | mm | "| om 





CHRO) yoda vale 
COUPLINGS 


Code 61 O-Ring Flange - 60° Bent Tube FERRULES 


Maximum working pressure 3,000 PSI. 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 





ane] 
24GSM-24F L60M 7341-01965 | 11/2 | 381 | 2.38 | 60.5 | 252] 64.0] 9.50 | 2413 | 5.75 | 1461] 31 | 79 | 477 | 


Code 61 O-Ring Flange - 90° Bent Tube C14 COUPLINGS 


Maximum working pressure 3,000 PSI. 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ae 





QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ MAX Pressure Couplings 


eeaeae Code 62 O-Ring Flange Heavy 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


ff 
saueweniie 
COUPLINGS 
2G5u-24FtH | 731-0085 [2 | 08 | 250 | 635 | 906 | 2300 | 457 | 160 | 50 | 127] 689 
‘oc.ecano eve! [2asweazrun | 7341-20005 | 2 | sos | 3a3 [795 | 990 214 | sai | asz4 | so | 7] 330 


COUPLINGS 


COUPLINGS Code 62 O-Ring Flange Heavy - 22° Bent Tube 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


fs 





ile 


FIELD Ve ~b 


Ne: meme) tbs.) 


ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


pf mm | | mm || mm | mm mm 
24GSM-24FLH20-024 | 7341-02395 | 11/2 | 381 | 250 | 635 | 94 | 23.9 | 9.56 | 2428 | 5.81 | 147.6 | 50 | 127 | 467 
12.7 





SURELOK AIR 
BRAKE 


COUPLINGS Code 62 O-Ring Flange Heavy - 30° Bent Tube 


ADAPTERS 


DISCONNECT 
COUPLERS | 


— 





EQUIPMENT AND Prod. Oo] ww. 
PARTS ck as 


24GSM-24FLH30M | 2.50 | 
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Code 62 O-Ring Flange Heavy - 30° Bent Tube - Continued 


www.gates.com 


GlobalSpiral™ MAX Pressure Couplings 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


E53 







GlobalSpiral™ MAX Pressure Couplings 


Code 62 O-Ring Flange Heavy - 90° Bent Tube 


HOSE/CPLG. 
SELECTION 





G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


TAINLE 
STEEL No. 


sOER CRIN | 55. 9| 8. o| 4. | 
COUPLINGS Al 4, | 
3.13 | 79.5 | 6.26 | 159.0 | 10.41 | 264. 
LOC, GL AND GLP 5.43 | 138.0 | 10.41 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


F 
[mm fmm mm mm | bs.) 


. 
| 3.13 | 794 | 9.90 | 2514 | 5.41 | 1374 | 50 | 31 | 951 





pee. | Mak | OO 
1 
}24GSM-24FLHCFM , 


| mm | 
4GSM-24F LHCFM 


2 : 
32GSM-32FLHCFM 7341-20135 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ MAX Pressure Couplings 


HOSE 


Code 62 O-Ring Flange Heavy With Captive Flange - 45° Bent Tube 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 











COUPLINGS 
PCM /PCS 
FERRULES 
AY MEGACRIMP 
COUPLINGS 
NO ee ae me me] EBS) | ree 
sswencen 
COUPLINGS 
1 ; " 0 LOC, GL AND GLP 
Code 62 O-Ring Flange Heavy With Captive Flange - 90° Bent Tube COUPLINGS 
POLARSEAL 
~t * COUPLINGS 
=< -C 
POLARSEAL II 
COUPLINGS 
C14 COUPLINGS 
: PCTS 
<-M—> THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


No. [mm |" [mm] "| mm |" | mm |" | mm |" [mm| (Lbs.) 
|24GSH-24FLHCFM90-094 | 7341-02825 | 11/2 | 38.1| 2.50| 635 | 3.70| 94.0 | 8.43 | 2140] 469| 1190] 50 | 25 | 7.70 | 





FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


Code 62 O-Ring Flange Heavy Captive Flange Metric Bolts 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


Prod 
No. 


40GSM-40F LHCFM 212 | 635 





EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


E56 


GlobalSpiral™ MAX Pressure Couplings 


Caterpillar Style O-Ring Flange 


peer | Meh | Of ow 


24GSM-32FLC_|7341-02065 | 112 | 381 | 313 | 795 | | 
33 | 97 | 7.79 


No ae ee mmm Lb.) 
|24GSM-24FLC22-017 | _ 7341-02075 | 11/2 | 381 | 250 | 635 | 66 | 168 | 9.29 | 236.0 | 5.57 | 1415 | 56 | 142| 4.63 | 


Caterpillar Style O-Ring Flange - 30° Bent Tube 
Pe 
_¥ 
My 


et 






—| - 


[24GSM-24FLC30-023 | 7341-02095 | 11/2 | 38.1] 2.50| 635 | .90 | 22. 
137 | 34. 
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GlobalSpiral™ MAX Pressure Couplings 


Caterpillar Style O-Ring Flange - 30° Bent Tube - Continued 


No. (Lbs.) 


po fmm || mm | | mm | mm | mm | om | 





Caterpillar Style O-Ring Flange - 45° Bent Tube 


Weight 
(Lbs.) 


8.94 . 
244.0 | 5.86 . 
56 | 14.2 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





E5/ 





HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


E58 








GlobalSpiral™ MAX Pressure Couplings 


Caterpillar Style O-Ring Flange - 90° Bent Tube 


Weight 
[> mm | mm |] mm [mm || mm | mm | (Lbs.) 


24GSM-24FLC 90-087 7341-02155 


2 


32GSM-32FLC90-130 7341-20235 





H2 
ee ee 
0 aT (Ls: 
24GSM-24FBSPORX | 7341-07015 | 112 | 381 | 11211 | 55 | 606 | 1539 | 232 | 589 | 387 | 


Female British Standard Parallel Pipe O-Ring Swivel - 45° Bent Tube 





32GSM-32FBSPORX45 7341-20565 | 2 | 508 75.0 | 12.11 


www.gates.com 





GlobalSpiral™ MAX Pressure Couplings 


Female British Standard Parallel Pipe O-Ring Swivel - 90° Bent Tube 


pee a 
0. mm [= mm | (Lbs: 


es ini ee 
3.94 
32GSM-32FBSPORX9O | 7341-20575 | 2 | 50.8] 211 | 70 | 5.91 | 150.0] 10.89 | 2765 | 6.40 | 1625 | 11.08 _| 


H2 

re OS [om [ele |e [ou] vam 
NO ae mom mm|Lbs.) 

24GSM-38FDHORX | 7341-07055 | 112 | 38.1 | 52x20 | 60 | 7.09 | 1801 | 335 | 851 | 380 | 440 | 





Female DIN 24° Cone Swivel - Heavy Series with O-Ring - 45° Bent Tube 


Prod. 
No. 


24GSM-38FDHORX45 7341-07065 | 11/2 


www.gates.com 








HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ MAX Pressure Couplings 


HOSE 


Female DIN 24° Cone Swivel - Heavy Series with O-Ring - 90° Bent Tube 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 
MEGACRIMP 
COUPLINGS 
STAINLESS 
STEEL 
24GSM-38FDHORX90 7341-07075 | 11/2 | 38.1 | M52X20 | 60 | 3.62 | 92.0] 876 | 222.5 | 5.02 | 127.5 | 38.0 9.43 

POWER CRIMP 

COUPLINGS 


LOC, GLAND GLF Male British Standard Pipe Parallel 


COUPLINGS 


POLARSEAL 
COUPLINGS 
POLARSEAL Il 
COUPLINGS 





C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


ome] Mm | O Tm fmf. fe 


pt mm mm mm mm 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


. ee 
at f Of i |e Weight (Lbs.) 


48GSM-48HLE 





EQUIPMENT AND 
PARTS 
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GlobalSpiral™ MAX Pressure Couplings 


HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


mm 
es \eghit (1bs.) 


fae ad 
24GSM-24HLEC 7341-02645 11/2 11/2 10.66 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 





C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


F 
me) Oe LO fw Tt fe fe 
Nom [mmm mm mm |b.) 





FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


GSM Butt Weld ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


‘No. 
pee. =| Mah | OO | ow Pe (Lbs.) 





LIVE SWIVEL 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Plus Couplings 


HOSE 


Male Pipe (NPTF - 30° Cone Seat) 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


[mm [| | * | mm [| mm |_ Lbs.) 


STAINLESS 
STEEL 





POWER CRIMP 
COUPLINGS 


API Line Pipe Connection 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


ain 


ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 
DISCONNECT 
(Lbs.) 


eae Lin na ee rie ee rnin 
LIVE SWIVEL 


BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Plus Couplings 







HOSE 


Male J IC 37° Flare 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


Thread I.D. | 





CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


eee eee aes 


POWER CRIMP 
COUPLINGS 


Female J IC 37° Flare Swivel LOC, GLAND GLP 


COUPLINGS 


POLARSEAL 
Le COUPLINGS 





Teroaacue 
cu fml i. sn 
Pm im "mm 
2aGSP-24FJX | 7347-82455 | 11/2 | 381 | 17/812 | 197 | 236 | 564 | 1433 | 274 | 696 | 216 | ffELD 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


Tt Let 


fs iim es a 
24GSP-24F| X45-050 7347-83735 | 11/2 1 7/8-12 


EQUIPMENT AND 
PARTS 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Plus Couplings 







Female J IC 37° Flare Swivel - 90° Bent Tube 


[ Thread |.D. 





po temm mm "mm "om | 
1 7/8-12 
32GSP-32FJX90M Ss 7347-84785 | 2 | 508] 212-12 | 3 | 551] 140.0] 10.71] 2720] 7.07| 1796] 6.44 | 


Male Flat-Face O-Ring 


Includes Peroxide-cured O-Ring. 
Metric Hex per ISO Draft International Standard 12151-1. 
Utilizes SAE | 1453 Captive O-Ring Groove for Improved O-Ring Retention. 


Thread O.D. 
O-ring groove ‘| 





oe LO Pm ml Te [uae 


pt mm mm mm mm 





Female Flat-Face O-Ring Swivel 


Metric Hex per ISO Draft International Standard 12151-1. 
SAE | 1453 O-Ring Face Seal. 


[~ ID. 
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GlobalSpiral™ Plus Couplings 


Female Flat-Face O-Ring Swivel - 45° Bent Tube 


Metric Hex per ISO Draft International Standard 12151-1. 
SAE | 1453 O-Ring Face Seal. 





[~ 1D. 


Weight 
(Lbs.) 


Female Flat-Face O-Ring Swivel - 90° Bent Tube 


Metric Hex per ISO Draft International Standard 12151-1. 
SAE | 1453 O-Ring Face Seal. 


Prod. 


rr 
86.6 193.3 122.2 


www.gates.com 





HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Plus Couplings 


Code 61 O-Ring Flange 
HOSE/CPLG. . 
SELECTION -24FL Max. W.P. 3,000 psi; -32FL Max. W.P. 3,000 psi. 
See Accessories for O-Rings. 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 


STEEL 
POWER CRIMP ao SS (Lbs.) 


COUPLINGS Cee 20FL 7347-41715 


LOC, GL AND GLP se 32FL 7347-41735 


COUPLINGS coe ee ee eee eee 


ns? 32FL 7347-41795 


POLARSEAL fagspaore | oeraisos [2 [sna | 321 [eta | es | aise [290 | 760 [38 | o7 | 288 


COUPLINGS 


"COUPLINGS Code 61 O-Ring Flange - 22 1/2° Bent Tube 
-24FL Max. W.P. 3,000 psi; -32FL Max. W.P. 3,000 psi. 


C14 COUPLINGS S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 











Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


couplings 
alleen eniaenlt Weight 
SURELOK AIR ff |__| (Lhs.) 
BRAKE 
ene 214. 
Sere 1. oe. oe oer ae oes en a 214.1 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Plus Couplings 


Code 61 O-Ring Flange - 30° Bent Tube 


-24FL Max. W.P. 3,000 psi; -32FL Max. W.P. 3,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 


— 


vr (Of [rf [ec | + [age 
NO, oe om om mm mm mm | Lbs.) 


24GSP-24F L305 7347-43725 98 
26 


2 38 | 9.7 


32GSP-32FL30M 7347-43795 


Code 61 O-Ring Flange - 45° Bent Tube 


-24FL Max. W.P. 3,000 psi; -32FL Max. W.P. 3,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 


Prod. 
No. 


11/2 | 38. 
50.8 | 2, 
32G5P-32F 45-066 2.81 


www.gates.com 








HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Plus Couplings 


Serene Code 61 O-Ring Flange - 60° Bent Tube 


SELECTION -24FL Max. W.P. 3,000 psi; -32FL Max. W.P. 3,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 


See Accessories for O-Rings. 
G8K COUPLINGS g 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS Prod. 
No. |" [mm | fmm {| " | mm] "| mm |] " | mm {| " | mm) 
52.8 | 9.09 | 


LOC, GLAND GLP 
COUPLINGS) [24GSP-32F L60S 11/2 
326SP-32F L60S 


POLARSEAL 
COUPLINGS 


POLARSEAL II Code 61 O-Ring Flange - 67 1/2° Bent Tube 


ener -24FL Max. W.P. 3,000 psi; -32FL Max. W.P, 3,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
C14 COUPLINGS See Accessories for O-Rings. 





Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


Weight 
(Lbs.) 


24GSP-32F L675 7347-46735 | 11/2 | | | | | | | | 
32GSP-32FL67S 7347-46795 71.4 97.5 | | | | | 


ADAPTERS 





QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Plus Couplings 


Code 61 O-Ring Flange - 90° Bent Tube 


-24FL Max. W.P. 3,000 psi; -32FL Max. W.P. 3,000 psi. 
S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 


L 


ane 










No. ae (Lbs.) 


a ee ee 
pagsp-torigos_} tea7aris | 1p | 381{ 200} soa} 2681 681 | 6811 730} 392} 96 | af aL) 227 





se 24FL90-148 7347-85625 





se 24FL90S 7347-47725 


picrsseos ——Pranams riot faa ne as mo aes Danson Pane ar | aot 
se 32FL90-170 7347-85435 
ugsporins | raararss | tun 3eaf 2er] mue[ ar] uae] ear | 1753| aor| ame] 36 | a7 | 356 
a2gsP-2aFua0s | 3e7-a77as|_2 | so] 236] s99| 319] a10 | 776 | 1971] 413| 1049] | 79 | 350 





32GSP-32FL90-165 | 7347-85425 | 2 | 50.8] 281 | 714] 6.50] 165.1] 9.69 | 246.1 | 6.06 | 1539] 38] 97 | 679 | 


Code 61 O-Ring Flange - 110° Bent Tube 


-24FL Max. W.P. 3,000 psi; -32FL Max. W.P. 3,000 psi. 
See Accessories for O-Rings. 


eS 


No. eacenleernlen aneienamomianies (Lbs.) 


faespruiitsa | rwvesas [2 [svat om [ne] as] a2 | 900 248.9 | 6.40 | 162.6 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Plus Couplings 







SsenenG Code 61 O-Ring Flange - 120° Bent Tube 


SELECTION -24FL Max. W.P. 3,000 psi; -32FL Max. W.P. 3,000 psi. 
See Accessories for O-Rings. 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 


ae 


LOC, GLAND GLP 
COUPLINGS 


Code 61 O-Ring Flange - 125° Bent Tube 
POLARSEAL -24FL Max. W.P. 3,000 psi; -32FL Max. W.P. 3,000 psi. 
COUPLINGS See Rector for O-Rings. , 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


No. een (Lbs.) 





ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Plus Couplings 


HOSE 


Code 61 Flange Without O-Ring Groove 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 








POWER CRIMP 
COUPLINGS 
Code 62 O-Ring Flange Heavy 
; . LOC, GLAND GLP 
See Accessories for O-Rings. COUPLINGS 
POLARSEAL 
COUPLINGS 
POLARSEAL II 
COUPLINGS 
C14 COUPLINGS 
PCTS 
THERMOPLASTIC 
COUPLINGS 
0. FIELD 
[mm [| * [mm |" | mm |" | mm |" | mm | (Lbs.) ATTACHABLE G1 
24GSP-24FLH | 7347-48725 | 142 | 381 | 250 | 635 | 657 | 1669 | 368 | 935 | 50 | 127 | 99 |  —|&G2 COUPLINGS 
FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 
. 0 
Code 62 O-Ring Flange Heavy - 45° Bent Tube 
S,M and L Drops per ISO Final Draft International Standard 12151-3. ye 
See Accessories for O-Rings. COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 








po fmm || mm 
1B 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


E72 


GlobalSpiral™ Plus Couplings 


Code 62 O-Ring Flange Heavy - 45° Bent Tube - Continued 


ne Timm (tbs.) 


po temm | | mm | | mm || mm | 
32GSP-32FLH45-066 | 7347-52805 | 2 | 50.8] 3.13] 79.5] 260] 66.01 10.67 | 271.0] 7.06] 1793] 50] 127] 5.65 





Code 62 O-Ring Flange Heavy - 90° Bent Tube 


S,M and L Drops per ISO Final Draft International Standard 12151-3. 
See Accessories for O-Rings. 


No. am 


2 
119.9 | 6.96 | 176.8 49 | 125| 4 
5,09 | 129.3 12.7 
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GlobalSpiral™ Plus Couplings 


Male British Standard Pipe Tapered 


aad 





Female British Standard Parallel Pipe O-Ring Swivel - 45° Bent Tube 


S,M and L Drops and Hex per ISO Working Draft 12151-6. 


elt ft 


pt mm | 
112-11 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 





E73 





GLOBALSPIRAL 
COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 
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GlobalSpiral™ Plus Couplings 


Female British Standard Parallel Pipe O-Ring Swivel - 90° Bent Tube 


S,M and L Drops and Hex per ISO Working Draft 12151-6. 


vrae [| O [om fef + [ec _ | aapn 
No. om mm mm mm mm | EL.) 
7347-95045 


62.6 


Female Komatsu Style J apanese Metric Swivel 


These female swivels have been marked with two small notches on the hex to identify them as the Komatsu style. 





www.gates.com 


Fem 









24GSP1F-4 


32GSP1F-4 


32GSP1F-2 





GlobalSpiral™ Plus Couplings 


ale J apanese Industrial Standard 30° Flare Swivel 


L 


1.D. 
_- 


30° \ 





WU 


mm |” | mm | mm || mm | | mm_|_[Lbs.) 


GSP Ferrule for 4-Spiral Hose 





a 
No. Weight (Lbs.) 


es eae PT | a a a 
| 7347-03195 | 2 F508 | 858] | 835 || 


GSP Ferrule for Wire Braid Hose 


— 8 | es | OO 
Weight (Lbs.) 


pt mm mm em 





www.gates.com 


HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


CHRO) yoda vale 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





E75 


a — 
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Power Crimp” PCM & PCS Ferrules 


PCM Skive Ferrules 


I 


Weight (Lbs.) 


LOPCM-2F 7343-02605 8 
LPC 2F 7343-02515 | 3/4 | 2.05 


isaut————[ tasarss [si 





PCM-GO6K Ferrules 


ae 


Prod. 


No. Weight (Lbs.) 





PCS Non-Skive Ferrules 


4 


F 





6PCSIF 7342-07705 
8PCSIF 7342-07715 
1 3/4 | | | | 28 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


QUICK 
DISCONNECT 


COUPLERS 


EQUIPMENT AND 
PARTS 





Fl 







HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


eae 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


F2 


+s en 


67C5.2 r3azo7sss [| 1 | 207 | 526 | 197 | 500 


Power Crimp” PCM & PCS Ferrules 


PCS Skive Ferrules 


52.6 


DO | 


ae = seal 
epcs-2F TS 7342-02585 | || || 
eecs.aF | rsin.0585 [an ase at at an) a 
2pcs-2F 73842-07545 | Af] 50.0 | 5088 

5 


1.97 


50.0 


20PCS-2F 7342-07565 1ua | | | 5528 


24PCS-2F 


734209575 | 142 | 2.77 | 704 | 254 (| 645 


LZ 


2.17 


70.4 


2.94 


64.5 


32PCS-2F 7342-07585 
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MegaCrimp® Couplings 


Male Pipe (NPTF - 30° Cone Seat) 








HOSE/CPLG. 
SELECTION 
L 
G8K COUPLINGS 
<—_—» 
60° 
\ 7 Av GLOBALSPIRAL 
aXe COUPLINGS 
Thread 
- PCM / PCS 
FERRULES 
MEGACRIMP 
COUPLINGS 
[Eee eae ee STAINLESS 
ag2up___}_7ngo-idoas_}| a _{_64_| _g27_{_up_{_ag |i { a} 239 | _t__ at 
7100-10035 
ee POWER CRIMP 
7100-10055 
sca eoes fane1| 38a | ae ane | 
7100-10065 | LOC, GLAND GLP 
cau nos [ae [9s Peis se fae ee ar pee 
7100-10085 
caw nos [ae fas Pee Pe Pan es ae a sae 
7100-10105 
TC Tr 2 
7100-00115 POLARSEAL II 
pean Fas [aa |e as es ar aaa 
6 8MP 7100-00225 
roca nonorss | se [iss [ase Fane [as fo Ts ar Sees ee 
12G-emp_ | 700-00155_ | 3/4 | 19a | yeta | ise | 346 | 97.9 | 145 | 368 | 55 
PCTS 
COUPLINGS 
ATTACHABLE G1 
& G2 COUPLINGS 
' FIELD 
Male Pipe Long Nose ATTACHABLE C5 
For use with J 2AT | ack Hose and special high-pressure applications. EUG 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


Lia =e 
[mm [dm tbs 

im see (ae ee | ee 

feG-eMPLN-'| 7100-16635 | 38 | 95 | 318 | tne | 222 | 690 | 162 | a1 | 20 | 





EQUIPMENT AND 
PARTS 





www.gates.com Gl 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Sere 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


G2 


MegaCrimp® Couplings 


Male Pipe Swivel (NPTF - Without 30° Cone Seat) 


NOT TO BE USED AS A LIVE SWIVEL. 


NOT TO BE USED AS A LIVE SWIVEL. 


Thread 
O.D 


Prod. 
No. 


4G-AMP X90 7100-10375 1/4-18 


1 

38 | 9. 

12 

1/2 
3/44 | 19.1 


www.gates.com 







aG-amex | 700-10245 | a | 64 | a2 | 12 | we | 239 | 607 | 137 | 348 | 12 | 
aG-amex | 700-10255 | a | 64 | 14s | 12 | im6 | 261 | 663 | 158 | 
aG-emex | 700-10265_ | 14 | 64 | 3818 | 58 | 78 | 273 | 693 | 171 | 434 | 16 | 
6c-amex | 700-10285 | 38 | 95 | 418 | 58 | 78 | 287 | 728 | 177 | 449 | 27 | 
12G-eMPxX | 7100-00345 | 3/4 | 191 | wed | ime | 1 | 397 | 1008 | 196 | 498 | 68 | 
12G-12mPx_— | 7200-00355 | 34 | 191 | 3414 | ye | 156 | 401 | 10.9 | 200 | 508 | 49 | 


50.8 


Male Pipe Swivel - 90° Block (NPTF - Without 30° Cone Seat) 





MegaCrimp® Couplings 


Male Pipe Swivel - 90° Long Block (NPTF - Without 30° Cone Seat) 


NOT TO BE USED AS ALIVE SWIVEL. 
These couplings have a longer reach (L dimension) to accommodate the OmniCrimp 21 crimper. 


Thread 
O.D 


i 4 





fmf] r [ «|< [apn 
No. oe oe mm mm | Lb.) 
}6G-8MPX9OL__—|_— 7100-00445 | 3/8 | 95 | W214 | 34 | 1 | 193 | 490 | 340 | 864 | 194 | 493 | 40 | 


8G-8MP X90L - 1 


i ‘O2 
48.1 





ee 





H1 
. — aaa oe 


| mm | "| a ee 
4c-4Fp |S to-t0495 =| a | 64 | he | (ie | 198 | 503 | 96 | 244 | 13 | 
4G-6rP iTS 7t00-10505 | a | 64 | 38-18 | 13/6 | 198 | 503 | 96 | 244 | 14 | 
6G-4FP |S t-20515 | 3/8 | 95 | 1418 | 116 | 200 | 508 | 90 | 229 | 15 | 
6G-6FP ss 7t00-10525 | 3/8 =| 95 | 38-18 | 13/6 | 206 | 523 | 96 | 244 | 18 | 
: | 8 | 116 | 30 
55 






3/8 
12.7 
12 116 | 295 | 30 | 
126-12FP 


2 
14 


www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings 


Female Pipe Swivel (NPSM - 30° Cone Seat) 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


av I.D. 








GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 





Cre 
COUPLINGS 


| mm | " | 
STEEL een rae [ee eee te 
feG-erPxX | 7ioo-105e5 | 38 | 95 | 3e18 | 58 | — | 78 | 243 | 630 | 138 | 351 [| 23 
cower came;  LeG-8ePx __—_—~«|_7too-10595 | 3 | 95 | 114 | i3n6| — | 1 | 255] 648 | 145 | 368 | 29 ‘| 
coupLinGs|  [sG-8FPX | 7ioo-o505 | 12 | i27| ot | 1306] — | 1 | 288] 732 | 14 | 358 | 35 _ 
f12G-12FPx | _7noo-oo60s | 34 | 191| 3414 | - | 27 | 114 |3n| 942 | 170 | 432[ 05 
‘oc cLanpcip/ [isG-letPx —*(|-rioo-ooeis | 1 | 254] atii2 | 138 - | 112 | 410 | 1041 | 187 | 475 | 110 | 
“CouPLINGS|  [20G-20FPX | 7100-00625 | 114 | 318 | 1141112 | 134 | — | 178 | 407 | 1186 | 226 | 574[ 17 _ 


POLARSEAL 
COUPLINGS 


Male O-Ring Boss 


POLARSEAL II SAE J 1926/3 ISO 11926-3 Light-Duty (L Series) Stud End. 
COUPLINGS 
L 
C14 COUPLINGS Thread OD. | 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 





FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


No om mmm | Lbs.) 
4G-4MB_ Ss ~Ss7t.0-12205 | =e S| Sg =| 7t-20 =| =o S| = 99 | 505 | 96 | os |B 
4G-5MB_ Ss ~Ss7t.0-12215 | oe S| a | enon S| 5 | 99 | 505 | 96 | os |B 
4G-6MB———S—=s~Ss7t.0-12225 «| =e S| Sg =| tts =| =e | =205 | 520 | 1.02 | 260 | 16 
(6G-8MB_ Ss ~Ss7d.00-13245 | 38 | 98S | 84ete ~=—| S| S28 | 580 | 4g | 301 | 3 
6G-10MB_——S——=sd«~Ss7t.0-12255 «| 38 | 98S | See S| SS] | 565 | 3s | 286 | 6 
scame —[uoazes [ae [a5 {tune [us [2a {as [i {as [as 
8G-8MB_SS—S—=sds~Ss7d.00-13275 =| = | a7 | 3/4-te =| S78 S| 4 | 67.0 | 6 | 295 | 380 
'8G-12MB_ Ss ~s7t.0-13295 =| 2] a7 | 116-12 | 114 | 291 | 740 | 144 | 365 | 50 
'10G-8MB_ Ss ~Ss7.00-02305 ~| ~=58 =| 615.9 | 34-16 =| Sse | =2.83 | 720 | 136 | 345 | 37 
pocaows —[eoasass [se [as [ree [a [aes [ran [a [as [a 
'10G-12MB_ S| ~——7.00-13325 | 58 =| 15.9 | 116-12 | 114 | 299 | 760 | 152 | 385 | 55 
'12G-12MB_ Ss ~—7.00-02335 «=| 34 | 9 | 116-12 | 114 | 333 | 845 | 132 | 335 | 60 
'12G-14mB_———s|~—7.00-02345 | —3/4_— | 9 | 136-12 | 138 | 331 | 840 | 130 | 330 | 68 
saé-rsue_| _ruop-oag55_{ 34 | 191 { isn6i2_{ tue} 344 {75 | 144 | 365 | 68 
ag-lae_}_riooszaii_|_1_{_254_|_1gni2_{ Lad | 378 {960 | 15 | 392 1 _7_ 
'16G-16MB_——S—S—Ss|~—s74.00-02375 «| S| S54 | 156-12 | 112 | 384 | 975 | 160 | 407 | 108 
'16G-20MB_ Ss ~—s7t.0-02255 | 1 | 254 | 158-12 | 178 | 374 | 950 | 150 | 382 | 135 
20G-20mB_ Ss] ~—s7.00-02385 =| 11/4 | 318 | 158-12 | 178 | 390 | 990 | 157 | 400 | 148 


G4 www.gates.com 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 









MegaCrimp® Couplings 


Male O-Ring Boss Swivel 


NOT TO BE USED AS ALIVE SWIVEL. 
NOTE: Internal O-Rings rated at 250°F (121°C), 
SAE | 1926/3 ISO 11926-3 Light-Duty (L Series) Stud End. 


Thread O.D. | 





6 10MBX 


1aG-2ex | ~ransanias [34 [a9 | tune | [ass [aus [ase [ees [a 


Male O-Ring Boss Swivel - 45° Bent Tube 


NOT TO BE USED AS ALIVE SWIVEL. 
NOTE: Internal O-Rings rated at 250°F (121°C), 
SAE | 1926/3 ISO 11926-3 Light-Duty (L Series) Stud End. 


Thread OD. | 





aeons | raoaomzs_| ae [05 | oneze | 2 | 12 | 387 | 365; | 226 | 250 | us | 35 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings 


ae Male O-Ring Boss Swivel - 45° Block 


SELECTION NOT TO BE USED AS ALIVE SWIVEL. 
NOTE: Internal O-Rings rated at 250°F (121°C), 


SAE | 1926/3 ISO 11926-3 Light-Duty (L Series) Stud End. 
G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


Thread O.D. 
PCM/PCS 4 | 


FERRULES 


Sere 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP Weight 
COUPLINGS 
[mm | | | [mm] "| mm | "| mm | (tbs) 
6G-6MBX45BL 7100-12475 9/16-18 


ANGE 


8G-8MBX45BL 7100-02495 1 44 


POLARSEAL|  \8G-LOMBx45BL__—— | 7100-02505 | 2 | 127 | 714 | 1 | 116 | 295 | 308 | 783 | 161 | 408 | 46 


COUPLINGS 












pate Male O-Ring Boss Swivel - 90° Bent Tube 
NOT TO BE USED AS ALIVE SWIVEL. 


NOTE: Internal O-Rings rated at 250°F (121°C), 


C14 COUPLINGS SAE | 1926/3 ISO 11926-3 Light-Duty (L Series) Stud End. 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 ae 
& G2 COUPLINGS ie 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 
No. 
UICK 


DISCONNECT G-6MBX90 

COUPLERS 6G-6MBX90 
6G-8MBX90 

LIVE SWIVEL 6G-10MBX90 

BALL VALVES 

asus a 
‘10G-12MBx90__——s| = 7209-40605 | 5/8 | 159 | 11612 | 1 | 
110.1 | 2.33 


aa 
| 916-18 | 


9/16-18 


N 
| mm_| 
| 6.4 | 9/16. 


aa eae 
pl 
| i | 
| 

a 


18 
18 
1 
1 
1 
1 
4 
6 
1 
6 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings 


Male O-Ring Boss Swivel - 90° Block 


NOT TO BE USED AS ALIVE SWIVEL. 
NOTE: Internal O-Rings rated at 250°F (121°C). 
SAE J 1926/3 ISO 11926-3 Light-Duty (L Series) Stud End. 


Thread OD. | 





Weight 
No. (Lbs.) 


a a 
4G-6MBx90BL__— | 7200-12515 | 1/4 | 64 | 9/618 | 7/8 | 165 | 418 | 182 | 463 | 80 | 202 | 33 
ac-mexo0st | riooa2ses_[ 3-5 [781 | 1 | 1p] we] i | we] spar] 0 
8G-1OMBx90BL__— | 7100-02565 | 2 | 127 | 7614 | 1 | 181 | 460 | 255 | 647 | 107 | 272 | 59 
8G-LOMBX90BLL__— | 7100-02715 | 2 | 127 | 7814 | 1 | 181 | 460 | 3.27 | 831 | 180 | 456 | 80 
1.67 





Male J IC 37° Flare 


Thread I.D. a 


4 


ar 





Prod. NNN im fm} oe foc Weight 
Ee oo eps 
ee ee 
ac-smj__|_7n03.36055_{_1a_{_s4_{_uzav_} 14 _} 29 } s55_{ 146 |_295 {| _6__ 
7103-36065 4 | 64 |  9/16-18 56.5 
6G-6M) | 7203-36155 | 38 | (95 | tees =| =i7_—| 230 | 585 | 120 | 306 | 5 


ecm, _} _ruo3-36165_{ a8 _{ a5 | 34as_{ 19 } 248 {60} 1a8_{ 351_{ __20__ 


6G-10Mj) |S 7203-36175 | 38 | 95 | 7814 | 24 | 264 | 67.0 | 154 | 391 | 30 | 
eco peas [ae ar [ae a ose 
8G-10Mj | 7203-36225 | 2 | 12.7 | 7814 | 24 | | 740 | 14d | 365 | 32 | 
106-12) 7203-36285 | 5/8 | 159 | yet2 | 27 | 319 | 10 | 17 | 435 | 49 | 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





G7 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Cre 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 





SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings 


Male J IC 37° Flare - Continued 


E272 Se se 
[mm | mm mm mm |__L bs.) 

93.5 42.5 
: 

| 7103-36345 | 3/4 | 191 | 1576-12 | 36 | 378 | 960 | 177 | 450 | 85 | 
: 
16G- 
16G-20M | 7103-36395 | 1 | 254 | 158-12 | 46 | 4.29 | 1090 | 206 | 522 | 152 | 
20G-20M) | 7103-36435 | 114 | 318 | 158-12 | 46 | 443 | 1125 | 211 | 535 | 161 | 


Female J IC 37° Flare Swivel 


Thread |.D. 


ret | O 
No. im 


pt mm | mm_| | mm 
aG-aFjx | 7203-08085 | 1d | 64 | 7620 | 15 | 4 | 22 
4G-5F]X | 7103-08055 | 14 | 64 | 12-20 | 15 | 17 























7103-09135 7/16-20 14 ; a1 
6G-5F] X 7103-09125 3/8 9.5 1/2-20 1/ 17 20 
17 
6G-6F] X 7103-08145 3/8 9.5 9/16-18 18 19 2.42 61.5 1.29 aed 19 
6G-10F] X 7103-08165 3/8 9.5 7/8-14 18 2] 2.16 70.0 1.62 41.2 31 
32 
8G-6F] X 7103-09195 1/2 127 9/16-18 22 19 3.81 96.7 230 59.2 36 


8G-16FJX | 7203-09235 | 12 | 127 | 15612 | 22 | 41 | 352 | 893 | 204 | 518 | 69 | 


12G-14FJX 7203-08335 | 3/4_ | 19.1 | 130612 | 30 | 36 | 381 | 969 | 181 | 459 | 82 | 


www.gates.com 












MegaCrimp® Couplings 


Female J IC 37° Flare Swivel - Continued 


No. mm [mm 


aw seed 
166-14F] X 
16G-16F) X 


7103-08435 


or 
No. om om 


}126-10F) 30-018 | 7103-59005 | 3/4 | 191 | 78-14 | 27 | 7 | 180 | 445 | 1130 | 244 | 620] 68 


Female J IC 37° Flare Swivel - 45° Bent Tube 


os . 


I Thread |.D. 






| 
3 
vv x 


H2 


Weight 
(Lbs.) 


pf mm || mm | mm 
| 14 

| 6.4 | 1 
aG-6F)x455 | 7203-46135 | 14 | 64 | 9/1618 | 19 
1 


d. MN 
ee 


Pea 
G-4F| X45S 7103-46055 7/16-20 
G-5F} X45-011 7103-46075 1/2-20 


eG-4FJx45s_ | 7203-46215 | 3/8 | 9.5 | 716-20 | 14 | 39 | 10.0 | 286 | 727 | 176 | 448 


: : | : 44.8 
34 | 191 | 78-14 | 27 | .75 | 190 | 458 | 1163 | 257 | 65.3 | 68 | 
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G8K COUPLINGS 
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COUPLINGS 
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FERRULES 
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COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Sere 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 







FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 









SURELOK AIR 
BRAKE 
COUPLINGS 





ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings 


Female J IC 37° Flare Swivel - 45° Bent Tube - Continued 


pe ttt Weight 
No. [om mm mm om mm |b.) 
'12G-12F)X455 |= 7103-46425 | 3/4 | 19.1 | 116-12 | 32 | 83 | 21.0 | 5.09 | 129.2 | 3.08 | 782 | 80 | 


a eee eee ee 





Female J IC 37° Flare Swivel - 90° Bent Tube 


I Thread |.D. 


lL 


37° 
mt | O [mM [ml + |e | c_ |v 
oan mm |= [mm | (Lbs.) 

epee | rs ee ea be Pat eo ee et at | 
as-aflxgos_{_70s-47i05 |__| 64 {iets | 19 |_si} 230 | 280) 72 | Lj | asi } 20 
6 6F] X90M 7103-47175 9/16-18 Z 
scsrpaes ——F nsanes Fae anes [is Tt tape Daas a (use| ee 
: -4F] X90L 7103-47635 : 7/16-20 
scarps nsanes ae as nen ts Pe Pa ess (use| ae 
7103-47225 9/16-18 2 
csr nsamis Tap [as [anes [is Fe | age Pa ss Cust | as Ts 
a 6F] X90S 7103-47205 9/16-18 aL 
ecru noses Tap as ee [oe [ose we Pas ees [as | es [0 
[8G-10F)x90-089 | 7203-47655 | 12 | 127 | 7814 | 27 | 350 | 89.0 | 365 | 928 | 218 | 553 | 60 | 
cages [nips [ie [ar [ane ae Pa go ass [a | ne [ee 
loG-12F)x90L_ | 7203-47425 | 5/8 | 15.9 | 11re-12 | 32 | 378 | 960 | 456 | 1157 | 3.08 | 782 | 75 | 
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MegaCrimp® Couplings 


Female J IC 37° Flare Swivel - 90° Bent Tube - Continued 


| "| mm 
| 102.3 | 180 | 458 | 60 
32 | 3.78 | 96.0 | 482 | 1224 | 281 | m4 | 94 
34 | 191 | 1in612 | 32 | 2.28 | 580 | 482 | 1224 | 281 | 714 | 86 | 
3/4 | 19.1 | 13/1612 | 36 | 213 | 540 | 488 | 1240 | 287 | 730 | 90 | 


ome Me | OM Tel 
itt ee 


3/4 
fuec-16rjxoon (| _mu0s-a7505 [1 | 254 [ 15612 [ a | a9 | isso [474 | 1203 | 250 635 | 167 


16G-16F] X90M 25.4 
206-20F)x90L_ | 7203-47585 | 114 | 318 | 15/812 | 50 | 5.08 | 129.0 | 6.22 | 158.0 | 390 | 990 | 242 


Female J IC 37° Flare Swivel - 90° Block 





[ Thread |.D. 


Se = pomm | (Lbs.) 
2.09 | 53.2 | 453 | 1150 | 173 | 440 | 156 | 


ae ene 


C 
| mm 
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4G-5MS 


8G-10MS 


7100-11835 


7100-11825 
7100-11845 


7100-01865 


MegaCrimp® Couplings 


Male SAE 45° Flare - Continued 


me [| OT 
No. [Sa 


en 
| 38 


3/8 


1/2-20 


| mm 


1/2 
3/8 
7/8 


Sa 


| mm | | mm 







Weight 
(Lbs.) 


10 
uy 
20 
28 
2 


| ue | 127 | 7814 | 78 | 303 | 77.0 | 156 | 395 | 32 
12G-12ms_ | 7u00-01875 | 34 | 191 | iinet | 116 | 378 | 960 | 177 | 450 | 73 


Female SAE 45° Flare Swivel 


pe ID. 
45° 


Ne 





a re 
Noo oe mm mm | EL.) 
4G-4FSx | 700-1885 | 14 | 64 | 7620 | 12 | 916 | 224 | 570 | 122 | 310 | 19 ‘| 


6G-6FSX 


3/8 9.5 


5/8-18 


3/8 


3/4 


2.44 


62.1 


1330 


34.2 


Ay 


6G-6FSK 


| To0-11915_| 38 | 95 | 


Female SAE 45° Flare Swivel - 45° Bent Tube 





4G-4FSX45 


te 1D. 


| 





© fmfel [| [new 
mm ra eae 


7/16-20 


1 9/16 


8 





4 
ll 


2.34 


99.5 


1.32 


33.5 





pt mm || mm mm 
33 


4G-5FSX45-009 | 7100-01965 | 14 | 64 | 12-20 | 58 | 36 | 91 | 263 | 669 | 161 | 409 | 15 | 


14 





eG-6rSx45 | 7100-11995 | 38 | 95 | 58-18 | 34 | 39 | 99 | 274 | 695 | 164 | 416 | 2 


6G-8FSX45-014 7100-02035 


3/4-16 


www.gates.com 





MegaCrimp® Couplings 





Female SAE 45° Flare Swivel - 45° Bent Tube - Continued 


| mm 
| 6.4 | 
| 6.4 | 


mm | ne 
aaaeeae Reed 

6 | 2. 
| 34 


3/4 55.4 
44.5 
44.5 


OG-OMQLH |S 7209-32025 | 38 | 5 |||] | 


12G-12MQLH 


16G-16MQLH 





7209-32105 


7209-32125 


3/4 





19.1 3.66 93.0 1.65 42.0 26 


| 54 | 398 | toro | 4 || 


www.gates.com 
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me CO 
No. "mm" 


103 


4G-4MQLH45S -008 7209-33005 
6G-6MQLH455S -008 7209-33015 
8G-8MQLH455S -010 7209-33025 


12G-12MQLH45S-014 | 7209-33055 | 34 | 191 | 56 | 142 | 488 | 1240 | 287 | 730 | 66 
16G-16MQLH45S-017 | 7209-33065 | 1 | 25.4 | 66 | 167 | 549 | 1395 | 326 | 827 | 115 | 


6G-6MQLH9OL-046 | 7209-34055 | 38 | 95 | 179 | 455 | 240 | 60.9 
8G-BMQLH9OL-057 | 7209-34095 | U2 | 127 | 222 | 565 | 304 | 771 | 156 | 397 | 40 
12G-12MQLH9OL-075_ | 7209-34165 | 3/4 | 19.1 | 2.93 | 745 | 4.20 | 1067 | 219 | 55.7 | 89 
12G-12MQLH90S-037_ | 7209-34155 | 3/4 | 191 | 145 | 368 | 433 | 101 | 233 | 591 | 72 
16G-16MQLH9OL-103_ | 7209-34215 | 1 | 25.4 | 4.06 | 1030 | 497 | 1237 | 263 | 66.9 | 155 


MegaCrimp® Couplings 


| | mm | 
| ia 


1/2 


12.] 


www.gates.com 


pf mm | 
| 33 | 8.4 
4d | 10.3 


Male Quick-Lok® High - 45° Bent Tube 


1.30 


aug 


39.7 


99.1 


45 


23 


40 


Jd 


MegaCrimp® Couplings 


Female Quick-Lok® High to Male O-Ring Boss Adapter 


rod oa ea 
Bo Pp omm | mm mm 
Ce a TT 


4FQLH-6MB_ | 7209-05035 | 4 | AT | 9 | 65 | 420 


eFQLH-AMB |S 7209-05075 | 38 | 95 | 76-20 | 22165 


6FQLH-6MBC~C~s‘é~dLCSC*Ciéi2O-OSOBVS|SHVHs—s| SS] SG | S22 S| S69 |S 48.0 
7209-05095 95 3/4-16 24 1.69 13.0 
[BEQUH-6MB 720905135 | ue] 12.7 ones | 24 | an | 35 
ferQuiaMB __}__raosasad5_{_u2_ta7_} _sut6_{_24_} _75_| 445 
SFQLH-10MB_ 0 SS—SC*«LCSCs7209-05155 | S| ST S| 7/814 
porous |r| 38 [ss | aes [ar [as 
FLOFQLH-10MB_S—C~C~«dL:=C(i209-0520S—s || S59] 7/81 1.85 47.0 
CE a CTT TC 
12FQLH-10MB_SS—~C~idCSCsi7209-05255 | 3/4 | S19] S74 S| S32] S89 |S 48.0 
12FQLH-16MBS—S—C*sCSs7209-05275 | 34S] S19. |S S/M6-12_—| Sd S| .97—| S500 
6FQLH-12MB_ SS 7209-05315 | 2.09 53.0 
6FQLH-I6MB ~~ 7209-05325 | Yas a seae | [137 150.0 


Male Quick-Lok® Low 






[mm Weight (Lbs. 


peo [as 


15 


3 


es 


29 


Psa {isu fa [200 s0 fs 


5] 





CO a er rr er) *ight (Lbs. 





www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





G15 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Sere 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
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Prod 
No. 


MegaCri 


Male Q 


mp° Couplings 


uick-Lok® Low - 45° Bent Tube 





Of 


| 


4 


as 
| 38 


3/8 






I {_ 

No. [mm || mm [mm (Lbs.) 
| 
| 95 | 201 | 510 | 260 | 660 | 150 | 380 | 36 | 
| 95 | 461 | 1170 | 260 | 660 | 150 | 381 | 2 
| 95 | 709 | 1800 | 260 | 660 | 150 | 381 | 30 | 


33 





Prod. 
No. 


Male Flat-Face O-Ring Bulk Head Long Nose 


Thread O.D. 
O-ring groove ‘| 


-O [aw fm[m) + [ e 


pf mm || mm | mm mm mm 


www.gates.com 


Weight 
(Lbs.) 





MegaCrimp® Couplings 


Male Flat-Face O-Ring 


SAE | 1453 Captive O-Ring Groove for Improved O-Ring Retention. 


Thread O.D. 
O-ring groove | 





© fm [mle | ic _ J wag 
[mm [mm mm mm | Lbs.) 



































4G-6MFFOR 7104-16055 6.4 11/16-16 19 15 
6G-6MFFOR 7104-16075 3/8 9.5 11/16-16 19 2.20 56.0 1.11 28.1 19 
6G-10MFFOR 7104-16095 3/8 9.5 1-14 2] coe 64.0 1.42 36.1 39 
8G-10MFFOR 7104-16125 1/2 id 1-14 2] 2.87 73.0 1.40 35.5 40 
10G-10MFFOR 7104-16155 5/8 15.9 1-14 2] 2.87 73.0 1.40 35.5 48 
12G-12MFFOR 7104-16185 3/4 19.1 1 3/16-12 32 3.94 90.0 1,54 39.0 10 


16G-16MFFOR 7104-16215 1 25.4 1 7/16-12 4] 4.02 102.0 1.78 45.2 1.27 


16G-20MFFOR | 7204-16225 | 1 | 25.4 | 1iye-t2 | 46 | 413 | 1050 | 190 | 482 | 155 | 





Female Flat-Face O-Ring Swivel 
SAE | 1453 O-Ring Face Seal. 


[~ ID. 





H1 H2 
No. 






U 
| 11/16-16 _ | 


a ee 
| 4 | 64 | 9/16-18 
. 
. 7 
7 
. 
. 
| 


11/16-16 


3/1 


| mm _| 
ae | 
| 17 | 
Ee] 


| 
7 | 


1 

1 
12, 11/16-16 
13/16-16 
8G-10FFORX 7104-18165 1/2 2 


1/ 
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MegaCrimp® Couplings 


Female Flat-Face O-Ring Swivel - Continued 


eee 
mm || mm | omm || mm | mm] __((Lbs.) 
}8G-12FFORX ss] 7004-18175 | 12 | 127 | 136-12 | 22 | 36 | 281 | 715 | 143 | 363 | 64 
}10G-10FFORX —s—s|_ 7104-18205 | 5/8 | 159 | 1-14 | 24 | 30 | 299 | 760 | 152 | 385 | 49 
15.9 62 
3/4 14 
65 

3/4 | 348 | 883 | 147 | 373 | 90 | 
1 1.82 

1.93 
}20G-24FFORX —s—s| 7104-18385 | 11/4 | 318 | 2-12 | 41 | 60 | 409 | 1040 | 177 | 450 | 247 


MN 


Thread |.D. 


© [mifel + [+ |e | ween 
[mm | [mm |" | mm |” | mm |" | mm | _(Lbs.) 
'8G-10FFORX30-010 | 7204-07025 | 12 | 127 | 114 | 30 | 38 | 97 | 365 | 927 | 218 | 553 | 46 | 


Female Flat-Face O-Ring Swivel - 45° Bent Tube 


SAE | 1453 O-Ring Face Seal. 


Thread |.D. 


Prod. 
No. 


4G-4FFORX45S 7104-22045 


4G-6FFORX455 7104-22055 


1/4 


www.gates.com 





a EEE 


Female Flat-Face O-Ring Swivel - 45° Bent Tube - Continued 


No. [om 


7104-22335 11/16-16 

7104-22075 9/16-18 

7104-22085 11/16-16 

7104-22095 13/16-16 

7104-22125 | 1/2 11/16-16 

7104-22135 13/16-16 

7104-22145 | 12 

8G -12FFORX45S 7104-22155 | 12 | 127 | 13/1612 | 

7104-22165 | 5/8 

7104-22175 

7104-22185 | 5/8 

12G-10F FORX45S 7104-22215 | 3/4 | 19.1 | 

7104-22225 | 3/4 

7104-22235 

7104-22255 1 3/16-12 

16G-16F FORX45S 7104-22265 254 | 17/1612 | 41 | 94 | 24.0 | 
20G-20FFORX45S 7104-22295 | 11/4 | 318 | 1113/1612 | 50 | 98 | 250 | 622 | 1580 | 3.90 | 990 | 2.00 


[~ 1D. 








pes. = | Mee | SO | ms | |r ct 
0 eps 


8G-8F FORX67-022 7104-07015 13/16-16 22.0 


www.gates.com 
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Prod. 
No. 


, 
4G-6FFORX9OS | 7204-24095 | 14 | 64 | 11/1616 _ 


MegaCrimp® Couplings 


Female Flat-Face O-Ring Swivel - 90° Bent Tube 


Mf we 
Cam 


pf mm | 
4G-4FFORX9OS | 7104-24045 | 1d | 6.4 | 976-18 | 17 


1/4 6.4 


11/16-16 


83 


Thread |.D. 


b> |F 
GJ 
uo 


oy 
e 
—s 


: 


me 
oS 
—sl 


ee 
a 
i) 


rt 
=> 
oO 


46.0 







SG-6FFORX9OS | 7104-24955 | 5/6 | 7.9 | 11/6-16 | 22 | 91 | 230 | 283 | 720 | 173 | 440 | 23 | 
6G-6FFORX90S | 7204-24245 | 3/8 | 9.5 | 11/616 | 22 | 91 | 230 | 285 | 725 | 176 | 446 | 24 | 
6G-BFFORX9OL | 7204-24315 | 3/8 | 95 | 13/1616 | 24 | 252 | 64.0 | 272 | 690 | 162 | 412 | 32 
68.5 


3.30 


11/16-16 


al 23.0 


| 68.5. | 
| 287 | 730 | 178 | 45.1 | 30 
| 3.16 | 


1 
83.5 


| 80.3 
al 
| 90.6 


2.19 


10G-10FFORX90S 7104-24545 


5/8 


1-14 


1.26 324) 


2.07 


73.0 | 1.78 
80.3 
| 181 | 


23 


(65 


20 


36 
12G-12FFORX9OM | 7104-24655 | 3/4 | 19.1 | 13/16-12 | 36 | 2.28 | 58.0 | 4.29 | 109.0 | 2.28 | 58.0 | 90 
2.28 


16G-20FFORX9OM | 7104-24915 | 1 | 254 | 1110612 | 50 | 3.07 | 78.0 | 6.14 | 156.0 | 391 | 99.2 | 187 | 


[16G-20FFORX90S | 7204-24905 | 1 | 25.4 | 116-12 | 50 | 252 | 64.0 | 


1 


www.gates.com 


| 96.0 | 4.65 | 118.2 | 2.65 | 67.2 { 1.00 


85 


| 5.11 | 1299 | 2.88 | 73.1 | 167 


(ol 


1.67 





MegaCrimp® Couplings 





Female Flat-Face O-Ring Swivel - 90° Bent Tube - Continued 


Prod. 
No. 


oboe 


80.0 


| mm 


pm 


eae 


j16G-24FL_— | 7200-03875 | 1 | 254 | 238 | 605 | 3.78 | 960 | 154 | 302 | 32] a1 | 139 


16G-20FL 


12G-16FL22M-014 
16G-16FL22M 
20G-20FL22M 


Weight 


| mm | 
27 | 69 _ 
7). 66: 
27 | 69 _ 
32 
27 | 69 _ 
32 
32 





Code 61 O-Ring Flange - 22 1/2° Bent Tube 
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MegaCrimp® Couplings 







Code 61 O-Ring Flange - 30° Bent Tube 


mt OL fe 

No. [mm [mm |" [mm |" | mm || mm |" | mm sc 

2.87 
20G-20FL30S __ | _ 7103-26845 | 11/4 | 31.8 | 2.00 | 50.8 | 79 | 200 | 604 | 1534 | 372 | 944 | 32 | 81 | 258 | 


Code 61 O-Ring Flange - 45° Bent Tube 





iin ee 
6. 8FL45M 7103-27085 97.8 
2.65 Pastas a 


6 12FL45M 7103-27205 


pee — ee eater eee ett 


26 16FL45S 7103-27315 


posasriass —f naes [1 [asa [us [was [uo {a0 [sei [as far Posy fa [ea aan 


6 20FL45S 7103-27475 3 
pecaws [mons (a asa ae os ue [ase sao [es oe mo Pe | 


No. To 
| 26 | 6.6 | 





www.gates.com 






MegaCrimp® Couplings 


Code 61 O-Ring Flange - 60° Bent Tube 
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raceme Pie ase Pet oo ose Pa | ar as Pe 
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& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


Prod. 
No. 
}12G-12FL67™M 


12G-12FL67M 7100-04355 Oa 
20G-20FL67S 7100-04335 | 114 | 3 
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LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


G24 


MegaCrimp® Couplings 


Code 61 O-Ring Flange - 90° Bent Tube 


8G-8FLQOM | 7103-29115 | 1/2 | 127 | 119 | 30.2 | 157] 40.0 | 359 | 912 | 211 | 537] 27 | 69] 69 | 
sG-12FL9M_ | 7103-29235 | 2 | 127 | 150] 381 | 2.28 | 580 | 360 | 915 | 213 | 540] 27 | 69] 54 | 
106-12FLg0M_—— | 7103-29415 | 5/8 | 15.9 | 150 | 381 | 2.28 | 58.0 | 3.94 | 100.0 | 2.46 | 625 | 27 | 69 | 121 | 
12G-12FL90M | 7103-29535 | 3/4 | 191 | 150] 381 | 2.28 | 58.0 | 4.54 | 115.3 | 253 | 643] 27 | 69] 80 | 
16G-12FL90M_—— | 7203-29655 | 1 | 25.4 | 150] 381 | 2.28 | 580 | 5.09 | 129.3 | 2.85 | 725 | 27 | 69 | 178 | 
206-20FL90-102_— | 7100-04565 | 114 | 318 | 200 | 50.8 | 4.00 | 1016 | 5.43 | 1380 | 311] 790{ 32 | a1 | 175 

206-20FL90M | 7103-29805 | 11/4 | 31.8 | 200 | 50.8 | 354] 90.0 | 5.31| 135.0 | 2.99 | 760] 32 | 81] 190 | 


SAE Male Inverted Swivel 


Thread O.D. | 


ae Berean 
eee [eee as oe fa ae | 
aG-amix | 7100-16225 | 4 | 64 | rea | yr | 76 | 252 | 639 | 149 | 379 | 13 | 
aG-5MiX | 7100-16235 | 4 | 64 | 1-20 | 2 | ye | 252 | 639 | 149 | 379 | 4 | 
eG-amix | 7100-16185 | 38 | 95 | 7624 | 58 | 76 | 263 | 669 | 154 | 390 | 15 | 
eG-emix | 7200-16255 | 38 | 95 | 5818 | 58 | 58 | 275 | 699 | 165 | 420 | 20 | 
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MegaCrimp® Couplings 


SAE Male Inverted Swivel - 45° Bent Tube 


Thread O.D. | 


T 45° 


pee | at | Of ms fe fe ae 
No om mm mmm] Lbs.) 
4G-3MIX45-018 4 | 64 | 38-24 | 38 | 69 | 175 | 267 | 679 | 165 | 419 | 10 
6G-4MIX45 
6G-5MIX45 
6G-6MIX45 
6G-7MIX45 
8G-8MIX45 2.70 
}10G-10MIX45 sf 7100-16435 | 58 | 159 | 78-18 | 7/8 | 138 | 351 | 233 | 592 | 131 | 332 | 46 


SAE Male Inverted Swivel - 90° Bent Tube 


Thread O.D. 


| 
45 


ee 


aan ee ae a | | mm 
7/6-24 


1.70 
j8c-emix0 | 7100-06435 | 2 | 127 | 3-18 | 34 | 164 | 417 | 3.29 | 835 | 181 | 460 | 45 | 


www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Sere 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


G26 








MegaCrimp® Couplings 


SAE Male Flareless Assembly 


Thread O.D. Thread |.D. 
| Tubing 








Compression sleeve 


[mm [mm mm |__EL bs.) 
|4G-4MFA sf 7100-16445 | 1/4 | 64 | 76-20 | 12 | 96 | 209 | 530 | 106 | 270 | 15 | 
4G-5MFA———s|_—7100-16455 | 14 | 64 | 1220 | 12 | 58 | 197 | 500 | 94 | 240 | 15 
5/8 
7100-06505 
12G-12MFA | 7100-06525 | 3/4 | 191 | 11612 | 116 | 11/4 | 354 | 900 | 154 | 390 | 75 | 


North American Stand Pipe 


Weight 
Beanoe eee eis, Ce 
1.24 
12G-12NasP_|__7100-08435 | 3/4 | 191 | 116 | 358 | 910 | 157 | 400 | 116 | 295 | 34 | 47 
16G-16NASP__|_7100-08465 | 1 | 25.4 | 1706 | 386 | 980 | 162 | 412 | 112 | 284 | 1 | 89 | 
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MegaCrimp® Couplings 


Hose Length Extender 


L C 





20G-20HLE 7101-50705 1 1/4 31.8 9.96 151.5 132 33.0 2.23 


Female Air Brake Swivel 





M1 H2 


| © [ml m[m| 
pew. | Ft | aaa rc pedicel maser ai inl 
| 136 | 78 


ae 
| | 
13/16 
12 39,2 





Female Grease 


| O [m| mo 
aCe Eee 
| ye _| 


4G-8FG | 7200-09605 | a | 64 | 27 | 85 | | 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 
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DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings 


Female Parker Triple Thread Flare 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Cre 


COUPLINGS 
pes, | Fa Weight 
STAINLESS 00. re a erm (PS: 
STEEL 


POWER CRIMP 
COUPLINGS 


Pressure Wash Swivel 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


——— 
pe] me | OT Te 
aii No. [| mm |." | mm |" | mm_| 
| 
8G-8BSPB 





126-12B5PB 26.5 


EQUIPMENT AND 
PARTS 





G28 www.gates.com 





MegaCrimp® Couplings 


International Thread Metric 7642 DIN Banjo 


HOSE/CPLG. 
SELECTION 


. G8K COUPLINGS 
«——c 


GLOBALSPIRAL 
COUPLINGS 






. Th PCM/PCS 
wa FERRULES 
LC CY 
MEGACRIMP 
0. Weight (Lbs.) 
Pt mm oe oe STAINLESS 
TEEL 





1.18 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


| mm 
121 


126-2608) | 7100-93895 | 34 |. | 3.73 || 2 | | 6 | 
| | 


| 254 | 430 | 09.2 | 2.06 | se] 302 |B 


POLARSEAL 
COUPLINGS 


Male DIN 24° Cone - Light Series POLARSEAL I 


C14 COUPLINGS 


a) = CT PCTS 
A THERMOPLASTIC 


pa, Tube Thread COUPLINGS 
= FIELD 
ATTACHABLE G1 
H1 
moa | © [om [m) 4s | c¢ [a] magn 
No. (Lbs.) 





FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


& G2 COUPLINGS 
pt mm mm mm mm | 
4G-emDL_ | 7200-92685 | 4 | 64 | mt2xas | 14 | 169 | 429 | 78 | 198 | 60 | 10 | 
4G-eMDL_ | 7200-14835 | 4 | 6.4 | aaa | 17 | 197 | 500 | 94 | 240 | 80 | 14 | 
4G-1oMDL__— | 7200-14845 | 4 | 64 | mtexas | 7 | 201 | 520 | 98 | 250 | 100 | 23 
6G-15MDL__——|_ 7200-92695 | 3/8 | 9.5 | m22xa5 | 24 | 186 | 473 | 94 | 239 | 150 | 15 | 





SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


10G-1EMDL__——| 7100-99685 | 5/8 | 15.9 | m26x15 | 27 | 252 | 640 | 104 | 265 | 18 | 34 | 
206-35MDL_— | 7200-04925 | 114 | 318 | ma5x20 | 46 | 392 | 995 | 159 | 405 | 35.0 | 141 | 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Sere 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings 


Female DIN 24° Cone Swivel - Light Series with O-Ring 





=e ve] | c_ [a] wa 
ii am [ mm eae! 
Pea a ae eee 
| 64 | miaxis | 17 [| 219 | 557 | 117 | 297 | 80 | 5 
| 64 | m2oxi5 | 22 | 219 | 557 | 117 | 297 | 120 | 20 | 
79 
9.5 
95 | M18Xx1.5 
9.5 | M20X1.5 Pu {oz { cos fas [oon [ 
95 | M22x15 | 27 
12, M22x1.5 | 27 = 
12 
15 
19 


7100-95665 
7100-95685 
7100-95705 
7100-25395 
7100-92015 
7100-9203 


| a | 
ud 

| a | 

ee 

| 5/16 _| 

5 | 516 | 
7100-96065 | 3/8 | 
| 38 

| 38 | 

| 38 

Ea 

| 

| 5/8 | 

| 34 


| 
7100-99955 19.1 | M30X2.0 | | | | 22 i 

7100-92205 
20G-35FDLORX ——————s|=7100-92215 | 11/4 | 318 | 45x20 | 50 | 356 | 904 | 174 | 441 | 350 | 156 | 
20G-42FDLORX |= 7100-95305 | 114 | 32.8 | M52x20 | 60 | 425 | 1080 | 193 | 49.0 | 420 | 200 | 


7100-96085 
7100-96105 
7100-9611 
7100-9642 
7100-96445 
7100-99535 
7100-99935 


2 
2 
M26X1.5 


9 M26X1.5 
1 


eer 
1/4 
1/4 
1/4 
1/4 
5/16 
5/16 
3/8 
3/8 
3/8 
3/8 
12 
12 
5/8 
3/4 M26X1.5 


Female DIN 24° Cone Swivel - Light Series with O-Ring - 45° Bent Tube 


po | mm |" Tom 
eames | meee a et mes ee beet et te ae nods 
faGaorD.oRKs | rinasrs [au [64 [mus [as [mae | ase] eee | asi | 363 | ao0 | a 
6G-12FDLORK4S | 7100-96155 | 3/8 | 95 | Miex15 | 22 | .74 | 189 | 271 | 688 | 161 | 409 | 12 | 22 | 
6G-15FDLORK4S | 7100-96175 | 38 | 95 | Maxis | 27 | 89 | 225 | 285 | 723 | 175 | 444 | 15 | 28 | 
8G-15FDLORKAS | 7100-96475 | 12 | 127 | M22x15 | 27 | 80 | 202 | 333 | 846 | 185 | 47.0 | 15 | 34 | 
8G-18FDLORK4S | 7100-96495 | 12 | 127 | M26x15 | 32 | 106 | 269 | 374 | 949 | 225 | 572] 18 | 36 | 
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a EEE 


Female DIN 24° Cone Swivel - Light Series with O-Ring - 45° Bent Tube - Continued 


me |e Le ell 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


pees ptm || mm | mm | mm | mm_| 
106-18FDLORK45 | 7100-99545 | 5/8 | 15.9 | M26x15 | 32 | .98 | 248 | 368 | 935 | 221 | 562 | 18 | 49 | 


GLOBALSPIRAL 





i2G-22rDLoRX4s | Thoo-96715 | 34 | 191 | 30x20 | 36 [ 117 | 298 | 412 | 1046 | 260 [ 661 | 22 | 80 | [COUPLINGS 
PCM /PCS 
FERRULES 
0 7 7 7 7 7 0 MEGACRIMP 
Female DIN 24° Cone Swivel - Light Series with O-Ring - 90° BentTube — ant: 
STAINLESS 
L STEEL 
POWER CRIMP 
COUPLINGS 
"1D COUPLINGS 
+ 


POLARSEAL 
COUPLINGS 





POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


pee | Rb | Of ms foe] fe ee 
No. am em em om mm | EL bs.) 
7100-95825 | 14 | 64 | m12x15 | 14 | 138] 350] 227 | 576 | 124/ 315 | 60 | 14 | 
4G-8FDLORX90 7100-95845 | U4 [| 64 | m14x15 | 17 | 138 | 35.0 | 2.36 | 60.0 | 134( 340| 80 | 12 
4G-10F DLORX90 7100-95865 
5G-10FDLORX90 7100-91725 | 5/16 
6G-10FDLORX90 7100-96195 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


6G-12F DLORX90 7100-96215 | 3/8 
6G-15F DLORX90 7100-96235 


8G-15F DLORX90 7100-96505 | 1/2 
8G-18F DLORX90 7100-96525 
10G-18F DLORX90 7100-99555 | 5/8 
12G-18F DLORX90 7100-96735 
12G-22F DLORX90 7100-96755 | 3/4 | 19.1 | M30x2.0 | 36 | 2.44 | 62.0 | 4.22 | 1073 | 222| 563 | 22 | 86 | 
16G-28F DLORX90 7100-92445 | 1 | 254 | m36x2.0 | 41 | 2.76 | 70.0 | 4.69 | 119.2 | 293| 743 | 280| 140 
20G-35FDLORX90 7100-92455 | 11/4 5.07 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 





ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Sere 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 






POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


G32 


Prod. 
No. 


a 


MegaCrimp® Couplings 


Female French GAZ Swivel 





H2 


l w L 
| mm 


aa 


| mm | 







Weight 
(Lbs.) 


] 


3 


8G-12MDH 


Prod. 
No. 


7100-94815 


Male DIN 24° Cone - Heavy Series 


a 


* 1 O05 OD. 
12° 


Tube 


H 1 
Oo [mim . fe 
Pt mm mm mm "em 
4G-10MDH_ | 7100-15325 | 4 | 6.4 | Miex15 | 19 | 207 | 525 | 1.04 
1.09 
1.07 
117 


1/2 


12.] 


M20X1.5 24 


2.42 


42.4 


Thread 


10.0 


114 


ee 
Ld] 
ed 
=a 
| a 
6G-14MDH_ | 7100-15365 | —/8_—| 9.5 | 22x15 | 24 | 234 | 595 | 124 | 316 | 140 | 23 | 
| oO} 30 | 
8G-16MDH_— | 7100-05375 | 2 | 12.7 | means | 27 | 272 | 690 | 124 | 315 | 160 | 29 | 
| 
a ae 
a 
| 106 


30.0 


al Weight 
mm (tbs: 
| 80 | 
| 10.0_| 


| 30.0 






3 
2 
2 
1 
1 
3 
0 
9 
8 
2 
8 


il 
l 
al 
2 
2 
Z 
3 
2 
4 
2 
dl 


1.06 


16G- 
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MegaCrimp® Couplings 


Female DIN 24° Cone Swivel - Heavy Series with O-Ring 





L 
<— C SJ 
e eae 
Al 1.D. 


H2 
re | O [om fel [ea | vam 
No. mm om mmm mm |b.) 
v4 | 64 | mi6x15 | 19 | 214 | 544 | 112 | 284 | 80 | 15 
9 


1 
, are 
vs | 64 | was | 2 | 219 | 357 | 147 | 297 | 20 | 20 
7 
5 


4G-8F DHORX 

G-10FDHORX 
G-12FDHORX 
9G-12FDHORX 
9G-14F DHORX 
6G-10FDHORX 
6G-12FDHORX 
G-14FDHORX 
8G-12FDHORX 
G-14FDHORX 
8G-16F DHORX 
8G-20FDHORX 
10G-16F DHORX 
10G-20F DHORX 
12G-20F DHORX 
12G-25F DHORX 
16G-25F DHORX 
16G-30F DHORX 
20G-38F DHORX 


79 
5/16 


| 28 


2 

2 

2 

- ] 2 . 

12.7 
12.7 
| 


1 

1 
180 | 45.7 
| To0-92245 | 114 | 318 | 52x20 | 60 | 410 | 1041 | 228 | 57.8 | 380 | 217 | 


ANN 
No. |" | mm {| "  [ mm{ " {| mm{ " | mm {| " | mm|{ mm | 
aG-8FDHORKAS | 7100-95705 | 14 | 64 | miei | 19 | 6 | 162 | 246 | 626 | 10] 365| 80 | 16 
[6G-12FDHORKAS | 7100-96145 | 38 | 95 | maox15 | 24 | 74 | 189) 21/688 | 101|409| 2 | 26 
'106-20FDHORX4S | 7100-99575 | 5@ | 15.9 | maox20 | 36 | 98 | 249 | 367 | 931 | 220| 558| 00 | 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Sere 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 
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COUPLERS 
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BALL VALVES 
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MegaCrimp® Couplings 


Female DIN 24° Cone Swivel - Heavy Series with O-Ring - 45° Bent Tube - Continued 


12G-20FDHORX45 | 7100-96705 | 3/4 | 19.1 | m30x20 | 36 | .98 | 249 | 431 | 1094 | 230 | 584 | 20 | 82 


Prod. 
No. 


4 
4 


7 
7 
] 
7 
7 
7 
i 


8G-14F DHORX90 
8 


100-1300 


G-16FDHOR X90 100-9651 


- 7 
106-20FDHORX90__— | 7100-99585 | 5/8 
10G-25FDHORX90_— | 7100-99605 | 5/8 | 
51.0 
4.22 | 107, 
5.43 


95835 

95855 

91155 

94845 
6G. 96185 

13005 

96515 

99585 

99605 


1/4 
1/4 
/16 
/16 
3/8 
3/8 
3/8 
1/2 
1/2 
3/8 
3/8 


2 
2 


| mm 
| 6.4 


=—— 
ie 


- 


ar 
P| mm | 
M16X1.5 
| 36x20 | 46 | 


RK fe le le le 
jo [Ba |B |W 
ee |a | a | B | Co 
w |B |} vo | OW |v 
HD |O l|N | EHS [1 
O11 |O | | O11 | o 


ee) 
un |e 
aD 


kr | RO 
“I | © 
OW |r 
& |u LJ 
le ~~! 
So | o 


RO 
oo 
he 
o1 
he 
oo 


2.92 


- 


eee 


oa) 
uo 
— 
a 


RO 
RO 
—sl 


i) 
o1 
W 
o 


NO 


— 
On 
On 
BS 
a 


NO 


Era 
Ler 
; 


J 
| 
Or 
oo 
he 


RO 


RO 
GJ 
—sl 


oO) |O 
oS |o 
Ww lr 
— 
i) 
co 


NO 
GJ 
—sl 


GJ 
he 
he 


—I_ | MJ 
—I_ || WO 
co | 
he 
o1 
WO 


WwW 
Oo 
aD 


GJ 
he 


e 
oo |CO 
|e 
Re |e 

NR |e 

NI [|W |Co 

NY |S |S 

ul 

ae 

uw 


ww 


uo 
he 
o 
oo 
GJ 


—_" 
oo 
| 
GJ 


137.8 


Metric Light Stand Pipe 


eo 
WwW 
BS 


Rte le le 
NO [RY [NR [PR 
“SI ]RO [NR |e 
WwW 
i) 
i) 


he 
NO 
| 


— 
a 
BS 


Re 
co 
_— 


3.19 


wy |v |v 
es 
aS |U1|@o 
— 
ee) 
oo 


GJ 
eo 
oo 


Gy | Ou 
BNO [RO 
- |hN 


LS eye |e 

Oy |H | |r 

co {CO |W |mD 
BNO JR JR [NN [Re 
nla jor |Oa|m 


_ 
Oo 
WwW 


81.0 





Weight 
(Lbs.) 


1 


— 
oe 
oS 


ot = 
| 64 


eieje |r 
& [rN |o 
oo 


eo 
=> 
oo 


g 
S 
9 
0 
6 
1 
4 
6 
1 
6 


| 66 
| 66 
89 


25.0 


| mm 
ac-emsP_— | 7100-93355 | 1 | 64 | we | 246 | 625 | 144 | 365 | 87 | 220 | 60 | 10 | 
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om 





MegaCrimp® Couplings 


Metric Light Stand Pipe - Continued 


4G-emsP_ | 7100-93365 | 1 | 64 | we | 246 | 625 | 144 | 365 | 87 | 220 | 80 | | 
15 

8G-15MSP___|_7100-90045 | 12 | 127 | 136 | 300 | 763 | 153 | 388 | 98 | 250 | 150 | 26 | 
oG-1amsp | __7100-99695 | 5/8 | 159 | 1516 | 303 | 77.0 | 156 | 395 | 98 | 250 | 18 | 29 
10G-22msp___ | 7100-95335_| 5/8 | 15.9 | 156 | 311 | 79.0 | 163 | 415 | 98 | 250 | 220 | 37 | 
12G-1amsP | __7100-95345 | 3/4 | 191 | 1106 | 354 | 900 | 154 | 390 | 102 | 260 | 180 | 45 


6G-12MSP 


Metric Bite Sleeve 





* 


Al 


4 





a 
eps sgn 
eps 7053-26835 8 
eps 753-26965 
Ea 7 
qs 753-2705 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





G3) 


MegaCrimp® Couplings 


Metric Bite Nut 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 


FERRULES 
Prod. NNN 
MEGACRIMP No. SSS) 
eae 6MNH 7253-27115 M14X1.5 
6MNL 7253-27105 M12X1.5 
STAINLESS 8MNH 7253-27135 M16X1.5 
8 


alee 7253-27125 M14X1.5 | 
LOMNH 7253-27155 M18X1.5 


ee 
SE nant 
Sunes 
“Coupuings|  25MNH rz Tos | 
CHCONPINGS |S MINL 
42.0 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD Male British Standard Pipe Tapered/] apanese Tapered Thread 


ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 
QUICK Lbs. 
scott ea Tomm | ___(Lbs.) 
COUPLERS 
eerie 
pabeteree 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings 


Male British Standard Parallel Pipe 


4c-ampspp | 7100-15515 | 4 | 64 || 9 | 203 | 55 | 00 | 55 | 
6G-emBSPP_ | 7100-15535 | 38 | 95 | ed | 7 | 236 | 600 | 126 | 322 | 
8c-emBspp | 7100-05545 | 2 | a7 | ued | 7 | 72 | 69.0 |e | 3S | 32 
loG-12maspp_—|_——7100-99655 | 5/8 | 15.9 | 3414 | 32 | 201 | 740 | 4d | 365 | 
12G-12maspp_— | 7100-99905 | 3/4 | 9d | 3d | 32 | 3.54 | 900 | 54 | 390 | 


Female British Standard Parallel Pipe O-Ring Swivel 


Includes O-Ring sealing in flare. 





H2 








Prod. 
pe | at | Om 
4G-2FBSPX ss 7100-93285 | 1d | 64 | 18-28 
4G-6FBSPORX 
5G-6FBSPORX 
5G-8FBSPORX 
6G-6FBSPORX 2 
6G-8F BSPORX 7 
8G -6FBSPORX 2 
8G -8F BSPORX 7 
8G-10FBSPORX 0 
8G-12FBSPORX 2 
10G-10FBSPORX 0 
10G-12FBSPORX 7100-99485 5/8 15.9 3/4-14 32 2.28 58.0 81 20:5 43 
32 
1 
1 | 378 | 960 | 154 _ 
50 29.5 1.53 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Cre 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


G38 


MegaCrimp® Couplings 


Female British Standard Parallel Pipe O-Ring Swivel - 45° Bent Tube 


Includes O-Ring sealing in flare. 


Noo om om mm mm | Lbs.) 
|4G-4FBSPORX45 _—s———s|_— 7200-95935 | 14 | 64 | 14-19 | 19 | 46 | 115 | 225 | 571 | 122 | 311 | 15 | 
}6G-6FBSPORX45 ——s|_ 7100-96315 | 3/8 | 9.5 | 38-19 | 22 | .60 | 15.2 | 263 | 669 | 154 | 390 | 22 
5/8 


Female British Standard Parallel Pipe O-Ring Swivel - 90° Bent Tube 


Includes O-Ring sealing in flare. 


Po" fmm fmm | mm "mm 
23.3 
7100-96335 
7100-96345 
7100-96585 
7100-96595 
7100-99465 | 5/8 | 159 | 5/8-14 | 30 | 1.81 | 46.0 | 331 | 841 | 184 | 466 | 52 
5 
| 
ae 


7100-9950 | 2.36 | 60.0 | 331 | 941 | 184 | 466 | 58 | 
7100-96805 | 2.36 | 60.0 | 4.21 | 107.0 | 221 | 560 | 80 | 
7100-96815 
7100-91635 
7100-91645 3.26 


GJ | OU 
Loe 


11/4 1 1/4-11 


4 
4 


1 
1 
0 


www.gates.com 


8G-8F BSPORX90BL 
16G-16FBSPORX90BL 





Female British Standard Parallel Pipe O-Ring Swivel - 90° Block 


pes, | Rh 
No [7 





pes, | Mpk | OO 
No = 


Prod 
No. 


7100-03805 





MegaCrimp® Couplings 






elt |e |e _| wag 
i ia 


|omm | | mm || mm 
| 64 | wig | 19 | om | 180 | 174 | 442 | 72 | 182 | 20 | 





Female British Flat-Face Swivel 





| yee | 27 | aad | 535 | 16.0 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Sere 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings 


Komatsu O-Ring Flange - Straight - Continued 


pee. | Mae | O [| wi | 1 | ie« |i (Lbs.) 
| 27 | 69 | 





106-10FLK 


Komatsu O-Ring Flange - 45° Bent Tube 


ee (Lbs.) 
10G-10FLK45 | 7100-04155 | 5/8 | 159 | 135 | 343 | 102 [ 260 | 419 | 1065 | 272] 690] 27 | 69 | 51 | 





No. [ [mm |" [mm |" [mm |" [mm |" [mm |" | mm | (Lbs.) 
}10G-10FLK90_ | 7100-04475 | 58 | 159 | 135 | 343 | 217 | 550 | 3.90 | 990 | 242 | 615 | 27 | 69 | 55 | 


www.gates.com 






MegaCrimp® Couplings 


Female Komatsu Style J apanese Metric Swivel 


These female swivels have been marked with two small notches on the hex to identify them as the Komatsu style. SELECTION 


HOSE/CPLG. 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


P| mm 
ea ieee oe ms ee es erst 
4G-6FKX 7100-03635 | 4 | 64 | miex1s | 14 | 24 | 244 | 620 | 142 | 360 | 22 | 
6G-6FKX | 7100-03645 | 3/8 | 9.5 | Muex15 | 17 | 24 | 252 | 640 | 142 | 361 | 25 | 
8G-BFKX | 7100-03655 | 2 | 127 | maxis | 22 | 27 | 307 | 781 | 160 | 406 | 39 | 
10G-10FKX | 7100-03665 | 5/8 | 159 | Maxis | 24 | 32 | 321 | 15 | 173 | 440 | 52 | 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 





POLARSEAL 
COUPLINGS 


Female Komatsu Style J apanese Metric Swivel - 45° Bent Tube 


These female swivels have been marked with two small notches on the hex to identify them as the Komatsu style. POLARSEAL II 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
C5E 


Prod. & 
COUPLINGS 


‘. ——_ 
AG -AFKX45 7100-03035 


| _____ |_| 
| 64 | maax1s | 19 | 75 | 190 | 293 | 743 | 190 | 
fec-6rkx4s | 7100-03045 | 38 | 95 | muaxis | 24 | 110 [280 2.54 


SURELOK AIR 
BRAKE 
COUPLINGS 


Pe 
12.7 pumas {or {on {aso {aes |r | 2a 
28.0 
36 30.0 





ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings 


Seen Female Komatsu Style J apanese Metric Swivel - 90° Bent Tube 


SELECTION These female swivels have been marked with two small notches on the hex to identify them as the Komatsu style. 
G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 






Sere 


COUPLINGS 
STAINLESS 
STEEL | 
dais a Saas mm [mm | (tbs.) 
ud 2.47 
Er 3/8 
12.7 | 27 | 138 | 35.0 | 363 | 92.2 | 215 | 547 | 44 
7100- 


'106-10FKx90 | rio0-06795 [5 [159 [ w2axi5s | t506| ima [ — [257 | 053 [ 343 | 070 [195 | 95] 69 
3/4 | 19.1 | M3ox1s | - | — | 36 | 248 | 630 | 5.33 | 1355 | 333] 845 | 104 | 


POLARSEAL 
COUPLINGS 





POLARSEAL Il 


COUPLINGS Female J apanese Industrial Standard Swivel 


C14 COUPLINGS 


a Goud 
THERMOPLASTIC | C | -—— 


COUPLINGS sso 


.D. 
i: 


30” \ 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


| 
PP IILL 





Ht 2 


re mfmfm] «| «| wep 
we mm | mm ey 


Saar po | mm | mm 
| | 


| | mm 
| ud | 64 | a 
8G-8FISX | 7200-03345 | 12 | 12.7 | 12 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


1.02 


Ly 

ad 

12.7 4 
81 

1.89 


16G-16FJ ISX 7100-0338 
20G-20F] ISX 7100-0340 


ADAPTERS 





2 
5 
a 
2 
2 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings 


Female J apanese Inverted Flare Parallel Threads 


afef os |e 

P| omm || mm | omm |" mm mm 
a 
6G-6FJISPX | 7100-20455 | 38 | 95 | 3819 | 18 | 22 | 217 | 550 | 103 | 262 | 22 | 
Reaigoe ines os ete I a | aoe aoe i |e a 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaCrimp”® Couplings with TuffCoat™ Xtreme” Plating 















Male Pipe (NPTF - 30° Cone Seat) 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 


We 


COUPLINGS 
Thread 
O.D. 
PCM /PCS | 


FERRULES 





Cre 
COUPLINGS 


STAINLESS 
STEEL 


4G-amp-Tcx | 7321-50905 | a | 64 | 827 |e | 2.96 | 498 | 94 | 39 | 






















4G-AMP-TCX 7321-50865 6.4 14 
POWER CRIMP 
COUPLINGS 4G-8MP-TCX 7321-50925 1/4 6.4 1/2-14 7/8 2.44 62.0 141 | 35.8 2 
LOC, GL AND GLP 6G-6MP-TCX 7321-50855 3/8 95 3/8-18 11/16 2.32 58.9 197 | 310 19 
deal 


8G-6MP-TCX 7321-50935 1/2 id 3/8-18 13/16 ZZ 69.0 1,24 315 20 
27 


8G-12MP-TCX 7321-50955 1/2 123] 3/4-14 11/16 2.95 74.9 1.47 37.3 4 


1 


POLARSEAL 
COUPLINGS 


Pe OUPLINGE 10G-12MP-TCX 7321-51015 5/8 15.9 3/4-14 11/16 2.95 75.0 1.48 37.5 05 
12G-8MP-TCX 7321-50985 1/2-14 11/16 


12G-12MP-TCX 7321-50875 3/4 19.1 3/4-14 1 1/16 3.46 87.9 1.45 36.8 62 


C14 COUPLINGS 





Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 


G2 COUPLINGS Female Pipe (NPTF - Without 30° Cone Seat) 


FIELD 
ATTACHABLE C5 


& C5E — Thread |.D. 
COUPLINGS | 





SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


4G-2FP-TCX 7321-51055 1.74 


AG -AFP-TCX 7321-51025 6.4 1/4-18 11/16 1.98 50.3 
LIVE SWIVEL 

6G-4F P-TCX 7321-50335 1/4 95 1/4-18 11/16 2.00 50.8 

6G-6FP-TCX 7321-51035 95 3/8-18 13/16 2.06 52.3 


eee 9.5 2.24 | 56.9 
12.7 2.46 | 62.5 
ACCESSORIES 12.7 2.63 | 66.8 
12G-12FP-TCX 3.22 | 81.8 55 


EQUIPMENT AND 
PARTS 
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MegaCrimp® Couplings with TuffCoat™ Xtreme” Plating 


Female J IC 37° Flare Swivel 


HOSE/CPLG. 
SELECTION 


{ 
G8K COUPLINGS 
<——c 


GLOBALSPIRAL 








COUPLINGS 
PCM/PCS 
44 FERRULES 
MEGACRIMP 
7s pia [wa] t | c _| weigte ait 
No. [mm mm om mm mm | CLs.) 
ac-arjxtex ——«;—saaa-sinos | ua | 64 | me20 | 15 | 1 | 22 | 559 | 118 | 299 | a3 | _ |STAINLESS 
aG-SEXTCK___—«|-~_732sizis_ |i | 64 | 1220 | 15 | 17 | 230 | 583 | 127 | 323 | 47 _ 
POWER CRIMP 
27 
scaneyxrex —[rsrsz0s [a8 [95 [eae [a8 [ar [ae [oe [a Tr COUPLINGS 
oe | goes oe Far gun) eae | on ee] ae) eo 
faG-l0F}XTCx __—+| 7321-51045 | _1n | 127 | 7eu | 2 | 27 | 30. | 765 | 16 | 413 | 28 | |tousinas 
eG-l2FJKTCX «| 7324sui8s | 1n | 127 | 110612 | 22 | 32 | 306 | 777 | 167 | 425 | 45 
fuoc-erjx-tcx ___—‘|_7sai-siass | 5 | 159 | 374-16 [ 24 | 24 [ 406 | 1030 | 258 | 655 [| 105 | | prcen 
oG-10F)X-TCX | _7321-51165 | 58 | 159 | 714 | 24 | 27 | 314 | 797 | 166 | 422 | 43 | |coupLINes 
pasaoeyxrex [ ramesiaas {aa [sa [mee [on [on [aan [zo [aan [no [as ae 
pasaepactoc | roausuas [ae [asa | anew | ao {a6 [am [oa fin {sa [2 
fear 
mn Tt ooewe | ies er | ee ee eee ee 
f6G-16F) TCX. | _7321-51155 | 1 | 254 | 15/612 | 36 | 41 | 424 | 1078 | 201 | 510 | 115 
fin 
ATTACHABLE G1 
1 FIELD 
Female J IC 37° Flare Swivel - 45° Bent Tube ATTACHABLE C5 


COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


6G-8FJX45S-TCX | 7321-51385 | 3/8 | 95 | 3/416 | 24 | 59 | 15 | 351 | 891 | 241 | 612 | 60 | 
106-10F) x455-TCx | 7322-51405 | 5/8 | 159 | 7814 | 27 | 63 | 16 | 380 | 964 | 232 | 590 | 52 
106-12F}x45S-TCX | 7321-51415 | 5/8 | 159 | 116-12 | 32 | 83 | 21 | 457 | 1160 | 309 | 785 | 64 | 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Sere 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaCrimp”® Couplings with TuffCoat™ Xtreme” Plating 






Female J IC 37° Flare Swivel - 45° Bent Tube - Continued 


Prod. 


No. an 

7321-50305 
7321-50325 | 14 | 64 | i616 | 15 | 22 | 201 | 512 | 99 | 251 | 20 | 
7321-50445 
7321-50015 
7321-50345 2.26 
7321-50375 
7321-50425 12, 2.62 | 66.5 
7321-50755 2.76 | 70.0 


uo 


“I~ | 


7321-50355 12, 281 | 715 | 1.43 
7321-50545 | 

7321-50635 : 

7321-50125 3/4 9. 

7321-50025 19. 


—l 


ee 
on |;our 
WO |}O 


me 
Re le 


re 


7321-50465 344 | 19 


ae 


7321-50205 
7321-5021 
7321-50255 


o1 
> 


25 
31.8 
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MegaCrimp® Couplings with TuffCoat™ Xtreme” Plating 


Female Flat-Face O-Ring Swivel - 45° Bent Tube 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


No. conn niece Lbs 
accafronxasscTex _|_ 79080275 |__| $4 1 _abt8 | U } 38 | uno | 251} 652 1 14 {| 392} 09 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


Weight 
nce i NNECT 
ee 
acarronaosrcx —{ Tansteas | ue {zr | asnsse [ot {ue | aso [a0 [epg [1 [ass [ar 
is 1OFFORX90S-TCX 7321-50835 5 

228 


[206-20FFORX90S-TCX | 7321-50245 | 11/4 | 318 | 111612 | 50 | 252] 640 | 5.91 | 150.0 | 358 | 910 | 145 | 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Sere 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


G48 


MegaCrimp® Couplings with TuffCoat™ Xtreme” Plating 


ia EBS) 


| mm 
8G-8FLTCX | 7321-51575 | 12 | 127 | 119 | 302 | 315 | 800 | 167 | 425 | 27 | 69 | 36 | 
12G-12FL-TCx | 7322-51555 | 34 | 191 | 150 | 381 | 386 | 980 | 185 | 470 | 27 | 69 | 2 


12G-12FL9OM-TCX | 7321-50155 | 34 | 191 | 150] 381 | 2.28 | 580 | 4.54 | 115.3 | 253 | 643 | 27 | 69 | 52__| 
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Stainless Steel Couplings 





Male Pipe (NPTF - 30° Cone Seat) "S" Series 


Prod. 
No. STAINLESS 


| "| umm ial 
6S-6MP-SS ss |——7362-00285 | 3/8 | 95 | 3818 | 68 | 173 | 224 | 569 | 122 | 310 |. 
| soueeen 
125-12MP-SS__|__7362-00335 | 3/4 | 191 | 3/414 =| 106 | 27 | 354 | 90.0 | 3 COUPLINGS 
5 
205-20MP-SS_ | _7362-00395 | 11/4 | 318 | 1141112 | 181 | 46 | 4.94 | 1255 | 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 





LIVE SWIVEL 


H1 H2 

oe me | Of mT [ef 
Noo om om mmr 

6S-GFJX-SS | 7362-01245 | 3/8 | 95 | 96-18 | 69 | 175 | 75 | 191 | 223 | 566 | 121 | 308 | 11 | —[EQUIPMENTAND 

aa 





www.gates.com H1 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


H2 





Stainless Steel Couplings 


Female J IC 37° Flare Swivel "S" Series - Continued 


wwe | mae | O | 
No. mm _| [mm || mm || mm || mm | _[Lbs.) 


=) Saw 
/105-10FJX-5S__ | 7362-01295 | 5/8 | 159 | 78-14 | .94 | 239 | 106 | 269 | 361 | 916 | 163 | 413 | 29 | 


245-24FJX-SS | 7362-01445 | 112 | 381 | 178-12 | 2 | 508 | 2.25 | 572 | 6.00 | 1525 | 2.48 | 630 | 200 





Female Flat-Face O-Ring Swivel Metric Hex "S" Series 


No. [mm [| * [mm |" [mm|" | mm |" | mm | (Lbs.) 
67.5 


125-12FFORX-SS | 7362-03315 | 3/4 | 191 | 13/612 | 118 | 30 | 141 { 36 | 370 | 940 | 169 | 430 | 51 
[205-20FFORX-SS | 7362-03355 | 114 | 318 | 111/612 | 181 | 46 | 196 | 50 | 5.27 | 1340 | 253 | 642 | 146 
[245-24FFORX-SS | 7362-03375 | 142 | 381] 212 | 197] 50 | 236] 60 | 606 | 1540 | 254] 645 | 224 


Code 62 O-Ring Flange Heavy "S" Series 





a ee 
1.62 


165-16F LH-SS 7362-04135 | 1 | 254 | 188 | 478 | 492 | 1250 | 268 | 68.1 
11/4 
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Stainless Steel Couplings 


Code 61 O-Ring Flange "S" Series 


HOSE/CPLG. 
SELECTION 


L G8K COUPLINGS 
C 


GLOBALSPIRAL 
COUPLINGS 
M 
PCM /PCS 
FERRULES 
>| F he 
MEGACRIMP 
COUPLINGS 
No. Fo" fe omm {| | lum |" tlm oT" | elm ||" sem (Lhs.) 
125-12FL-SS 7362-04375 110.0 | 232 | 590 | 26 | 66 | 48 





STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 





LOC, GLAND GLP 
COUPLINGS 


Non-Skive Ferrules "S" Series 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


No. Weight (Lbs.) 


Sains eS 
0 |B 
1 | 
60 | 
78 | 
PG 

PB 

a | 

a ae 


= FIELD 
19 ATTACHABLE C5 
14 C5E 

2 

6 

3 

7 

9 

7 


& 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


52.2 
56.4 
20S1F-4SS 11/4 7s | WM | 
20S 1F 655 72.9 


50.8 


Pra e 

. 
| 
: 
| 
, 
: 
Life || 


3 
2 
4 
me 
o 
Jd 


ADAPTERS 





QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


H4 


pO 


Prod 
No. 


7362-51655 


245 2F-655 


325 2F-655 7362-51685 


“te | O 
No. =m 


12.] 


Stainless Steel Couplings 


2 


Skive Ferrules "S" Series 







Weight (Lbs.) 


1/2-14 


| 1.06 | 


1.06 


16B-16MP-SS 7362-00355 1-11 1/2 


20B-20MP-SS 7362-00385 | 11/4 1 1/4-11 1/2 


8 
2 


www.gates.com 


| 44.5 | 


| 
| 
| 
445 | 444 | 113.0 | 224 | 546 | 106 
24B-24MP-SS_|_—-7362-00405 | 11/2 | 381 | 112112 | 2 | 508 | 524 | 1331 | 234 | 594 | 200 | 


ae ae 
mm mm mm |__Lbs.) 
'4B-4MP-SS_—s|_—_—7362-00245 | 14 | 64 | 14-18 | 56 | 143 | 216 | 549 | 114 | 290 | 
}6B-6MP-SS__—s|_—-7362-00275 +| 3/8 | 95 | 3/18 | 68 | 175 | 232 | 589 | 122 | 310 _ 
|SB-8MP-SS | _—- 7362-00295 | 12 | 127 | 


1.06 


7 
10 
18 
9 
2 








Stainless Steel Couplings 


Female J IC 37° Flare Swivel "B" Series 


Prod. 
No. 


H1 
ome me | OL mT a 
Po temm |" mm | 


16B-16FJX-SS_ | 7362-01375 | 1 | 25.4 | 








1 25.4 38.1 | 3.66 92.9 


Female SAE 45° Flare Swivel "B" Series 


Hi 
ome | | Om] 
No ae 








H2 
ef ok 









1.95 | 49.5 


a 
| | mm 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel "B" Series 


Prod. 
No. 


aB-4F)SX-SS | 7362-01205 | 14 | 64 | 7620 | 50 | 127 | 56 | 142 | 224 | 57.0 | 121 | 309 | 07 


Oo jm) om | oe | oe | ce 


www.gates.com 






Weight 
(Lbs.) 


H2 
pf mm || mm fom | 
| 15/612 | 137 | 348 | 150 | 381 | 3.66 | 929 | 195 | 495 | 55 | 


9 


}32B-32FJX-SS_ | 7362-01465 | 2 | 508 | 21212 | 275 | 699 | 3 | 762 | 648 | 1646 | 2.86 | 726 | 300 


Weight 
(Lbs.) 





Weight 
(Lbs.) 





HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 





H5 






Stainless Steel Couplings 






Dual Seat Female J IC 37°/SAE 45° Flare Swivel "B" Series - Continued 


No. [mm |" |" | mm |" | mm |" | mm |" | mm | Lbs.) 
7362-01285 











STAINLESS 
STEEL 


| mm | 


Pols 
THERMOPLASTIC 
COUPLINGS 











FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 7 
No. mm 
ADAPTERS | | 


| : 
- 7362-11305 | me 


Q 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


H6 www.gates.com 






Stainless Steel Couplings 


Female J IC 37° Flare Swivel 90° Bent Tube "B" Series 


= 





T 


a. 
ome | Me LO [ml we fs ft |e Suge 





6B-6F| X90M-SS 7362-21265 3/8 9.5 9/16-18 15 19.1 | 150 | 380 | 2.13 94.1 1.03 | 26.2 lz 


1 ; 





16B-16FJ X90M-SS 7362-21555 1 5/16-12 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel 90° Bent Tube "B" Series 


Pa 











No om mm] .) 
4B-4F|Sx90M-SS | 7362-21215 | 4 | 64 | 76-20 | 56 | 142 | 126 | 320 | 192 | 489 | 90 | 229 | 07 





Female Flat-Face O-Ring Swivel Metric Hex "B" Series 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 





H7 






Stainless Steel Couplings 





seeene Female Flat-Face O-Ring Swivel Metric Hex "B" Series - Continued 
SELECTION 


‘ee iri ee mm 


| mm | 
BUSEARSORRAL | 
COUPLINGS 
PCM / PCS 3.97 | 101.0 
FERRULES 65.6 
[24B-24FFORX-SS | 7362-03185 | 112 | 381 [ 212 [197] 50 | 236 [| 60 | 551 [ 1400 | 261 | 664] 2.25 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 


COUPLERS 
4B1F-2SS 7362-51415 
6B1F-15S 7362-51425 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 12B1F-25S 7362-51565 1.65 42.0 | 
16BIF-25S 7362-51885 PF Ta | | | 
EQUIPMENT AND| _ |26B1F=355 7362-51865 Se ee ee ee eee ee ee ae 
PARTS| | 20B1F-1SS 7362-51545 11/4 63 
24B1F-25S 7362-51665 11/2 1.07 





H8 www.gates.com 






SE oe 


Non-Skive Ferrule "B" Series - Continued 


Prod. 
No. 


Pm 
24B1F-4SS 7362-51675 1122 
32B1F-25S 7362-51705 
32B1F-45S 7362-51725 


www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


Masel 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





H9 


a — 


H10 www.gates.com 


a EEE 


Male Pipe (NPTF - 30° Cone Seat) 


Ze 


Weight 
(Lbs.) 


32mp | 7334-36215 | 36 | 48 | 827 |e | 203 | 56 || 239 | 
amp | 7334-36245 | 36 | 4k | ae | one | 222 | 564 | 193 | 287 | 6 





Male Pipe Swivel (NPTF - Without 30° Cone Seat) 


NOT TO BE USED AS A LIVE SWIVEL. 


me [oe Lo ete er 


a ie aera al Fema AIT eer ede 
3-2mex | 7334-36335 | 3/6 | 48 |e? |e | 240 | 60 | gn | 333 | 6 





= 
i 
= 

I 


OM) 
ee [OS fm fe le [ewe 








[esl eT cree rs — pl (ee lf SIIB S Yee ee ae eI NT 
32FP | 7334-36225 | 3/6 | 48 | 827 | one | 85 | 470 | 6 | 193 | 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
TEEL 


Ww =e 
© 
Ww 
m 


eh OU 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


THERMOPLASTIC 
COUPLINGS 


PCTS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 
FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


UO 

nC 

ate’ 

On es 
<= 

= 

rm 

QD 

4 


COUPLERS 
LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PART 










Power Crimp® Couplings 


HOSE 


Male J IC 37° Flare 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


Thread I.D. | 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


“ne | Tet 1 [. 


pm 
STAINLESS 7/16-20 


STEEL 


me) Oe 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


THERMOPLASTIC Desc noe OO | mi mim) «fic Weight 
COUPLINGS 0 em” (bs.) 
3-3F X 7334-36315 | 3/16 | 48 | —3/8-24 16 | 2.20 | 559 | 111 | 282 | 06 | 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 





SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
eM i NAT ed (tore Se A ele eee eee Senda tal 
3C2-4F | X45S 7303-01005 316 | 48 |  7/16-20 9/16 


BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


|2 www.gates.com 





Power Crimp® Couplings 


Female J IC 37° Flare Swivel - 90° Bent Tube 






Thread |.D. 


T L C Weight 
No. (Lbs.) 


Thread O.D. | 


se 


ome | me | O fm fmfel 1 |< _ | nee 
[eee tipo 


a a ee ee 








3c2-3mix | 7303-02995 | 36 | 48 | 3824 | we | 38 | 267 | 678 | 158 | 401 | 06 | 


SAE Male Inverted Swivel - 45° Bent Tube 


Thread O.D. | 


| 





ome | me | Om fel 
NO Do 





3c2-3mix4ss | 7303-03205 | 36 | 48 | 324 | 38 | 58 | 147 | 278 | 706 | 169 | 429 | 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


eh OU 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


me) Oe 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 









Power Crimp® Couplings 


SAE Male Inverted Swivel - 90° Bent Tube 


Thread O.D. | 


ul 


45° 
\ 


L 
a ee 


Sa iran aca rl eS iran 
2 | ua | 56 | 1422 | 176 | 447 | 68 | 173 | 06 | 
6-6FBO 7334-36755 | 38 | 95 | 38 | 38 | 75 | 1905 | 172 | 437 | 70 | 178 | 08 | 
6-8FBO | 7305-29165 | 38 | 95 | 50 | 38 | 88 | 2235 | 172 | 437 | 70 | 178 | 06 | 
12-16FBO | 7305-59165 | 3/4 | 191 | 101 | 15/32 | 138 | 35.05 | 275 | 699 | 104 | 264 | 19 | 
16-16FBO | 7305-69145 | 1 | 254 | 101 | 15/32 | 138 | 35.05 | 275 | 699 | 104 | 264 | 40 | 
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Power Crimp® Couplings 


Female DIN 24° Cone Swivel - Light Series 


«cy 





Thread 


ve 


H1 H2 


oe | me | O [im [mfml «|< [Ol nome 
Nom om mm mm mm mm | Lbs.) 





3c2-6FDLX | 7303-08195 | 3/6 | 48 | miaxis | 14 | 14 | 220 | 559 | iii | 282 | 60 | 


Female DIN 24° Cone Swivel - Light Series - 90° Bent Tube 


mm Pimm | mm | Lbs.) 


aes pf mm | | mm | 
[sc2-6rDLxg90 | 7303-08205 | 3/6 | 4.8 | mizxi5 | 14 | 126 | 320 [ 252 | 640 | 143 | 363 | 60 | 10 | 


me [© [m 


pf mm | 
ode | 


3-2MPGB 


www.gates.com 








HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


eh OU 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 








HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


me) Oe 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PART 


a HSlOniteasy 


a ee ee 
ercar-a | 7266-00405 | 20 | 8058 
p28 | 825 


8PC2F-4 7266-00415 


opc2F-2B | 7266-00465 | | 8828S 
La |. 
opcar-2 | 7266-00225 | 35 | 5TH 


10PC2F-2C 


3PCIFS 
AM3KPC | 7266-07805 =| S20 || S305 S| siCiLC |S 
4PC1F-M25 1.20 | 


SPCIFS 7266-07055 


6PC1F-M2S 


Prod. 
No. 


6PC1FS 7266-07065 


Power Crimp® Couplings 


1.47 37.3 


1,25 31.8 


4 


L 
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1.28 


1.23 


Lido 


IO 


Power Crimp® Two Ferrules (Steel) - PC2F Series 


22.6 


oe 


Power Crimp® One Non-Skive Ferrules (Steel) - PC1FS Series 


05 







13 
14 





ee ees eight (Lbs. 





Power Crimp® Couplings 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 





COUPLINGS 
12PC1FS-M3K 7266-07125 21 

16PC1F-M2S 7266-07475 souunes 
16PC1FS 7266-07165 1,69 42.9 1,32 33.5 34 FERRULES 
20PC1FS 7266-07205 

24PC1FS 7266-07245 2.69 68,3 2.69 68.3 82 neeacniie 
32PC1FS 7266-07325 COUPLINGS 


STAINLESS 
STEEL 


eh OU 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Brass Field Attachable Couplings for Lock-On 


Male Pipe With Cone Seat 


aa Shafer 
Weight (Lbs.) 


4LOC-2RMP 7250-04435 


4LOC-4RMP 7250-04445 la _|__64_ 1/4-18 as 


4LOC-6RMP 


7250-16065 


5LOC-2RMP 7250-04455 5/16 1/8-27 as 


DLOC-4RMP 7250-04465 


6LOC-2RMP 7250-04475 ss 1/8-27 a 


6LOC-4RMP 7250-04485 


6LOC-6RMP 7250-04495 es 3/8-18 sa 


6LOC-8RMP 7250-16075 


8LOC-4RMP 7250-16085 a 1/4-18 as 


OC 6RMP 7250-04505 


a Ve 
oc 12RMP 7250-16095 

pages stans [se | sae at ee 
1LOC-BRMP_ | 7250-04525 | 58] 15.9 | eda |S | 28.9 


Male Pipe Swivel Without Cone Seat 


ee 
Weight (Lbs.) 


[SSS Sani SSS SSS SS SS aS 
4LOC-4RMPX 7250-16135 | 14 | 64 | 14-18 
6LOC-6RMPX 7250-1614 | 38 | 95 | 3818 | 200 | «2508 | 06 | 


8LOC-8RMPX 7250-16155 | 2 | 127 | 42-14 o5 | 15 
12LOC-12RMPX 7250-16165 | 34 | 191 | 3i4aa | 268 | 681 | 25 





www.gates.com 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





Jl 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


el Ora Clay NP RCha a 
COUPLINGS 


POLARSEAL 
COUPLINGS 





POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


J2 









Brass Field Attachable Couplings for Lock-On 







Male Pipe 90° Block With Cone Seat 


Oo aia 
Weight (Lbs.) 


fam tt 
ws 


TOC 2RMP90 





aoe 12RMP90 





7250-16215 3/4-14 


Female Pipe Without Cone Seat 


Thread |.D. 


No. [mm | Weight (Lbs.) 


4LOC-4RFP 7250-04595 
aoc.snrP | —rrstaeos | 38 [es | aes | | as 
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Brass Field Attachable Couplings for Lock-On 


Female Pipe Swivel With Cone Seat 


le I.D. 








a 
Weight (Lbs.) 


















4LOC-2RFPX 7250-16265 1/4 6.4 1/8-27 1.81 46.0 04 
uw | 6a | hee] | 46.0 
4LOC-6RFPX 7250-16285 1/4 6.4 3/8-18 2.00 50.8 08 
eLoc-4nFPX | 7250-16295 | 38 | S|] || 
6LOC-6RFPX 7250-16305 3/8 9.5 3/8-18 2.00 50.8 10 


8LOC-8RFPX 7250-16325 1/2 12.) 1/2-14 2.38 60.5 


12 
LOLOC-12RFPX 7250-16345 3/4-14 


12LOC-12RFPX 7250-16355 3/4 19.1 3/4-14 2.68 68.1 20 


Male J IC 37° Flare 


Thread I.D. | 





4LOC-4RM 
4LOC-5RM 


4LOC-6RM | ois oo || 
6LOC-4RM 
6LOC-5RM - 

6LOC-6RM 
6LOC-8RM 
8LOC-8RM 
8LOC-10RM 
10LOC-8RM 
10LOC-10RM 
12LOC-10RM 


12LOC-12RM 7250-16485 


www.gates.com 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





J3 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


Ol Ora Clay. RCh ag 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


J4 









Brass Field Attachable Couplings for Lock-On 


Female J IC 37° Flare Swivel 


Thread |.D. 


Prod, 
No. 


ee Se 
LOC-6RF] X | 7250-16495 | aS || 881 
6LOC-6RF] X /—rasonasas [ap [a5 anes ; 
12LOC-12RF X [rasnaesas [ae aa tans Poe an a 


Male SAE 45° Flare 


Thread |.D. 


sa 
Weight (Lbs.) 


a I 
LOC-ARMS | 7250-08645 | a || 20 | S| | 
4LOC-SRMS | 7250-00655 | a || eto || 
4LOC-6RMS | 7250-08665 | a || 5B |B] |G 
SLOCSRMS | 7250-08675 |G S| | eto || HG 
LOC-ARMS | 7250-16505 | 38 | S| tg 20 S| S| | 
LOC-SRMS | 7250-16515 | 38] Seto S| 
LOC-ORMS | 7250-08685 | 38 | S| 5B | 8B] |B 
BLOC-BRMS | 7250-18285 | || 846 | 3 || 
BLOC-IORMS | 7250-16535 | || || 83 
soc-enws_[_7agoesai_|_s8_| _15@_{_g_{__.i3_|_7e7_|__z)_ 
1LOC-1oRMS | 7250-16555_ | 58] 15.9 |B || 823 
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Brass Field Attachable Couplings for Lock-On 


Female SAE 45° Flare Swivel 


i —o—* 


te 1D. 





Oo | om | 
Weight (Lbs.) 


Se Sa 2 Simi a ae ai 
fuoccenrsa—__ J. _Yastafses_)_a_J_p4_}__ sl. |) r3_}__t 
| 
ee ee a 
aLoc.sResx 


8LOC-6RFSX 7250-16595 5/8-18 21.3 
12LOC-12RFSX 7250-04705 | 3/4 | 191 | 11/1614 ee 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel 


ease 


Weight (Lbs.) 


No. =. mn 
ALOC-ARF| SX 7250-04715 7/16-20 








| 38 
La 
| 58 
| 


| mm | ae 
| 64 | 
| 64 | 20 |B 
ee ee 
p95 | 20 | 
H—35_|__saig _[_97__ 

a1 


ps1] tes | 10 | 4 | 20 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





3 






HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


Ol Ora Clay. RCh ag 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


J6 








Brass Field Attachable Couplings for Lock-On 


Male SAE Inverted Flare Swivel 


<— C 7 
Thread O.D. | 


| 
45 


ee 





No. Weight (Lbs.) 
ae nines Sa Se Se a Sei 




















4LOC-3RMIX 7250-04785 6.4 18 : 
4LOC-5RMIX 7250-04805 1/4 6.4 1/2-20 18 19.8 04 
DLOC-6R MIX 7250-04835 5/16 1a 9/8-18 86 21.8 08 
LOC-SRMIX | 7250-04845 | 38 | SS | zo ||| HC 
6LOC-6R MIX 7250-04855 3/8 9.5 3/8-18 97 24.6 08 
8LOC-6R MIX 7250-16615 1/2 12.7 5/8-18 97 24.6 10 





10LOC-10R MIX 


LOC-3RFI 
LOC-4RF| 
LOC-5RFI 
DLOC-5RFI 
6LOC-5RFI 
6LOC-6RFI 
8LOC-8RFI| 





7250-18325 3/8 2 7/8-18 1,00 25.4 16 


Female SAE Inverted Flare 


o> 


i 1D. 





rod | OT 
02 


fetta ead Pre ie Peete el 
on ee 
| 7250-00885 | a’ | | G24 |S 
| 7250-04895 | a | | 20S |S 
5 
75 | 
93 





418 | 938] 6] 
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Brass Field Attachable Couplings for Lock-On 


Hose Length Extenders 


a as eight (Lbs.) 
pa 


| 
eLOC-RHM | 7250-05015 | PH 
127 a 





North American Stand Pipe 


sO 


a 0 
ne Saas mmm “eight (Lbs. 


ESS | 
4LOC-3RFT 7250-04945 | 48 |S 
79 
7.9 
95 





i= ll 

pa 
4LOC-4RFT | 7250-04955 | 4 
4LOC-5RFT | 7250-04965 | a 





, 
SLOC-SRFT . ee 
a 


1/4 

1/4 

1/4 
6LOC-6RSP 
BLOC-8RSP | 12.7 
10LOC-10RSP 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





J/ 











HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


Ol Ora Clay. RCh ag 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





GLP Couplings 


Male Pipe (NPTF - 30° Cone Seat) 


Special GLP Dies Required. 


Way 





Weight 
(Lbs.) 


Te 


pes. = | FH | CO om | mw | tfc | wee 
os mm 


Male J IC 37° Flare 


Special GLP Dies Required. 


Thread I.D. 





m fom fo. | |e Weise 

mm [mm mmm Lbs.) 
ee an aac en eee Tan ene ee ne 
}6GLP1-6M) | _—- 7351-01155 | 3/8 | 95 | 9618 | ie | -— | 197 | 500 | 123 | 312 | 
posto — [seis [se [ss [tee [= ne a ee is ee 
}12GLP1-12M) —_—|_—_7351-01325 | 3/4 | 191 | 116-12 | 1196 | - | 283 | 719 | 175 | 445 | 32. | 


Female J IC 37° Flare Swivel 
Special GLP Dies Required. 


—_— I.D. 





(Lbs.) 


Prod 8pm fel 
No. 


Weight 
| omm fmm Tm 


aa | eT a | ae en 8 ae | ae eT ee 
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GLP Couplings 


Female J IC 37° Flare Swivel - Continued 


| Oo | mie) a. | ic 





Female J IC 37° Flare Swivel - 45° Bent Tube 


Special GLP Dies Required. 





[ Thread |.D. 


C 


po | mm ff mm 
| 39 | 99 | 237 | 602 | 1.74 | 
12 | 
15.9 


Weight 
(Lbs.) 


mm | _(Lbs.) 


Female J IC 37° Flare Swivel - 90° Bent Tube 


Special GLP Dies Required. 


[ Thread |.D. 





4GLPL-4FJx90L_— | 7351-15065 | 4 | 64 | 76-20 | 9 | 181 | 460 | 211 | 536 | 148 | 376 | 09 
4GLPL-4FJx90S_ | 7351-13045 | 4 | 64 | 76-20 | 14 | 83 | 211 | 241 | 536 | 148 | 376 | 09 


2GLPL-I2F)X9OL__— | 7352-15445 | 3/4 | 191 | 11612 | 1 | 378 | 960 | 3.27 | 831 | 219 | 556 | 59 
2GLPL-12F)x90S__— | 7352-15465 | 3/4 | 191 | 110612 | 1 | 189 | 480 | 378] 960 | 270 | 686 | 52 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





J9 








HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


Ol Ora Clay. RCh ag 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


}10 


GL Couplings 


Male Pipe (NPTF - 30° Cone Seat) 


Special GL Dies Required. 


of + fe 


————— SS ee 
euiaw | Taweanons |e [191 | gaa | 134 | 348 | o79 | aap [3m | a1 
eGl-lemP | 7348-00035 | 2 | 254 | tatye | 138 | 4a | 1044 | 188 | 478 | 69 | 


Male Pipe Swivel (NPTF - Without 30° Cone Seat) 


NOT TO BE USED AS ALIVE SWIVEL. 
Special GL Dies Required. 


alt |e | wp 
ee ee tb 
16GL-16MPX ——s—s—s|~—s7348-00115 | 1 | 254 | 1-112 | 158 | 4.73 | 1201 | 250 | 635 | 93 | 





Female J IC 37° Flare Swivel 
Special GL Dies Required. 


[ Thread |.D. 
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GL Couplings 





Female J IC 37° Flare Swivel - Continued 











HOSE/CPLG. 
SELECTION 
| © | MM fa fa} oo. foc | 
C G8K COUPLINGS 
"| ari eS a nn 
12GL-16F)X | 7348-00225 | 3/4 | 19.1 | 156-12 | 114 | 112 | 378 | 960 | 177 | 45. GLOBALSPIRAL 
. COUPLINGS 
4.8 PCM /PCS 
64, FERRULES 
2.92 | 74. 
291 | 73.9 MEGACRIMP 
COUPLINGS 
0 : 0 STAINLESS 
Female J IC 37° Flare Swivel - 45° Bent Tube STEEL 
Special GL Dies Required. 
POWER CRIMP 
COUPLINGS 
L 
Thread I.D. LOC, GLAND GLP 
\ COUPLINGS 
| | COUPLINGS 
37° 
POLARSEAL II 
COUPLINGS 
C14 COUPLINGS 
ore LO Tm [el + fe |e _ [am 
NO a om em LS) PCTS 
[126L-12F]x458-021 | 7348-01265 | 3/4 | 191 | 116-12 | 114 | 3 | aa | 476 | 1209 | 276 | 701 | 06 | Oi blINgg 
; : ; FIELD 
Female J IC 37° Flare Swivel - 90° Bent Tube Oe emis 
Special GL Dies Required. 
FIELD 
ATTACHABLE C5 
L & C5E 
COUPLINGS 
Thread I.D. 
\ SURELOK AIR 
———— BRAKE 





COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


ae errr aca a ee | mm |" | hmm 
1116-12 | 11/4 | 189 | 480 | 461 | 1171 | 260 | 660 | 74 | 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





www.gates.com J11 









GL Couplings 


Female Flat-Face Swivel 
HOSE/CPLG. 


SELECTION SAE | 1453 O-Ring Face Seal. 
Special GL Dies Required. 


G8K COUPLINGS 


GLOBALSPIRAL Thread I.D. 
COUPLINGS [ 


PCM /PCS 
FERRULES 





MEGACRIMP 
COUPLINGS 


H2 
TEEL 
NO. ar 


amar 
(ouPiNGs 


Ol Ora Clay. RCh ag 
COUPLINGS 






COUPLINGS Female Flat-Face Swivel - 45° Bent Tube 


SAE | 1453 O-Ring Face Seal. 
POLARSEAL II Special GL Dies Required. 


COUPLINGS 


C14 COUPLINGS 
Thread |.D. 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE , 
COUPLINGS 





OGL-20FFORX45S 7348-00425 1 1/4 31.8 1 11/16-12 17/8 98 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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GL Couplings 


Female Flat-Face Swivel - 90° Bent Tube 


SAE | 1453 O-Ring Face Seal. 
Special GL Dies Required. 


Thread |.D. 


rod a 
pec, | gh hn aaa eas 


12GL-12F FORX90M 7348-02155 | 3/4 13/16-12 | 11/4 | 1. 48, 


138 | 189 | 48.0 


16GL-16FFORX90S 7348-00465 1 17/16-12 | 15/8 55.9 129.8 | 2.88 


Code 61 O-Ring Flange 


Special GL Dies Required. 


= 


| 2 | 508 | 281 | 714 | 5.6 | 1425 | 2.54 | 


7350-25575 2 | | : | | 
7305-05505 
7305-05605 | 212 | 635 | 4.00 | 1016 | 5.66 | 1438 | 3.21 
7305-05705 
7305-05795 
7305-05805 | 3 | 76.2 | 4.00 | 1016 | 6.54 | 1661 | 3.46_ 
7305-06305 


64GL-64FL 7305-06695 | 4 | 1016 | 5.00 | 1270 | 7.74 | 1966 | 3.70 


www.gates.com 







HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 






C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


}13 








HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


Ol Ora Clay. RCh ag 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


j14 


GL Couplings 


Code 61 O-Ring Flange - 22° Bent Tube 


Special GL Dies Required. 


ret | O [wn 
No. om 
1 


P| mm |" | mm | 
2 | 
40GL-48rL22 | 7305-05615 | 212 | 63.5 | 4.00 | 1016 | 67 | 170] 686] 1742 | 441 | 112.0 





Code 61 O-Ring Flange - 30° Bent Tube 


Special GL Dies Required. 


No. 


ea 


www.gates.com 





GL Couplings 


Code 61 O-Ring Flange - 45° Bent Tube 


Special GL Dies Required. 


pecs | No. a cinta emia 


ackas | sonns [rie an ae ans [aan a [ae [ae [3 
szoLsorLass _|_respoons5 |_2_|_s08 1 261} ria | 205} 521] 807 | 206.0) 5.00. 


fag. aerLas | 7305-05035 [ 3 [762 [aon] aoe | 203 sie] aie | 2937] 610 | asso ae] 97 [53 
4BGL-S6FL45 | 7305-05895 | 3 | 76.2 | 450] 1143 | 2.03 | 51.6] 1238] 3145 | 9.30 | 2362] 44 | 112] 7.04 | 
SOGL-S6FL45 | 7305-06335 | 31/2 | 88.9 | 450] 1143 | 213 | 541] 9.66 | 245.4 | 6.02 | 1529 | 44 | 112] 8.64 | 
SOGL-64FL45 | 7305-06385 | 31/2 | 88.9 | 5.00] 127.0 | 213 | 541] 9.66 | 245.4 | 6.02 | 1529] 44 | 112] 8.86 | 





Code 61 O-Ring Flange - 60° Bent Tube 


Special GL Dies Required. 


| mm | 
12GL-12FL60M | 7348-00805 | 3/4 | 191 | 150 | 381 | 146 | 371 | 461 | 1171 | 260 | 660 | 27 | 69 | 59 | 
3.99 
4eGL-48FL60 | 7305-05845 | 3 | 76.2 | 4.00 | 1016 | 311 | 79.0 | 9.66 | 245.4 | 658 | 1671 | 38] 97 | 6.85 | 





www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





j15 










HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


Ol Ora Clay. RCh ag 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


}16 





GL Couplings 


Code 61 O-Ring Flange - 67 1/2° Bent Tube 


Special GL Dies Required. 


[mm | mm | mm | mm mm mm | Lbs.) 
|64GL-64FL67 | _- 7305-06635 | 4 | 101.6} 5.00 | 127.0 | 6.90| 1753 | 14.20 | 360.7 | 10.17 | 2583 | 44 | 11.2] 13.85 | 


No. 


Code 61 O-Ring Flange - 90° Bent Tube 


Special GL Dies Required. 


tf |e [+ Jae 
NO oe om om om | (Lbs.) 
12GL-12F L90M 7348-00905 | 3/4 579 | 4.40 | 1118] 239] 607 | 27] 69]. 
16GL-16FL90S 7348-00925 1 32 8.1 97 
S6GL-64FL90 —s———s|=«7305-06395 | 31/2 | 88.9 | 5.00| 127.0| 6.90] 175.3| 10.09 | 256.3 | 6.45 | 1638] 38| 97] 11.30 _ 





www.gates.com 


GL Couplings 





Code 61 Captive O-Ring Flange acrenie 


Special GL Dies Required. SELECTION 
G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


No. Tf mmf | mm |" | mm_| "| mm |" | mm | [Lbs.) 
J6AGL-64FLCF | 7348-02755 | 4 | 1016 | 5.00 | 1270 | 7.74 | 1966 | 3.70 | 940 | 44 | 50 | 792 | 


POWER CRIMP 
COUPLINGS 





LOC, GLAND GLP 
COUPLINGS 


Code 61 Captive O-Ring Flange - 45° Bent Tube saniaeen 


Special GL Dies Required. COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


Code 61 Captive O-Ring Flange - 90° Bent Tube cyneroean 


; BRAKE 
Special GL Dies Required. COUPLINGS 





ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


No. ae 


aon 
56GL-56FLCF90-143 | 7348-02725 | 31/2 | 88.9 | 4.50 | 114.3 | 5.64 


EQUIPMENT AND 
PARTS 





www.gates.com J}17 


a — 
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PolarSeal® Couplings 


Male SAE 45° Flare - Aluminum 





| AN 
ee ee eee 
es Weight (Lbs.) 


6ACA-6MS 7332-00015 5/16 5/8-18 

8ACA-8MS 7332-00025 13/32 3/4-16 | 350 TT SCidY 

LOACA-10MS 7332-00035 7/8-14 
20 





12ACA-12MS 7332-00045 116-14 | 00s] | 


Male SAE 45° Flare - 45° Bent Tube - Aluminum 


6ACA-6MS45 7332-00055 5/16 58-18 | 4 | 325 | 200 | 8 | 
BACA-8MS45 7332-00065 13/32 3/4-16 


per. = | F# | O | om | or fe | ic fy 
0, ee ees Weight (Lbs. 


6ACA-6MS90 7332-00095 5/16 5/8-18 
8ACA-8MS90 7332-00105 13/32 3/4-16 





www.gates.com 


HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


CIE AN ely. 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 





Kl 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN oye 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 


K2 


10ACA-10MS 90 
12ACA-12MS 90 


Prod. 
No. 


6ACA-6FSX 7332-00135 
6ACA-8FSX 7332-00145 - . 
BACA-6FSX 7332-02825 13/32 5/8-18 


10ACA-8FSX 7332-02835 


PolarSeal® Couplings 


Male SAE 45° Flare - 90° Bent Tube - Aluminum - Continued 






BACA-BFSX 7332-00155 13/32 3/4-16 


10ACA-10FSX 7332-00165 
12ACA-10FSX 7332-00175 
12ACA-12FSX 7332-00185 


Female SAE 45° Flare Swivel - Steel 


— 


Prod. 
No. 


6ACA-6FSX-S 


10ACA-10FSX-S 


7332-01755 


1/2 
2 
3/8 


3/8 


L=aaeieaal 
P56 


5/16 


1/8-14 
1 1/16-14 3.25 


ae 
5/8-18 
BACA-BFSX-S 7332-01765 13/32 3/4-16 


See 


7332-01775 718-14 


www.gates.com 


2.00 


C 


1.75 





Weight (Lbs.) 
12 








PolarSeal® Couplings 


Female SAE 45° Flare Swivel - 45° Bent Tube - Aluminum 


L 
<—— C 





pe | LO Tm ff te reg ae! 


6ACA-6FSX45 
7/8-14 
F12ACA-12FSX45 | 7332-00225 =| S58 S| Si ne-g =| Stoo | Sons] | 





Female SAE 45° Flare Swivel - 90° Bent Tube - Aluminum 


L 


7 


me [OT m fy[ife yo 
Se ee ee eee ‘Cl 2 


7332-00235 


6ACA-BFSX90 7332-00245 5/16 3/4-16 


6ACA-6FS X90 


8ACA-6FS X90 7332-02885 10 
10ACA-8FS X90 7332-02895 1/2 3/4-16 1,50 3.00 1.75 15 












12ACA-12FSX90 7332-00285 11/16-14 


www.gates.com 








HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


CIE AN ely. 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


K3 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN) ye 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


K4 


Female SAE 45° Flare Swivel - 90° Bent Tube - Stee! 


PolarSeal® Couplings 


pec | | O | 
| sé 


ACA-6FSX90-S 7332-01785 5/16 


ae eee are 


6ACA- 5/8-18 
BACA-8FSX90-S 7332-01795 13/32 3/4-16 
LOACA-10F SX 90-5 7332-01805 7/8-14 






Weight (Lbs.) 
12 


me [OT m [ete fel 
= a ee ee a ee ees er g 2 


6ACA-6MFA 7332-00295 5/16 5/8-18 
6ACA-8MFA 7332-02905 5/16 3/4-16 


SACA-6MFA 7332-02915 13/32 5/8-18 ee ee eee 


8SACA-10MFA 7332-00315 13/32 


7/8-14 


3/8 


2.15 


3.00 


714 ET ee 


1.75 


34 
22 


LOACA-8MFA 7332-00325 3/4-16 
LOACA-10MFA 7332-00335 718-14 


12ACA-LOMFA 7332-00345 


7/8-14 


3/8 


3.13 


| 313 | 8 |S 


12ACA-12MFA 7332-00355 1 1/16-12 


www.gates.com 








PolarSeal® Couplings 


Male SAE Flareless Assembly - 90° Block - Aluminum 


Prod, oj om fpf 
Weight (Lbs.) 


ae (eee ee 
eacasurio | —Tep.onss | sus | sete | 38 | 78 | 20 | 9 | a8 
GACA-BMFAQO | 7332-02925 | 56 | tt S| | ||| 
BACA-BMFAQO | 7332-00375 | 1332 | te =| ||| | 
lusca-ewraso_{_7332.00595_}_u_|_6_{_y_{_af_{_uaé_{_1da_{_2_ 
paaceoufasy | raszanns [se [ye [ge [ue fase fan [ae 





Male Metric Flareless Assembly - Aluminum 


Te Lape [ape 
Weight (Lbs.) 


—————— 
jxcxamie | raza [ane [sue [no Janae Pe 
oe ot 





www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


CIE AN ely. 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





K5 







HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN) ye 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 


K6 


PolarSeal® Couplings 


Prod. 
No. 


SACFFN 7332-04145 


Prod. 
No. 


7332-02945 
7332-02955 


Female Flareless Nut - Aluminum 


Weight (Lbs.) 


7332-02965 | | Ht 


7332-02975 
7332-02985 


1 
5 
A 


[2 
[8 
[8 


3/4 


www.gates.com 





PolarSeal® Couplings 


Hose Length Extender - Aluminum 


HOSE/CPLG. 
SELECTION 
<—C—> 
G8K COUPLINGS 
To ¢ nn 
Al 
|. GLOBALSPIRAL 





COUPLINGS 


A2 
aol 
————1 
ae 


PCM/PCS 
FERRULES 
pal 
Ss == 
6ACA-GHLE 7332-01385 5/16 5/16 sie S| 400 | aaa 
6ACA-BHLE 7332-01395 5/16 5/16 1332. | 400 | | | 
SACA-BHLE 7332-01405 13/32 13/32 1332, | 400 | 150 | 22 | ernie 
SACA-10HLE 7332-01415 13/32 332. | 42 | 443 | es ft] ey 
LOACA-1OHLE 7332-01425 Ee ee ee 


POWER CRIMP 
COUPLINGS 


12 | 
1/2 1/2 } 

12ACA-10HLE 7332-02995 
5/8 5/8 | 


12ACA-12HLE 7332-01435 | 5B STS SCT SSC] 5 TCS 


LOC, GLAND GLP 


Hose Length Extender - Steel COUPLINGS 


mele Slave 
CLOUT Nes) 
<—C—> 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 


Weight (Lbs.) COUPLINGS 


12ACA-1OHLE-S | 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


pe, = | AA | OO 
No. LS aay 
| M6 


6ACA-6HLE 90 7332-01445 5/16 


ees ‘eght (Lbs. 
aa 


2.50 


ACCESSORIES 


8ACA-8HLE 90 7332-01455 13/32 
LOACA-10HLE 90 7332-01465 
12ACA-12HLE 90 7332-01475 


EQUIPMENT AND 
PARTS 





www.gates.com K/ 





HOSE/CPLG. 
SELECTION 





G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN) ye 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


K8 


PolarSeal® Couplings 






Hose Length Extender - 180° Bent Tube - Aluminum 


Weight (Lbs.) 
18 


6ACA-6HLE 180 7332-02255 sie =—S| Ss 3.00-—sd|S 3888S] S| 
8ACA-8HLE 180 7332-02265 13732, | = 3.00 || Ss — a] Sf 


1OACA-10HLE 180 7332-02275 
12ACA-12HLE180 7332-02285 


Hose Length Extender - Tee - Aluminum 


SI 


— 
Al 


L 


roe | OT om | ow | tr |e | ic 
ee Segre 
| sé | 5g] StS] |S | 


6ACA-6HLET 7332-02295 5/16 3/16 5/16 1.13 


La 
BACA-BHLET | 7332-02305 | 1332 | 1332 | 1332 | tg | 488 | 238 | 
Lt 


L2ACA-LOHLET | 7332-03015 | 58 | | |e 555 


www.gates.com 





15 
18 
20 
29 
24 





PolarSeal® Couplings 


Hose Length Extender with Sight Glass - Aluminum 


<— C—_> 






ee 
No, eel ee edb 
12 1.62 


6ACA-6HLESG 7332-01485 5/16 4. 





Weight (Lbs.) 
22 


Hose Splicer with R12 Thread Service Port - Aluminum 


Service Ports: High Side; 6-8 Hose; 3/8" Schrader Valve 
Service Ports: Low Side; 10-12 Hose; 1/4" Schrader Valve 


5 








$+ 
wud es eight (Lbs.) 


6ACA-R12SP 7332-01135 5/16 


BACA-R12SP 7332-01145 13/32 
LOACA-R12SP 7332-01155 PT Tt | 
12ACA-R125P 7332-01165 





Hose Splicer with R134a Service Port - Aluminum 


Service Ports: High Side; 6-8 Hose; 3/8" Schrader Valve 
Service Ports: Low Side; 10-12 Hose; 1/4" Schrader Valve 


ne es eight (Lbs.) 
li 


6ACA-R1345P p40 oP 
BACA-R1345P 
LOACA-R134SP 
12ACA-R1345P 





www.gates.com 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


CIE AN ely. 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





K9 








HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN) ye 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


K10 


PolarSeal® Couplings 


Hose Splicer with R134a Service Port - Steel 


Pressure Ports: High Side; 6-8 Hose 
Pressure Ports: Low Side; 10-12 Hose 





—— 
No. 


Ot fe = EDS 
6ACA-R134SP-S 7332-01955 5/16 
BACA-R134SP-S 7332-01965 13/32 
LOACA-R1345P-S 7332-01975 
12ACA-R1345 P-S 7332-03005 


Male SAE Tube O-Ring Nut Swivel - Aluminum 


O-Ring not included. Must be ordered separately. 


L 
—— © 


2 oe 
es Weight (Lbs.) 


6ACA-6MTON 7332-00435 5/16 5/8-18 -—3i9_} _uss__{ __so__ 





ee TMTON 7332-02115 5/16 11/16-16 3.00 15 
excaswron [rss [sas eae Faas Pa 
ic 6MTON 7332-03075 13/32 5/8-18 3.25 2.00 
jicaawron [rates fs a5 fa 
ck LOMTON 7332-00455 7/8-18 3.38 2.13 
ee ee ae a 
oie L2MTON 7332-00465 5/8 1 1/16-12 3.88 2.63 


www.gates.com 


Prod. 
No. 


6ACA-6MTON-S 7332-01285 


6ACA-7MTON-S 
10ACA-10MTON-S 


6ACA-6MTON45 


6ACA-8MTON45 7332-03095 5/16 3/4-18 


8ACA-6MTON45 


8ACA-8MTON45 7332-00485 13/32 3/4-18 


10ACA-10MTON45 


16 
12ACA-12MTON45 7332-00505 1 1/16-12 





PolarSeal® Couplings 


Male SAE Tube O-Ring Nut Swivel - Steel 


O-Ring not included. Must be ordered separately. 


a 


5/16 


L 
—— © 


eat] 
5/8-18 


7332-01865 7/8-18 


Weight (Lbs.) 
10 


. | me | ts 
7332-02125 5/16 11/16-16 


Male SAE Tube O-Ring Nut - 45° Bent Tube - Aluminum 


7332-00475 


7332-03105 


7332-00495 


O-Ring not included. Must be ordered separately. 


1/2 


7/8-18 


www.gates.com 


1.06 


3.81 


2.96 











10 
12 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


CIE AN ely. 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN) ye 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 





ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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PolarSeal® Couplings 







Male SAE Tube O-Ring Nut - 45° Bent Tube - Steel 


me [OTmi[ rt: fel 


oe a er rene ae ee 
6ACA-6MTON45S 7332-04415 5/16 5/8-18 [a |e |e Pn 
LOACA-10MTON45-S 7332-04425 | 12 | 7/8-18 


Male SAE Tube O-Ring Nut - 90° Bent Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


ee SE A A a a 


6ACA-6MTON9O 7332-00515 5/16 5/8-18 hs _f__26_)___} og 








6ACA-7MTON90 7332-03115 11/16-16 
Gach 8MTON9O 7332-03125 5/16 3/4-18 a on a 


AacacswTonso _}_7ggz-03135_|_Taga_}_se_}_@_/_25_{_150_}_ap_ 
pocaammronst [sess [a ee aa 
I2ACA-LOMTON9O | 7332-03145 | 58 | 8 | 25 | 8.25 || 


www.gates.com 








PolarSeal® Couplings 


Male SAE Tube O-Ring Nut - 90° Bent Tube - Steel 


O-Ring not included. Must be ordered separately. 


ee oe 
ae at ed ee g a 
| 5/6 = ae 16 


6ACA-6MTON90S 7332-01295 5/16 5/8-18 1.63 2.56 P16 
8ACA-8MTON90-S 7332-04435 13/32 3/4-16 
LOACA-10MTON90-S 7332-01875 718-18 





Male SAE Tube O-Ring Nut Swivel with R134a Service Port - Aluminum 


O-Ring not included. Must be ordered separately. 










KC 
re ee eee 
0 es Weight (Lbs. 


6ACA-6MTON134SP 7332-03025 5/16 5/8-18 
8ACA-8MTON134SP 7332-03035 13/32 3/4-18 


LOACA-10MTON134SP 7332-03045 7/8-18 
12ACA-12MTON134SP 7332-03055 1 1/16-12 


www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


CIE AN ely. 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN oye 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


K14 










PolarSeal® Couplings 


Male SAE Tube O-Ring Nut Swivel with R134a Service Port - 90° Bent 
Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


Weight (Lbs.) 


LOACA-10MTON134SP.90 7332-02585 718-18 


Female SAE Tube O-Ring Nut Swivel - Aluminum 


O-Ring not included. Must be ordered separately. 


L 
ane 


6bACA-8FTON 12 

13/32 
*Standard and Metric threads are equivalent for G@ACA-5FTON. 

*Used on Toyota Receivers and Dryers. 


www.gates.com 





PolarSeal® Couplings 


Female SAE Tube O-Ring Nut Swivel - Steel 


O-Ring not included. Must be ordered separately. 


L 
+<——_ C¢ 
pe. | RH | OL 
No. ay 
| 6 


Weight (Lbs.) 
12 


Saad 
5/16 88 | 68] 





Female SAE Tube O-Ring Nut Swivel - 45° Bent Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


L 
<— Cc 


6ACA-6FTON45 
8SACA-6FTON45 


No. eas 
| le 


es ‘eight (Lbs.) 
| 2e7 | 52 


aS See 

5/16 2.87 1.52 
BACA-BFTON4S 
LOACA-8FTON4S 
| 
30 


www.gates.com 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


CIE AN ely. 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN) ye 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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PolarSeal® Couplings 


ee | Om 


6ACA-6FTON45-S 7332-01665 5/16 5/8-18 
BACA-BFTON45-S 7332-02055 13/32 3/4-16 
10ACA-10FTON45-S 7332-01675 7/8-14 


eae ae 
BACA-BFTON9O | 7332-00775 | 1382 | 3416 


*Used on Toyota Receivers and Dryers. 


ee 
a 


www.gates.com 







Female SAE Tube O-Ring Nut Swivel - 45° Bent Tube - Steel 


O-Ring not included. Must be ordered separately. 


Weight (Lbs.) 
14 


s7 | sz | 


Female SAE Tube O-Ring Nut Swivel - 90° Bent Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


Weight (Lbs.) 


jas | aa sO 








PolarSeal® Couplings 


Female SAE Tube O-Ring Nut Swivel - 90° Bent Tube - Steel 


O-Ring not included. Must be ordered separately. SELECTION 


HOSE/CPLG. 


L G8K COUPLINGS 
~ GLOBALSPIRAL 
COUPLINGS 
PCM /PCS 
FERRULES 





MEGACRIMP 
COUPLINGS 


a 


STAINLESS 
STEEL 


i POWER CRIMP 

No. _ SSS Se Ss Ss eee SS Ses Weight (Lbs.) COUPLINGS 

6ACA-6FTON90-S 7332-01305 5/16 58-18 | 112 | 256 | 131 | a4 
8ACA-8FTON90-S 7332-01685 13/32 4-16 | 131 | 275 | 150 | 2 ‘| 


14 

20 
LOACA-10FTON90-5 7332-01695 7/8-14 

34 


LOC, GLAND GLP 





COUPLINGS 
12ACA-10FTON90-S 
POLARSEAL 
COUPLINGS 
Female SAE Tube O-Ring Nut Swivel - 90° Block - Steel sane 
O-Ring not included. Must be ordered separately. COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


pe, | ah | OO 
No 
aFTONSOBL- a 


8ACA-8FTONSOBL-S 7332-01835 
LOACA-10F TON9OBL-S 7332-01845 7/8-14 
12ACA-10FTON9OBL-S 7332-01855 7/8-14 


Weight (Lbs.) 
28 


T 
Saw 
13/32 3/4-16 71 | FB 
= SURELOK AIR 
BRAKE 
71 COUPLINGS 





ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN) ye 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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PolarSeal® Couplings 


Female SAE Tube O-Ring Nut - 180° Bent Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


———__}—____— 
faca-srTowtso _[_7331.09505_|_sa6_}_s@g_{_1e3_{_ag0_{__25_} _i)_ 
aacacizeTowiay | Tasnassos [58 [danse a ase] ass 


Female SAE Tube O-Ring Nut Swivel with R12 Service Port - Aluminum 


O-Ring not included. Must be ordered separately. 
Service Ports: High Side; 6-8 Hose; 3/8" Schrader Valve 
Service Ports: Low Side; 10-12 Hose; 1/4" Schrader Valve 


| EET MEINERS 
6ACA-6ETONR12SP 7332-01985 5/16 5/8-18 -—33e__} _2a3_ fad 
SACA-8FTONR125P 7332-01995 13/32 3/4-16 
LOACA-LOFTONR125P 7332-02008 =| 12 ~~ | 7/814 a ae 





www.gates.com 





PolarSeal® Couplings 


Female SAE Tube O-Ring Nut Swivel with R12 Service Port - 90° Bent 
Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


| mee | O | mm | or |e | ce sy 
CO, ee ee memes Weight (Lbs.) 


6GACA-6FTONR12SP90 7332-02015 5/16 5/8-18 


BACA-8FTONR12SP 90 7332-02025 


18 
LOACA-10FTONR12SP.90 7332-02035 7/8-14 


12ACA-10FTONR12SP.90 7332-02045 3/8 7/8-14 1.75 4.19 2.94 28 





Female SAE Tube O-Ring Nut Swivel with R134a Service Port - 
Aluminum 


O-Ring not included. Must be ordered separately. 


Prod. 
No. 


SACA-BFTONI34SP_— |S 7332-00565 | 1382546 | 338 


www.gates.com 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] M AN sla, 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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PolarSeal® Couplings 





HOSE 


Female SAE Tube O-Ring Nut Swivel with R134a Service Port - Steel 


O-Ring not included. Must be ordered separately. 


G8K COUPLINGS 
GLOBALSPIRAL 
COUPLINGS 
PCM /PCS 
FERRULES 
MEGACRIMP 
COUPLINGS 
STAINLESS 
STEEL 

POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 


couptncs| Female SAE Tube O-Ring Nut Swivel with R134a High Pressure Service 
PONV Acta Vl Port ™ Aluminum 


COUPLINGS O-Ring not included. Must be ordered separately. 





<—¢ 
Prod. 
poe | ae | OL tt tS sted 


6ACA-6FTON1345P-S 7332-04405 5/16 5/8-18 
8ACA-8FTON1345P-S 7332-02685 13/32 3/4-16 





LOACA-10F TON134SP-S 7332-02695 7/8-14 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 





FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


<—c — 
me (OT mi. fe | 
ces ee ed | g Z 


LOACA-10FTON1345PH 7332-04245 718-14 





FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 





K20 www.gates.com 


Female SAE Tube 


PolarSeal® Couplings 





O-Ring Nut Swivel with R134a Service Port - 90° Bent 
Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


Ss WSIOnENERSY 
| 2 | 362 12 


1.12 3.62 37 | 





Female SAE Tube O-Ring Nut Swivel with R134a Service Port - 90° Bent 


T 
6ACA-6FTON134SP.90-S 7332-02075 Ho 
8ACA-8FTON134SP.90-S 7332-01705 13/32 3/4-16 


Tube - Steel 


O-Ring not included. Must be ordered separately. 


C 
Weight (Lbs.) 
3,62 20 


L 
| [ae 
PAO 


rt 
No. a 
pa | 362 


LOACA-10FTON134SP90-5 7332-01715 7/8-14 


12ACA-10FTON134SP90-S 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


CIE AN ely. 
COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 
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GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN) ye 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 
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PolarSeal® Couplings 


Female SAE Tube Dual O-Ring Nut - Aluminum 


O-Ring not included. Must be ordered separately. 


— 


SACA-8FTDON 7332-03395 13/32 13/16-16 
LOACA-10FTDON 7332-03405 15/16-16 
12ACA-12FTDON 7332-03415 1 1/16-14 





Female SAE Tube Dual O-Ring Nut - 45° Bent Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


8ACA-8FTDON4S 7332-03425 13/32 13/16-16 
12ACA-12FTDON4S5 7332-03445 1 1/16-14 


Female SAE Tube Dual O-Ring Nut - 90° Bent Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


ae eee ee 
BACA-BF TDON90 7332-03455 13/32 13/16-16 
LOACA-10F TDON90 7332-03465 15/16-16 


al Weight (Lbs.) 


www.gates.com 





22 oo 


Female SAE Tube Dual O-Ring Nut - 90° Bent Tube - Aluminum - Continued 


Ne: aS ee ee 
| 2.40 





1 1/16-14 2.40 


12ACA-12FTDON90 7332-03475 
Female SAE Tube O-Ring Metric Nut Swivel - Aluminum 
O-Ring not included. Must be ordered separately. 


L 
<—C 


"7 


A Es SS 
| 6 | 2.81 | 


ae 

5/16 2.81 , 

6ACA-18FTOMN . | 
6ACA-20FTOMN 
BACA-20FTOMN 
LOACA-22FTOMN 
LOACA-24FTOMN 
12ACA-27FTOMN 





Female SAE Tube O-Ring Metric Nut Swivel - 45° Bent Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


GACA-IBFTOMN4S | 7332-03265 | /t6 | MBX | | 353 | 28 | 





www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


CIE AN ely. 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN oye 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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PolarSeal® Couplings 


Female SAE Tube O-Ring Metric Nut Swivel - 90° Bent Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


_ wi 


a 
CO, ee ee een ees Weight (Lbs.) 
ee ee 


L12 2.75 150 
112 


Female SAE Tube Dual O-Ring Metric Nut - Aluminum 


O-Ring not included. Must be ordered separately. 


C 
rr ee es eght (Lbs. 
8ACA-24FTDOMN 7332-03485 13/32 M24X2.0 
LOACA-24FTDOMN 7332-03495 M24X2.0 
12ACA-27FTDOMN 7332-03505 M27X2.0 





www.gates.com 






PolarSeal® Couplings 


Female SAE Tube Dual O-Ring Metric Nut - 45° Bent Tube - Aluminum aan 


O-Ring not included. Must be ordered separately, SELECTION 


L G8K COUPLINGS 


<——C 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


pes. =] | O [om | ot fe |e dies 
Or a ee eee Weight (Lbs. 








8ACA-24FTDOMN45 7332-03515 M24X2.0 | SaIcRGRIME 
COUPLINGS 
12ACA-27FTDOMN45 7332-03535 5/8 M27X2.0 1.40 4,37 3.12 30 
LOC, GL AND GLP 
COUPLINGS 
a a 0 a 
Female SAE Tube Dual O-Ring Metric Nut - 90° Bent Tube - Aluminum suse 
O-Ring not included. Must be ordered separately, OL aa LIers 
POLARSEAL II 
L COUPLINGS 


+<— C —» 


C14 COUPLINGS 
PCTS 
THERMOPLASTIC 
COUPLINGS 
FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


Ce sone! 
| 1382 p86 | 275 | 50 


8ACA-24FTDOMNG0 7332-03545 13/32 M24X2.0 1.86 2.75 150 | 2... 
LOACA-24FTDOMN9O 7332-03555 M24x20 | 191 | 300 | 475 | 2 (| 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 





20 
20 
29 


12ACA-27F TDOMN90 7332-03565 M27x20 | 240 | 325 | 200 | 23 | 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


aC] EAN) ye 
COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 





PolarSeal® Couplings 


Compressor Female SAE Tube O-Ring Nut Swivel - 90° Bent Tube - Steel 


O-Ring not included. Must be ordered separately. 


BACA-6CFTONGOS | 7332-04465 | 1382 | td | 84 ||| 
MOACA-LOCFTONGOS | 7332-04475 | || 8} ||| 





Compressor Female SAE Tube O-Ring Nut Swivel - 90° Block - Steel 


O-Ring not included. Must be ordered separately. 


| L 
— 


a eee 
CO: a ee es “colt (Lbs.) 


8ACA-10CFTON9OBL-S 7332-02095 1332, | 114 | go | 302 | 143 | 38 
12ACA-10C FTON9OBL-S 7332-02105 | 58 | 4114 | 80 | 314 | 155 | 40 | 





www.gates.com 





PolarSeal® Couplings 


Compressor Female Tube O-Ring Nut with 134a Service Port - 90° Block 
- Steel 


O-Ring not included. Must be ordered separately. 


R134a 
SERVICE 
PORT 


Oa ee eee “eight (Lbs.) 


8ACA-10CFTON134SP 90BL-S 7332-03865 1332 | 114 | 78 | 245 | 120 | 40 | 


LOACA-10CFTON134SP 90BL-S 7332-03875 | 2 | 4114 | 78 | 251 | 126 | 40 ‘| 
12ACA-10CFTON1345P 90BL-S 7332-02755 





Female Rotalok (Compressor Connection) with R134a Service Port - 90° 
Block - Aluminum 










———EE - 
pm | O fm fr 
LO: a a mms Weight (Lbs.) 


B8ACA-R134SP-RL 7332-01215 13/32 1.20 
LOACA-R134SP-RL 7332-01225 


www.gates.com 


HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 
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PolarSeal® Couplings 





Male Inverted O-Ring - Aluminum 


O-Ring not included. Must be ordered separately. 


— 


pre | O | my | Te ane 
ome Weight (Lbs.) 





6ACA-6MI0 7332-00895 5/16 3/8-18 2.94 1,69 08 
10ACA-10MI0 7332-00915 1/2 7/8-14 3.62 Zl 14 


Male Inverted O-Ring - Steel 


O-Ring not included. Must be ordered separately. 


L 


Prod. 
No. 


6ACA-6MI0-S 7332-01885 
8ACA-8MI0-S 7332-01895 


Weight (Lbs.) 
10 


5-18 | 94 S| | dt 
LOACA-10MI0-S 7332-03355 7/8-14 


Male Inverted O-Ring - 45° Bent Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


pec, fe | OO 
No. Es 
| 56 


6ACA-6M1045 7332-03365 5/16 
8ACA-8MI045 7332-03375 13/32 3/4-18 
10ACA-10M1045 7332-03385 7/8-14 1,25 


Sea 
Lea 


3.03 | a 


Weight (Lbs.) 
10 


www.gates.com 





PolarSeal® Couplings 


Male Inverted O-Ring - 90° Bent Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


L 
<—C 


me [Om 
No, Efe ee oe eed 
| SN 


6ACA-6M1090 7332-00935 5/16 5/8-18 
8ACA-8M1090 7332-00945 13/32 3/4-18 
10ACA-10M1090 7332-00955 7/8-14 





Male Inverted O-Ring Bulkhead - Aluminum 


O-Ring not included. Must be ordered separately. 


pre | OO | mm |e Te ae 
es Weight (Lbs.) 


6ACA-6MIOBKHD 7332-00965 5/16 58-18 | 400 | 27 | 20 | 
8ACA-8MIOBKHD 7332-00975 13/32 3/4-18 
LOACA-10MIOBKHD 7332-00985 7/8-14 





Male Inverted O-Ring Bulkhead - Steel 


es ee ee eel 
6ACA-6MIOBKHD-S 7332-04445 5/16 5/8-18 
10ACA-10MIO BKHD-S 7332-04455 7/8-14 
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FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
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BRAKE 
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ADAPTERS 
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DISCONNECT 
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EQUIPMENT AND 
PARTS 


K30 


PolarSeal® Couplings 


Male Inverted O-Ring Bulkhead - 90° Bent Tube - Aluminum 


O-Ring not included. Must be ordered separately. 


Prod. 
No. 


6bACA-6MIOBKHD90 


7332-00995 


iammeueel| 


(ae 
5/16 5/8-18 3.13 


ieee ie 
a 


Weight (Lbs.) 
20 


8ACA-8MIOBKHD90 7332-01005 13/32 3/4-18 
LOACA-10MIOBKHD90 7332-01015 7/8-14 


Male Inverted O-Ring with R134a Service Port - Aluminum 


O-Ring not included. Must be ordered separately. 


ee [OT m Ta 
No, a eae ee ee a ee 


Weight (Lbs.) 


www.gates.com 





PolarSeal® Couplings 


Male Inverted O-Ring with R134a Service Port - 90° Bent Tube - 
Aluminum 


O-Ring not included. Must be ordered separately. 


6ACA-6MI0134SP 90 7332-03645 5/16 5/8-18 
8ACA-8MI0134SP.90 7332-03655 13/32 3/4-18 
10ACA-10M10 1345 P.90 7332-03665 7/8-14 20 


6ACA-6TORSP 7332-03675 5/16 5/8-18 ee ee ee 
6ACA-8TORSP 7332-03685 5/16 3/4-16 | 262 | 37d] isd 


aes es “eight (Lbs. 


“15 
20 
30 





www.gates.com 
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PolarSeal® Couplings 






HOSE 


Female (Ford) Spring Lock Tee O-Ring Splicer - Aluminum 


G8K COUPLINGS 
GLOBALSPIRAL 
COUPLINGS 
PCM /PCS 
FERRULES 
MEGACRIMP 
COUPLINGS 
STAINLESS 
STEEL 

POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


L—_—> 





C > 
ee Weight (Lbs.) 


6ACA-8FSLTORSP 7332-03735 5/16 
LOACA-12FSLTORSP 7332-03775 





aC] EAN) ye 
COUPLINGS 


Female (Ford) Spring Lock Liquid Line Splicer - Aluminum 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
Weight (Lbs.) 
SURELOK AIR | | 


BRAKE 
COUPLINGS 


ADAPTERS Male (Ford) Spring Lock - Aluminum 


QUICK 
DISCONNECT E 
COUPLERS 


Weight (Lbs.) 


a ee eee 
6ACA-6MSL 7332-01055 5/16 
6ACA-8MSL 7332-01575 5/16 





K32 www.gates.com 





022 oo 


Male (Ford) Spring Lock - Aluminum - Continued 


HOSE/CPLG. 
SELECTION 


Prod 
poe | Weight (Lbs.) | 'o 
oo 


8ACA-8MSL 7332-01065 | a ee 


GLOBALSPIRAL 
COUPLINGS 


10ACA-LOMSL 7332-01075 
12ACA-LOMSL 7332-01585 
18 


12ACA-12MSL 7332-01085 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


CIE AN ely. 
COUPLINGS 


pe 
0 Weight (LPs.) | Jpotarseat 
poe hee 
6ACA-8MSL45 . 
BACA-BMSL45 
10ACA-10MSL45 
12ACA-1OMSL45 
18 


12ACA-12MSL45 7332-03795 3.47 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


Weight (Lbs.) 
LIVE SWIVEL 


— | 
6ACA-6MSL90 7332-02135 16 =| SC 29Ss|S 88ST SST iCCdY 
6ACA-8MSL90 7332-02185 5/16 | 238 | 8s 


LOACA-10MSL90 7332-02155 
12ACA-10MSL90 7332-02175 
12ACA-12MSL90 7332-02165 


ACCESSORIES 





EQUIPMENT AND 
PARTS 
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& CSE 
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PARTS 
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PolarSeal® Couplings 






Female (Ford) Spring Lock - Aluminum 


Prod 
No. 


6ACA-6F SL 7332-01095 


6ACA- 
BACA-8FSL 7332-01105 13/32 
OACA-10FSL 3201s | ||| 


ACA-8FSL 7332-01595 


LOACA- 1/2 
12ACA-LOFSL 7332-01605 
L2ACA-12FSL 7332-01125 


12ACA-12FSL45 





Female (Ford) Spring Lock - 45° Bent Tube - Aluminum 


Prod 
No. 


| 7332-03845 | 8 | | oH 


www.gates.com 





PolarSeal® Couplings 


Female (Ford) Spring Lock - 90° Bent Tube - Aluminum 


me LO ft | fe eign ee 


ACA-GFSLOO | 7332-02195 | | | 88 || 
BACA-BFSLOO | 7332-02205 | 1382 | 38 || 
MOACA-0FSL9O_ | 7332-02215 | | | 8B || 
2ACA-1OFSLOO | 7332-02235 | | 8B 8 
2ACA-12FSL9O_ | 7332-02225 | 8] 8.20 | 869 | a | 





Inline Orifice Tube 


Description: The orifice tube is found on an accumulator air conditioning system. It is the dividing point between high and low pressure sides of the 
refrigeration system. The orifice tube filters and restricts high-pressure refrigerant in the liquid line and meters refrigerant flow as a low-pressure liquid. It is 
located in the refrigerant line between the condenser outlet and the evaporator inlet. The tube should be replaced any time the air conditioning system is 
opened for service. 


a 
[rare - 





lOT-BLUE 7332-02785 3.50 88. 
|OT-ORANGE 7332-02795 a ee 


lOT-RED 7332-02805 3.90 88.9 


|OT-WHITE 7332-02775 a 
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aC] EAN) ye 
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Prod. 
No. 


PolarSeal® Couplings 


O-Rings for PolarSeal® Couplings 


Inside Diameter W Wall Thickness 


a ee ees 
acon | 7332-00265 | 


www.gates.com 


Weight (Lbs.) 
PG 
a 
pO 


05 





PolarSeal® II Couplings 


Weld On Hose End 


Prod. 
No. a (Lbs.) 


macerated 


8ACC-BHLE 7332-50925 13/32 a ee | 
LOACC-10HLE 7332-50935 
1 - - 5/8 12 14 


No. —EE (Lbs.) 


on ee 
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Ll 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 





C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 
SURELOK AIR 
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ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
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ACCESSORIES 


EQUIPMENT AND 
PARTS 


L2 


PolarSeal® II Couplings 








Y Splicer 


Prod. 
No. 


8ACC-8HLEY 7332-51135 
10ACC-10HLEY 7332-51145 
12ACC-12HLEY 7332-51155 


me SSS Weight bs 


6ACC-6MFA 7332-51355 #8 _____ 


8ACC-8MFA 7332-51365 
1OACC-10MFA 7332-51375 > 
12ACC-12MFA 7332-51385 





Male Flareless Assembly - 90° Bent Tube 


————EE Weight bs 


a ee 
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PolarSeal® II Couplings 





Male O-Ring (MOR) with Switch or Service Port - 90° Bent Tube 


No. aay 


8ACC-8MTON901345WPH 


No. Sa 
a ee 


6ACC-6MTON 7332-50525 5/16 


16ACC-12MTON 7332-50575 


12ACC-LOMTON45 7332-50615 719-14 


www.gates.com 


IN 
= 


Weight (Lbs.) 


7332-50695 13/32 3/4-16 


1116-14 





HOSE/CPLG. 
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FIELD 
ATTACHABLE G1 
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ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
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COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
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LOC, GLAND GLP 
COUPLINGS 
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COUPLINGS 
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ATTACHABLE G1 
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ATTACHABLE C5 
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ADAPTERS 
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DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


L4 


PolarSeal® II Couplings 


Male O-Ring (MOR) - 90° Bent Tube 


Prod 
No. 


:; 

12 | 

12 | 
5/8 1 1/16-14 , 


6ACC-6MTON180 7332-50895 5/16 5/8-18 
LOACC-10MTON180 7332-50905 7/8-14 


ron 
ms = \elgitt (Lbs. 
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SE 221 





Female O-Ring (FOR) with Switch or Service Port - 90° Bent Tube 


nies) 
es eight (Lbs.) 
| 86 


6ACC-8FTON134SPH90 7332-50505 3/4-16 
BACC-8FTON134SPH90 7332-50415 3/4-16 
BACC-8FTONSWP90 7332-50405 3/4-16 


OACC-8FTON134SPH90 7332-50485 3/4-16 oer 
3/4-16 ss 
7/8-14 ss 


20 
26 
al 
2] 
a 
39 
33 
32 
34 
34 
A2 
40 


pines | 
pea | 


Prod 
No. 


es eight Lbs.) 
6ACC-6FTON 7332-50015 9/8-18 
6ACC-8FTON 7332-50105 3/4-16 


BACC-8FTON 7332-50025 3/4-16 Sse 
8ACC-10FTON 7332-50115 7/8-14 Seige = 


10ACC-8FTON 7332-50085 3/4-16 


8ACC-6FTON 7332-50075 5/8-18 
- 7/8-14 


pee 
MACC-12FTON, | 7332-50065 | | 





11 
14 
19 
15 
21 
ad 
Pe 
38 
46 
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PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
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COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
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ED 


PolarSeal® II Couplings 


Female O-Ring (FOR) - 45° Bent Tube 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM/PCS Prod. | 
FERRULES No. Weight (Lbs.) 


6ACC-6FTON45 pe | 
MEGACRIMP 8ACC-B8FTON45 | 
COUPLINGS | | 10ACC-8FTONAS 1/2 
1OACC-1OFTON4S5 1/2 
sees 12ACC-10FTON4S5 5/8 | 
12ACC-12FTON4S 
16ACC-12FTONAS 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Weight (Lbs.) 


PCTS : 

ree COUPLINGS 
a, 
ATTACHABLE G1 
& G2 COUPLINGS 
‘ite 
ATTACHABLE C5 
COUPLINGS 

i 

siREtoe ae E 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


BALL VALVES es ees = *<lght (Lbs.) 


8ACC-20FTOMN 7332-51215 13/32 M20X1.5 
accessories)  L0ACC-27FTOMN 7332-51225 M27X2.0 


EQUIPMENT AND 
PARTS 
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PolarSeal® II Couplings 


Metric Female O-Ring (FOR) - 90° Bent Tube 


~ | oe Le 
ue es Cght (Lbs.) 


6ACC-18F TOMN90 7332-51235 5/16 M18X1.5 


8ACC-20FTOMN90 7332-51245 13/32 M20X1.5 ; 


17 
12ACC-27FTOMN90 7332-51255 M27X2.0 





Male Insert O-Ring (MIO) 


Prod 
No. 


12ACC-10MI0 


Weight (Lbs.) 


6ACC-6M1090 a 
fyoacc-emio90, iTS 7832-50875 | | 18 
2 


www.gates.com 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





L7 






HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


L8 


Prod, 
No. 


PolarSeal® II Couplings 


ce 6MIOBKHD 7332-50705 5/16 


Ghee LOMIOBKHD 7332-50725 
12ACC-10MIOBKHD 7332-50745 
16ACC-12MIOBKHD 7332-50735 


Male Insert O-Ring (MIO) Bulkhead 


1 1/16-14 


Weight (Lbs.) 


6ACC-6MIOBKHD90 7332-50755 5/16 5/8-18 —_—1___ 


8ACC-8MIOBKHD90 7332-50765 


10ACC-10MIOBKHD90 7332-50775 
12ACC-10MIOBKHD90 7332-50785 7 7/8-14 


6ACC-6HLES WP 7332-50955 
8ACC-SHLE 1345PH 7332-50985 13/32 FP 8 a 


8ACC-8HLEMSWP 


7332-50995 


Pp 


5/16 


13/32 


3/4-16 


7/8-14 ——— 


No. = (Lbs.) 


6ACC-6HLE134SPH 7332-50965 5/16 —= os cc —e—oa—oTSo 


Ea 


BACC-BHLESWP | 733250975 | Z| | 


www.gates.com 





PolarSeal® II Couplings 


Metric Female O-Ring (FOR) with Switch or Service Port - 90° Bent Tube 





6ACC-10FTOMN90134SPH 7332-51265 5/16 M10X1.5 a 
10ACC-24FTOMN90SPL 7332-51275 M24X2.0 


Metric Male Insert O-Ring (MIO) 


ocame 73325035 


dia ees eight (Lbs. 
po 
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COUPLINGS 


LOC, GLAND GLP 
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COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
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COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 





L9 


a — 
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C14 Couplings 





Male Pipe (NPTF - 30° Cone Seat) - Stainless Steel 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


con [fe] ng 
= SS es a Lbs 
ee esecte ce ene eer te ne Meee enlaces de td 
}4c14-4mP-sS | 7753-00015 | 306 | 48 | i418 | 916 | 147 | 373 | 102 | 29 | 06 
5C14-4MP-SS | _~—-7753-00025 | 14 | 64 | 1418 | 96 | 147 | 373 | 102 | 259 | 06 | 
}6C14-6MP-SS_ | _—‘7753-00035 ~| 5/16 | 79 | 38-18 | 16 | 163 | 414 | 108 | 274 | 09 | 
}8C14-6MP-SS | 7753-00105 =| 13/32 | 103 | 38-18 | 116 | 168 | 427 | 107 | 272 | 09 
acieawess | riszaones [aga | aoa | igae |e {asa {go {ag {as [as 
Ti |e eee ee 
paciwr s—| roms [3 [ase [ee [aan an en [aa [ate 
16C14-16MP-SS_ | _—-7753-00075_~| =—7/8 ~=| 22.2 | 1-112 | 138 | 256 | 650 | 165 | 419 | 42. | 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 





POLARSEAL Il 


Male Pipe (NPTF - 30° Cone Seat) - Brass — 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


acl4-2mP-B | 7753-10085 | 36_| 48 | e277 | ne | 2.26 =| 320 | 82 | 206 | 08 
acl4-amp-B | 7753-10015 | 36 | 48 | a8 | one | a7 | 37.3 | 02 | 259 | 06 
Sc14-amP-B | 7753-10025 | 4 | 64 | 8 | oe | tay | 37.3 | 02 | 259 | 06 
6cl4-6mP-B | 7753-20035 | 5/6 | 79 | 3818 | ne =| 163 | a4 | 108 | 274 | 09 
8C14-6MP-B | 7753-20105 | 13/82 | 103 | 3818 | 16 | 168 | 427 | 107 | 272 | oo | 
8Cl4-8mP-B | 7753-20045 | 132 | 103 | wei | 78 | 193 | 490 | 132 | 335 | 16 
a 
12c14-12MP-B | 7753-10065 | 58 | 15.9 | 3-4 | ne | 2.21 | 562 | 144 | 366 | 25 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 





LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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C14 Couplings 





Female J IC 37° Flare Swivel - Stainless Steel 


Thread |.D. 


Z 08 
32 


9 
12C14-12F X-5S 7753-00175 1 1/16-12 11/4 34.5 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


[mm [| | | mmf" | mm_|_{Lbs.) 
6C14-6FJX-B |= 7753-10145 | 5/6 =| 79 =| ~~ e-18 =| 34 S| Sg | 30.2 | 101 | 25.7 | 08 | 


12C14-12F] X-B 7753-10175 3/8 15.9 1 1/16-12 1 1/4 1.56 39.6 1,36 34.5 a2 








FIELD 
ATTACHABLE C5 


coURLiNGS Female J IC 37° Flare Swivel - 45° Bent Tube - Steel 


SURELOK AIR 
BRAKE 
COUPLINGS L 


ADAPTERS 


pe I.D. 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 





No. Sa in Sa |" [ mm {| "| mm {| "| mm (Lhs.) 
EQUIPMENT AND| | 4C14-4F) X45 7753-20495 | 36 | 48 | 76-20 | 916 | .41 | 104 | 169 | 429 | 1.25 | 318 | 06 | 


PARTS) [5c 14-5] X45 7753-20505 | 1/4 1/2-20 5/8 
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C14 Couplings 


Female J IC 37° Flare Swivel - 45° Bent Tube - Steel - Continued 


owe. | Mh caf [|e _|uge 
SS: _—_ a eT | ES 


8C14-8F] X45 

10C14-10F} X45 
12C14-12F] X45 
16C14-16F} X45 


13/32 
| 7753-20545 | 58 | 15.9 | 1yi612 | 114 | 90 | 229 | 392 | 996 | 315 | 800 | 46 | 
| 7753-20555 | 7/8 | 22.2 | 15/1612 | 142 | 143 | 287 | 477 | 1212 | 386 | 980 | 90 | 


Female J IC 37° Flare Swivel - 90° Bent Tube - Steel 





I Thread |.D. 


Prod, pao} ot | tb of c 

No. Comm mm mm | Ls.) 
}4C14-4F)X90 sf -7753-20565 | 3/16 | 48 | 76-20 | 96 | .71 | 180 | 142 | 361 | 1.00 | 254 | 06 
5C14-5F/X90 ——s|_—-7753-20575 | 14 | 64 | 12-20 | 58 | .88 | 224 | 155 | 394 | 1.06 | 269 | 08 
10C14-10F] X90 7753-20605 1 


31 
63 


16C14-16F} X90 7753-20625 7/8 722 1 5/16-12 Li 2.48 63.0 4.64 117.9 3.13 94.7 1,00 








Dual Seat Female J IC 37°/SAE 45° Flare Swivel - Stainless Steel 


Prod. 


Weight 
No. (Lbs.) 


SCI45F)SX-SS | 7753-00135 | a | 64 | 1-20 |e | on | 57 | 94 | 239 | o7 | 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 
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COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 
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STEEL 


POWER CRIMP 
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LOC, GLAND GLP 
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POLARSEAL 
COUPLINGS 


POLARSEAL Il 
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C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 





M3 






C14 Couplings 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL Aclear|s4-$8__|_r7sp00055_|_1a32_1_103_{_at¢_|_78_}_130_1_380_{_u3_{_287___15_ 
COUPLINGS 
fnecisaer|sxss | 773-0015 [78 | 22 | 1snew | 112 | 175 | 45 | 146 | 3721 | 50 


PCM /PCS 
FERRULES 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel - Brass 


MEGACRIMP 
COUPLINGS 


STAINLESS L 
STEEL — C 


POWER CRIMP 
COUPLINGS 








LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


No. [oom mim mm] Lbs.) 
}4C14-4F)SX-B | 7753-10125 | 306 | 48 | 76-20 | 96 | 95 | 241 | 79 | 201 | 05 | 
SC14-5FJSX-B | 7753-10135 -| = 4 | 64 | 20 | Se «=| sor | 257 -| 4 | 39 | 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD Female SAE 45° Flare Swivel - Brass 


ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 —e 


& C5E 
COUPLINGS —— — | 


SURELOK AIR yy 4 


BRAKE (— e— 45° 
COUPLINGS a 


ADAPTERS 


DISCONNECT No. meg pe te Lb 
aida at ae ae a ae ee ee 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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C14 Couplings 


Female SAE 45° Flare Swivel - 45° Bent Tube - Steel 


tO 1D. 





a a 
asm | same we ae | oer | ae] ac) a) ae] Ge oe ee 
eee ee ee ee! 
12C14-12FSX45 | 7753-20645 | 5/8 | 15.9 | 11/614 | 114 | 90 | 229 | 392 | 996 | 315 | 800 | 57 | 





Female SAE 45° Flare Swivel - 90° Bent Tube - Steel 


tO 1D. 


Ly = 


Na 





ciesrsxo0 | 71532065 | a [sa ina0 [se | —e6 | m4 [uss [34 | oe [250 | os 


8c14-eFSx90_ | 7753-20285 | 13/82 | 103 | 34-16 | 7/8 | 118 | 300 | 210 | 533 | 150 | 381 | 15 
roses [ssa [a Taree [ane Pat a ee er [an [eo a 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


M6 





C14 Couplings 


Air Brake Compression - Brass 


Sse rn ie adi a 


Straight Tube Assembly - Brass 


on 
renee —| msi a |e ae eee oe se 
acisastas [77531085 [se [as9 | ae [16 [aus [ae | o32 [20 boos [ts at 


SAE Male Inverted Swivel - Steel 
=i 
BE 





Prod re 
pec Ae ——————EE oe 
seam sam [ne |e [eae fw [ne [ae fr Poe [gs 


tbs ) 
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C14 Couplings 


SAE Male Inverted Swivel - 45° Bent Tube - Steel 


Thread O.D. | 





mi fff + [a | c_ [age 
Tom mm mm | Lbs.) 
}AC14-4MIX45 __|_7753-20355 | 3/16 | 4.8 | 7/16-24 | 716 | 76 | 73 | 185 | 199 | 506 | 153 | 389 | 06 _ 
}6C14-6MIX45 ——|_7753-20365 | 5/16 | 7.9 | 5/818 | 916 | 5/8 | 94 | 239 | 248 | 630 | 193 | 490] 11 
19 
2.67 





SAE Male Inverted Swivel - 90° Bent Tube - Steel 


Thread O.D. | 


se 





Weight 
(Lbs.) 


jp omm |" | mm | | mm | 
| 33.0 | 142 | 361 | 97 | 246 | 06 


Prod. 
No. 


ree 
4C14-4M1X90 7753-20385 | 3/16 


aia 
7/16-24 
5C14-5MIX90 7753-20395 | 


13/32 | 10. 
| 
58 | 15.9 


E24 
a6 
2.66 


as 
| 78 | 1116 | 2.66 | 


| mm _| 
| 4.8 | 
er 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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C14 Couplings 


Two-Bolt Flange Swivel - Brass (Steel Flange) - Laundry Flange 


a a bees 
2,00 59 | | 


ee ee 
an Wei 
2.00 








RA | — —— PEGE EEE EET FFT TET TEE ET TFET TT ET TI TT 
PEPE re Pree PEE Eee EEE PEP EE PE 
Ladbh bd hh dbhdddhesdbheeedhdeheseeeea 
POPP PEPPER rrr rr PrP rrr errr rr 















pa | et ie O | O 
Bo a ee 


PTA-45 | 7752-00455 | 3/6 || 48 | 38-24 | 14.50 | 3683 | 10000_—'| 2500 


C14 Assembly with Two Female Dual Seat) IC 37°/SAE 45° Flare Swivel 
(F) SX) Couplings-Steel 


PESTS ST TT OE STF TT OTT TTT OTT T TTT Te Tee? 

PEPE PEPE SEPP EPP PPP EET PP PrP errr? 

VEEEEEEC EEL ESTEE EE ESE TEC ERE ETE TET TET 

PPOPEPPP POPP PEPE EP EP PPE P ER EPR T TPP PPR 

rot | 
No, | mm | 


eed | mm 
10C 14-10F| SX-10F} SX-18 4479-0002 18.00 457.2 
10C.14-10F| SX-10F] SX-24 4479-0003 24.00 609.6 












Weight (Lbs.) 


10C14-10F| SX-10F| SX-30 4479-0004 30.00 762.0 
10C14-10F| SX-10F| SX-36 4479-0005 36.00 914.4 
: 


1.04 


10C.14-10F| SX-10F] SX-42 4479-0006 42.00 1066.8 


www.gates.com 





C14 Couplings 


C14 Assembly with Two Air Brake Compression (ABC) Couplings - Steel 


Soe 
wey yyy, Add ddddddeid ddd 
+444 CeCEA EECA FECL EEERTEL ECAR ETEHNG 

LPP PIP PPP Py 


Prod. 
No. 









ee ems Yegnt (Lbs. 


10C14-10ABC-10ABC-18 4479-0011 18.00 457.2 





10C14-10ABC-10ABC-24 4479-0012 24.00 609.6 


C14 Assembly with Two Straight Tube Assembly (STA) Couplings - Steel 
res ight (Lbs.) 


Pm 
1 -LOSTA- 4479-0013 18.00 4572 | 
10C14-10STA-10STA-24 4479-0014 24.00 609.6 
10C14-10STA-10STA-36 4479-0015 36.00 914.4 


0C14-10STA-10STA-18 









C14 One Straight Tube Assembly (STA) and One Air Brake Compression 
(ABC) Couplings - Steel 


aii smite rere 
4 erry cs errr rr TTT TT 
iad GEES EETEELELEELE REECE eee: 
NS rere ro P79 FP 
NO a 


| mm 
10C14-10STA-10ABC-18 4479-0016 18.00 457.2 [ee 
10C14-10STA-10ABC-24 4479-0017 24.00 609.6 a ae 
10C14-10STA-10ABC-36 4479-0018 36.00 914.4 fle 


10C14-10STA-10ABC-48 4479-0019 48.00 1219.2 










Weight (Lbs.) 
7 
a 
9 


1 
8 
3 
1.08 


12C14-12STA-12ABC-24 4479-0022 24.00 609.6 
12C14-12STA-12ABC-36 4479-0023 36.00 914.4 


12C14-12STA-12ABC-48 


4479-0024 





48.00 1219.2 
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a — 
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PCTS Thermoplastic Couplings (One-Piece) 


Male Pipe (NPTF - 30° Cone Seat) 


4 
4 


P+ 


ome | me | O fm fw]. fe 
No. SSS am ee Se imine aie 

2PCTS-4MP 

3PCTS-2MP | 7336-12005 | 3/6 | 48 | 1827 | 6 | 194 | 493 | 108 | 


spcTs-amp_— | 7336-12015 | 36 | 48 | ums | ine | 213 | 541 | 127 | 323 | 


Male Pipe Swivel (NPTF - Without 30° Cone Seat) 


NOT TO BE USED AS A LIVE SWIVEL. 


apcrs-2mpx | 7337-11985 | ue | 32 | wee | 12 | 232 | 193 | 490 | 133 | 338 | O7 
3PcTs-2mPx | 7337-12005 | 36 | 48 | 1827 | 2332 | 2382 | 250 | 635 | 150 | 381 | o7 


aecTs-amex | 7337-12015 | 3/16 | 48 | 1418 | 2332 | 2382 | 272 | 691 | 186 | 472 | 09 | 





Hi =H2 
me _ |e Leelee 


fe ren ee as ev 
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POWER CRIMP 
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LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
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POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
alee Le 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
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Nl 






PCTS Thermoplastic Couplings (One-Piece) 





HOSE 


satveare Female J IC 37° Flare Swivel - 90° Bent Tube 
SELECTION 
. 
<—— cc Thread |.D. 
a | 
7 oe a 
PCM/PCS 4 
may 
MEGACRIMP 
= OP mi we) or | tfc | Weight 
(Lbs.) 
58 15 


[mm |" |." |" | mm |" | mm |" | mm | 
STEEL 


5 
3PCTS-4F] X90S 7338-12695 3/16 4.8 7/16-20 9/16 18 19.8 2.45 62.2 1 
oe Dual Seat Female J IC 37°/SAE 45° Flare Swivel - 45° Bent Tube 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 
POLARSEAL Il 
COUPLINGS 





40.1 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


ome) rm [m[ «|_| wap 
No. [mm [| dT dd mm mm | __—CLS.) 
2PCTS-4F)SX || 7338-11995 | us | 32 | 7620 | 12 | 58 | 173 | 440 | 112 | 285 | 06 | 


3PCTS-4F/SX | 7338-12005 | 3/6 | 48 | 716-20 | 916 | 5 | 223 | 566 | 116 | 295 | 12 | 





FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
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Field Attachable Type T for G1 Hose (1 Wire) 


Male Pipe (NPTF - 30° Cone Seat) 


Way 


L C 


mm mm | (Lbs.) 
4 | 64 | 1/827 58.4 
4 | 64 |  1/4-18 
3/8 
8C1T-6RMP 
8C1T-8RMP 


ea, 
60 
ee 
Thread 
O.D 
phere 





pec, | Mae | Of mm | om | | tf ie (Lbs.) 
AC1T-4RMPX | 7231-2245 | 14 | 64 | 1418 | 76 | 78 | 318 | 9808 | 217 | 551 | 21 | 
95 


sciT-eRMPx | 7231-2265 | ye | 127 | wei | 34 | 1 | 399 | 1014 | 263 | 668 | 48 


Male O-Ring Boss 


Thread OD. | 





m fm] it |e | weg 
Saas pps) 


ae ee ee 
315 


awa 
| 96-18 | tyne | 252 | 640 | 124 | 


6C1T-6RMB 
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DISCONNECT 
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BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





O1 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 
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THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


02 






Field Attachable Type T for G1 Hose (1 Wire) 










Male O-Ring Boss - Continued 


oe LO fm tet 
—— oe oe 
Scie _ | 78 


— 
6C1T-8RMB 7/8 | 
pevante ——[—naveans | ar_[a[—atas[ ie [at [as [ast [es 
[@C1T-10RMB_ | 7231-22285 =| 1p | 127 | 7714 | 1 | 3 | 790 | 176 | 





Male J IC 37° Flare 


Thread I.D. | 


(cau | 


s7° 


ee 
ectranmy | rratzmes [ap [a7 | ate [au 30s is | am | a2 | ae 
cranny | 2005 [ae [7 | ew | east Pet [is | ae 


Female J IC 37° Flare Swivel 


I Thread |.D. 





Pa ce fe[ [ec | gee 
peer | Mat | Of om {mj} jc (Lbs.) 


scianejx _{_mag1-elzis_|_ve_| a7 |_swié_| ian |__| 328 | 23} Lao {481 | 4a 
fecit-uorf|x_}_rzsi-ia0_| we _{ 27 | 11 | agn6 | tané | 334 | eee | 1g | 506 | 49 
sciraseejx | naam [1 [25a | asaeae | 13e [119 [390 [sea [222 | sea | an 





www.gates.com 






UU Field Attachable Type T for G1 Hose (1 Wire) 


Female J IC 37° Flare Swivel - 45° Bent Tube 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


[ae 
—_ -—> GLOBALSPIRAL 


| COUPLINGS 


37° PCM /PCS 
FERRULES 





MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


ma m [mm] 1 | 1 |e [neg 
No. pm am mm mm | Lb.) 
ACIT-4RFJX45 | 7231-22545 | 14 | 64 | 7/1620 | 38 | 916 | 33 | 84 | 280 | 71 | 179 | 455] 16 | 


OCIT-6RFJX45 | 7231-22555 | 38 | 95 | 916-18 | 12 | 16 | 39 | 99 | 337 | 856 | 179 | 455 | 31 | 
2CIT-12RF|X45 | 7231-22575 | 3/4 | 19.1 | 116-12 | 14 | 114 | 78 | 198 | 470] 1194 | 3.16 | 803 | 89 | 


POWER CRIMP 
COUPLINGS 





LOC, GLAND GLP 
COUPLINGS 


Female J IC 37° Flare Swivel - 90° Bent Tube 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


[ Thread I.D. 
—— C14 COUPLINGS 





PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
mm ATTACHABLE C5 
cai 

| COUPLINGS 


eal 
69 | 683 
28 | 83.3 


| mm | 
| 683 | 
fF 033. | 
| 90.9 | 231 | 587] 
| 98.1_ | 
1096 | 
| 116.6 | 


- - , 2 
6C1T-6RF] X90 | 6 | 3 
6C1T-8RF X90 3/8 5/8 | | 
8C1T-8RF] X90 | | 
8C1T-1ORF X90 1/2 3/4 | | | 


SURELOK AIR 
BRAKE 
COUPLINGS 


98.1 
12C1T-12RF| X90 7231-22705 | 3/4 | 19.1 11/4 | 46.2 116.6 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 
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COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


04 


8C 2AT-6RMP 
8 
8 


ane 


Male Pipe Swivel (NPTF - Without 30° Cone Seat) 





SC2AT-BRMPX | 7231-22515 | U2 | 127 | weld | 3/4 





Field Attachable Type T for G2 Hose (2 Wire) 


Male Pipe (NPTF - 30° Cone Seat) 


Way 


pc | wage 


Laue ids 


ae oes 
1/8-27 
1/4-18 


es mi 
14 
12.7 
91 | 3414 | tine | 319 | e10 | 165 | a9 | 64 
MC2AT-16RMP_ | 7231-81227 | 1 | 25.4 | tte | 138 | 378 | 960 | 204 | 518 | 12 | 


H1 H2 = 
ee Oe Te 
ce (OA GL GC TL 


| mm | 
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Field Attachable Type T for G2 Hose (2 Wire) 





Male O-Ring Boss 


Thread OD. | 





SSS 

[mm mmm |i.) 

6C2AT-6RMB | 7231-22355 | 3/8 | 95 | 96-18 | 116 | 252 | 640 | 128 | 325 | 27 | 
3/4-16 





Male J IC 37° Flare 


Thread I.D. 


4 


eater ae 


[mm mm fmm |i bs.) 
6C2AT-6RM 
8C2AT-8RM | 7231-22045 | 12 | 127 | 34-16 | 34 | 305 | 775 | 163 | 414 | 48 








Female J IC 37° Flare Swivel 


[ Thread |.D. 


me {s-) 


AC2AT-SRFJX | 7231-81230 | 14 | 64 | 12-20 | 16 | 16 | 258 | 655 | 157 | 399 | 18 | 


3 
BC2AT-ORFJX | 7232-81233 | 2 | 127 | 34-16 | 136 | 78 | 3.24 | 823 | 182 | 462 | 46 | 
L2C2AT-12RF)X | 7232-81235 | 34 | 91 | 11612 | 1e | 12 | 345 | 976 | 191 | 485 | 66 | 
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HOSE/CPLG. 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
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LOC, GLAND GLP 
COUPLINGS 
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COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 
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COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 





FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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ret [| Oo 
No. mm | 


Field Attachable Type T for G2 Hose (2 Wire) 







Female J IC 37° Flare Swivel - Continued 


Weight 
(Lbs.) 


[es] 


| 69.6 | 3.01 


2.14 


me | ee | OL [mlm 
No. 


L 
mm mm mm | bbs.) 


| mm 
AC2AT-4RF)X45 | 7231-22595 | 14 | 64 | 706-20 | 38 | 96 | 33 | 84 | 280 | 722 | 173 | 439 | 16 
6C2AT-ORFJX45 | 7231-22605 | 3/8 | 95 | 916-18 | 12 | 16 | 39 | 99 | 337 | 85.6 | 214 | 544 | 30 | 
L2C2AT-12RF)X45 | 7231-22625 | 3/4 | 19.1 | 11/0612 | 7/8 | 114 | .78 | 198 | 470] 1194 | 316 | 803 | 90 | 





Female J IC 37° Flare Swivel - 90° Bent Tube 





1/4 
3/4 


19.1 | 11/16-12 


www.gates.com 


I Thread |.D. 


Prod. 
No. 


4C 2AT-4RFFORX 7231-14105 


Female Flat-Face O-Ring Swivel - 45° Bent Tube 


AC2AT-ARFFORX45S | 7231-14305 | 14 | 64 | 9716-18 | 3/8 | 976 | 68 | 173 | 269] 683 | 162| 412] 16 | 


6C 2AT-ORFFORX45S 7231-14325 





SC2AT-ORFFORXA5S | 7231-14345 | 12 | 127 | 13/1616 | 5/8 | 7/8 | 109 | 27.7 | 386 | 981 | 242| 615 | 46 | 


3/4 | 19.1 | 113/16-12 | 7/8 | 11/4 


12C2AT-12RFFORX45S 7231-14365 


ees skin | bee 
ud 
3.37 | 856 | 194 | 493 | 46 






Field Attachable Type T for G2 Hose (2 Wire) 


Female Flat-Face O-Ring Swivel 
SAE | 1453 O-Ring Face Seal. 





SAE | 1453 O-Ring Face Seal. 









— C 
Nery = 


11/16-16 


www.gates.com 


ca | w wi 
a sae (Lbs.) 


1.82 
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HOSE/CPLG. 
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Field Attachable Type T for G2 Hose (2 Wire) 


Female Flat-Face O-Ring Swivel - 90° Bent Tube 


SAE | 1453 O-Ring Face Seal. 


om ife| fey 
pm mm i | 
care ae oe mee | oe foe fe tet ees eat 


www.gates.com 






Field Attachable for CSCXH, C5C, CSD & C5M Hose 


Male Pipe (NPTF - 30° Cone Seat) - Steel 


DOT FMVSS 106-74 Type All. 


pes, | Rh 
— 


| mm | 
C5-2RMP 
|4c5-4RMP |= 7236-04025 | 3706 =| 4.8 | 
[SCSX-2RMP | 7287-00245 | 1a | | : 
SCSX-4RMP |= 7237-00155 | 1/4 | 64 | 1418 | 96 | 196 | 498 | 119 | 302 | 0 | 
20 
: 
04085 
-04095 : 
-00235 : 
-00245 : 
: 


| er? | | 64 | a7 | 94 | 239 | 08 


u 


1/4 
1/4 
| 

| 3-4 | 1s | 271 | 688 | 153 | 389 | 60 
16C5-16RMP 7236-86413 718 


2 
2 
3 
3 
2 
2 


16C5-12RMP 7236-86412 


Male Pipe (NPTF - 30° Cone Seat) - Brass 


DOT FMVSS 106-74 Type All. 


Ear} 


8C5-8RMPB 
10C5-8RMPB 
12C5-12RMPB 
16C5-16RMPB 


12.7 
1-111/2 


www.gates.com 
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Pl 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 
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FERRULES 


MEGACRIMP 
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STAINLESS 
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P2 










Field Attachable for CSCXH, C5C, CSD & C5M Hose 


Male J IC 37° Flare - Steel 


Thread I.D. 


0D, 


[= [mm fmm |__(tLbs.) 
| 79 | 45.5 | 109 | 277 | 08 
SCSX-5RM) ss |_~—7237-00655 =| = S| 4 | 20 
5a 
67 


a 
ee ne al 


12CSX-12RMJ | 7237-00695 | 5/8_| 15.9 | 11612 | 1116 | 334 | 848 | 178 | 45.2 | 52 


Female J IC 37° Flare Swivel - Steel 
DOT FMVSS 106-74 Type All. 






[ Thread |.D. 


20C5-20RF] X 


32C5-32RF] X 7238-86396 1 13/16 46.0 2 12-12 2 1/2 27/8 4.99 126.8 2.12 69.1 2.14 
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Field Attachable for CSCXH, C5C, CSD & C5M Hose 


Female J IC 37° Flare Swivel - Brass 


HOSE/CPLG. 
DOT FMVSS 106-74 Type All. SELECTION 


I Thread |.D. 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 





PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


12C5-12RFJXB | 7238-04085 | 5/8 | 159 | 11612 | 114 | 114 | 350 | 889 | 194 | 493 | 68 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 


COUPLINGS 
POLARSEAL 
COUPLINGS 
POLARSEAL II 
COUPLINGS 
C14 COUPLINGS 
PCTS 
COUPLINGS 

pes, =| Mp | OO | ms fa] we | or | 

LET FIELD 

9/16-18 ATTACHABLE G1 

eee 

frecs-rerF}xa5 | 7235-86468 | 18 | 222 [ isnei | - | 112 | 88 | 224 | 403 [ 1024 | 294 [ mal | 
FIELD 
ATTACHABLE C5 
COUPLINGS 

0 7 0 
Female J IC 37° Flare Swivel - 90° Bent Tube - Steel 


DOT FMVSS 106-74 Type All. SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


peg I.D. 
——<——— QUICK 
DISCONNECT 
COUPLERS 
_v¥_ ft 


T : 
| \ LIVE SWIVEL 





BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





2285'||. 500). 1335 |), 33.8 02 
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P4 









Field Attachable for CSCXH, C5C, CSD & C5M Hose 


Female J IC 37° Flare Swivel - 90° Bent Tube - Steel - Continued 


oe | Mae | O [mm [mpfr [oe [cng 
& a (Lbs.) 


2C5X-12RF] X9OL 


N 

12C5X- 1 1/16-12 
16C5- 7 

1 ] 


| 
M6C5-16RF)X90_ | 7235-86475 | 7/8 | 222 | 15/612 | — | 142 | 216| 549 | 3.95 | 1003| 2.76] 701 | 94 
M6C5-16RF)X90L__— | 7235-86482 | 7/8 | 222 | 15/612 | — | 142 | 434| 110.2 | 3.95 | 1003] 2.76] 701 | 106 
18 | 286{ 15-12 | - | 2 | 550 | 1397 | 5.26 | 1336| 3.99 | 988 | 2.20 | 
[20c5-20RF)x90S_ | 7235-20265 | 148 | 286] 15/12 | — | 2 | 275| 699 | 5.07] 1288] 3.70] 940 | 189 


Male SAE 45° Flare - Steel 


Thread I.D. | 





y 
H1 
a 


12c5x-12RMS | 7237-00765 | 5/8 | 159 | 11614 | 11n6 | 350 | 889 | 194 | 493 | 60 | 


Male SAE 45° Flare Inverted Swivel - Steel 


DOT FMVSS 106-74 Type All. 


Thread O.D. | 





eee 
mm [mm mm | CLs.) 
| 64 | 5818 | 12 | 58 | 259 | 658 | 182 | 462 | 90 | 


pes, | ak 
Le 


5C5X-6RMIX 
6C5-5RMIX | 220 | 2 | mw | 260 | 660 | 165 | 419 | 14 
6C5-6RMIX 
6C5-8RMIX 7235-01055 7.9 5/8 ; , Li 

10.3 51.1 
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Field Attachable for CSCXH, C5C, CSD & C5M Hose 


Male SAE 45° Flare Inverted Swivel - 45° Bent Tube - Steel 


Thread O.D. | 


| 
45 


ee 





at 

mm [mm mm mm | Lbs.) 

JAC5-4RMIX45 | _7235-05005 | 3/16 | 4.8 | 716-24 | 716 | 716 | 62 | 158 | 218 | 554 | 148 | 376 | 10 
}6C5-6RMIX45 _—=——f|—7235-05015 | 5/16 | 7.9 | 5/-18 | 12 | 58 | 94 | 239 | 303 | 77.0 | 209 | 531 | 17 | 





Male SAE 45° Flare Inverted Swivel - 90° Bent Tube - Steel 


DOT FMVSS 106-74 Type All. 


Thread O.D. 


Prod. MN 
ve | 
: 7 


aed 
2 


7/16 
7/16 
[2 
[8 

8 


i 
24 


raC5x-6RMIX90-043 | 7237-01295 | 13/32 | 103 | 5@18 | 58 | 58 | 169 | 429 | 281 | 714 | 


7/16 
1/2 
3/8 
3/4 
3/8 
3/4 


1.78 | 45.2 | 2.90 | 73.7 


8C5X-8RMIX90-045 7237-01305 | 13/32 | 10.3 |  3/4-16 
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Po 
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DISCONNECT 
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Field Attachable for CSCXH, C5C, CSD & C5M Hose 








Female SAE 45° Flare Swivel - Steel 


DOT FMVSS 106-74 Type All. 


tO 1D. 


818 | 1 


83.9 | 1.94 


Female SAE 45° Flare Swivel - Brass 
DOT FMVSS 106-74 Type All. 


12C5-12RFSXB_ | 7238-04055 | 5/8 | 159 | 1614 | 114 | 114 | 350 | 989 | 194 | 493 | 66 


maf] + |u| ec [wg 
Tom mm mm | EL bs.) 
5/8-18 


L2C5X-12RFSX45S | _7237-00835 | 5/8 | 15.9 | 14i6-14 | 7/8 | 114 | 74 | 188 | 4.27 | 1085 | 271 | 688] 66 | 
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Field Attachable for CSCXH, C5C, CSD & C5M Hose 


Female SAE 45° Flare Swivel - 90° Bent Tube - Steel 


tO 1D. 





ret | © [iv [mf lr |e |e _ [agp 
No. mm om mm om | Lbs.) 
f6C5-6RFSX90 sss 7235-04915 | 5/16 | 7.9 | 58-18 | 12 | 3/4 | 84 | 213 | 228] 579 | 133] 338] 19 | 


L2CSX-12RFSX90S | 7237-00845 | 5/8 | 15.9 | 11t6-14 | 78 | 14 | 181] 46.0] 472] 1199 | 2.66] 676] 70 





Dual Seat Female J IC 37°/SAE 45° Flare Swivel - Steel 


DOT FMVSS 106-74 Type All. 


SCOX-ARFJSX | 7237-00875 | 14 | 64 | 7/1620 | 96 | 96 | 2.05 | 521 | 128 | 325 | 10 
SCOX-SRFJSX | 7237-00885 | 14 | 64 | 12-20 | 16 | 16 | 211 | 536 | 134 | 340 | 14 | 
BC5X-BRFJSX | 7237-00905 | 1332 | 103 | 34-16 | 7/8 | 78 | 275 | 699 | 163 | 414 | 28 | 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


P8 


Field Attachable for CSCXH, C5C, CSD & C5M Hose 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel - 45° Bent Tube - Steel 


DOT FMVSS 106-74 Type All. 


rafel + [|e Juco 
mm mm | mm | (Lbs) 
ACS-4RFJSX45 sss _—7235-20005 | 3/16 | 4.8 | 7/16-20| 7/16 | 96 | 34 | 86 | 1.90] 483 | 121] 307| 06 
ISCSX-SREJSK45S ss _—7237-00945 | 1/4 | 64 | 1/2-20 | 7/16 | 58 | 38 | 97 | 211 | 536 | 134] 340] 16 


re [© [mi [afel 

No. Tam om 
AC5-ARFJSX9O | 7235-20105 | 36 | 4.8 | 716-20 | m6 | 916 | 69 | 175 | 178 | 45.2 | 1.08 | 
AC5-ARFJSX9OL | 7235-20205 | 3/16 | 4.8 | 7/16-20 | 7/6 | 9/16 | 1.81 | 46.0 | 1.78 
SSC5X-SRFJSX90S | 7237-01005 | 1/4 | 64 | 12-20 | 76 | 5/8 | .78 | 198 | 2.02 
SSCSX-BRFJSX9OL =| 7237-01035 | 1332 | 103 | 3/416 | 5/8 | 7/8 | 2.44 | 62.0 
2.19 
3.41 
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Field Attachable for CSCXH, C5C, CSD & C5M Hose 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel - Brass 


DOT FMVSS 106-74 Type All. 


pew, | Mae | Of im] mf | | (Lbs.) 


SCS-SRF/SXB_—|—7238-04005_ | 1d | 64 | 2-20 | 16 | 16 | 211 | 536 | 134 | 340 | 15 
8CS-RF/SXB_—|—7238-04015_ | 1332 | 103 | 3/416 | 78 | 78 | 275 | 699 | 163 | 414 | 32 
44 





Male O-Ring Boss - Steel 


DOT FMVSS 106-74 Type All. 


Thread OD. 


I 





a 
ia a er:  (Lbs.) 
AC5-4RMB | 7236-86451 | 3/16_—| 48 | 76-20 | 5/8 | 166 | 422 | 94 | 239 | 8 





Female Flat-Face Swivel - Steel 


DOT FMVSS 106-74 Type All. 
SAE | 1453 O-Ring Face Seal. 


Thread I.D. 









H2 
ome] Me LO Tm fel] [|v 
No a om om] lbs.) 
AC5-4RFFORX ——s|_—7238-01505 | 3/16 | 48 | 96-18 | 96 | 116 | 207 | 526 | 132 | 335 | 15 | 
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PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
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SURELOK AIR 
BRAKE 
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ADAPTERS 
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DISCONNECT 
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LIVE SWIVEL 


EQUIPMENT AND 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
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LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 
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Pols 
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COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
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COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
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EQUIPMENT AND 
PARTS 
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Field Attachable for CSCXH, C5C, CSD & C5M Hose 


Female Flat-Face Swivel - Steel - Continued 





Female Flat-Face Swivel - 45° Bent Tube - Steel 
SAE | 1453 O-Ring Face Seal. 


[~ 1D. 





fw) or | te 


po ft mm | mm mm mm 
ACS-ARFFORKAS [7235-05275 | 3/6 | 48 | 9618 | we | 16 | 41 | 104 | 242 | 615 | 167 | 424 | 06 | 





Female Flat-Face Swivel - 90° Bent Tube - Steel 
SAE | 1453 O-Ring Face Seal. 





Thread |.D. 


ECS-6RFFORX90S | 7235-05305 | 5/16 | 7.9 | 5/818 | 12 | 1316 | 90 | 229 | 277 | 704 | 182 | 462 | 20 
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Field Attachable for CSCXH, C5C, CSD & C5M Hose 


SAE Male Flareless Assembly - Steel 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


nin SS SSeS |" {| mm |" umm 
[AC5-4RMFA ——s—s| 7236-04855 | 3716 | 48 | 76-20 | 12 | 96 | 181 | 460 | 106 | 269 | 33 | 
[SC5X-5RMFA =| _—7237-01325 + | 14 | 64 | 12-20 | 9of6 | 58 | 191 | 485 | 112 | 285 | 35 | 
36 
52 


ss soi, 
| 9/6 _ | 


STAINLESS 
STEEL 


| 76-20 | 916 | 96 | 203 | 526 | 113 | 287 | 36 
SC5X-EAMFA | 7237-01355 | 13/82 | 10.3 | 34-16 | 136 | 7/8 | 252 | 640 | 137 | 348 | 52 | 


POWER CRIMP 
COUPLINGS 





LOC, GLAND GLP 
COUPLINGS 


Female Air Brake Swivel - Steel 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


re [| O [mate « |< _ | vem 
No. [mm | |" | * |" | mm |" | mm | Lbs.) 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


fet [| | my | mf we | 1 | ic _| ign 
Noo om mm mm |__—L bs.) 





ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 
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DISCONNECT 
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EQUIPMENT AND 
PARTS 
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Field Attachable for CSE Hose 







Male Pipe (NPTF - 30° Cone Seat) - Steel 


DOT FMVSS Type Al (No mandrel required). 


No. Jom mmm |_ Lbs.) 
JAC5E-4RMP SS s|Ss7236-00765 | 3716 | 48 | 4-18 | of6 | 175 | 445 | 1.03 | 262 | 07 | 
SCSE-4RMP Ss Ss7236-00775 | 4 =| = 64 | 8 =| Ste S| 76 | 447 | 96 | 244 | 
}I6C5E-16RMP_ | ~—7236-00855 | 7/8 =| 222 | 14112 | 138 | 280 | 71 | 174 | 442 | 80 | 
}20C5E-20RMP sss Ss] 7236-00885 | 11/8 | 286 | 11/411 | 13/4 | 292 | 742 | 180 | 457 | 80 


Female J IC 37° Flare Swivel - Steel 
DOT FMVSS Type Al (No mandrel required). 


[ Thread |.D. 


eee 
mm [mm mm | EL bs.) 
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Field Attachable for CSE Hose 


Female J IC 37° Flare Swivel - 45° Bent Tube - Steel 


DOT FMVSS Type Al (No mandrel required). 


I Thread |.D. 







mlm] + | + |e [mop 
[mm |" |". |" [mm [* [mm |" | mm | (Lbs.) 
9/16-18 


Female J IC 37° Flare Swivel - 90° Bent Tube - Steel 


DOT FMVSS Type Al (No mandrel required). 


[ Thread |.D. 


|. 
\ 
= | 
we | te | Of [mf | we 
No mm om om mm |_(Lbs.) 


2C5E-12RF)X90__ | 7235-00265 | 5/8 | 15.9 | 1116-12 | 7/8 | 114 | 181| 460 | 358| 909 | 244 | 62.0 | 60 | 
GCSE-16RF)X90__— | 7235-00285 | 7/8 | 22.2 | 15/1613 | — | 112 | 216] 549 | 3.72] 945 | 266] 67.6 | 170 | 
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Field Attachable for CSE Hose 











ae Female SAE 45° Flare Swivel - Steel 


SELECTION DOT FMVSS Type Al (No mandrel required). 


G8K COUPLINGS 


Thread I.D. 
GLOBALSPIRAL I 
COUPLINGS aes 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


— re [| O [om [mle le [| c_| va 
0 em (bs.) 
POWER CRIMP 


COUPLINGS 


LOC, GLAND GLP 


ne Female SAE 45° Flare Swivel - 45° Bent Tube - Steel 


POLARSEAL DOT FMVSS Type Al (No mandrel required). 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


te 1D. 





C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


Desc prod | | mM [wa] we] ot | tk |e __| Weight 
0. L 
ATTACHABLE C5 mm Cf mm [mm | | mm | _(Lbs.) 


eee) ieee Paes] 
& C5E 5/16 2 | 3/4 
eae 5/8 18 | 114 |_.78 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Field Attachable for CSE Hose 


Female SAE 45° Flare Swivel - 90° Bent Tube - Steel 


DOT FMVSS Type Al (No mandrel required). 





—_ 1D. 


Na 


Ce 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel - Steel 


DOT FMVSS Type Al (No mandrel required). 







Weight 
(Lbs.) 


2C5E-12RFSX90_ 7235-00275 | 5/8 | 15.9 | 11614 | 7/8 | 11/4 | 181 | 46.0] 358] 909 | 244] 620] 53 | 





Dual Seat Female J IC 37°/SAE 45° Flare Swivel - 45° Bent Tube - Steel 


DOT FMVSS Type Al (No mandrel required). 


Prod. 
No. 


4AC5E-4RFJ SX45 7235-20405 3/16 
8C5E-8RFJ SX45 7235-20435 | 13/32 
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HOSE 
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ATTACHABLE C5 
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Field Attachable for CSE Hose 


Dual Seat Female J IC 37°/SAE 45° Flare Swivel - 45° Bent Tube - Steel - Continued 





Dual Seat Female J IC 37°/SAE 45° Flare Swivel - 90° Bent Tube - Steel 


DOT FMVSS Type Al (No mandrel required). 





_ 
ore | © [imifmfwel + |e | c_ [vgn 
0 TT (HS. 





ACSE-ARFJSX9O | 7235-20305 | 3/16 | 48 | 7/16-20| 2 | 916 | 69 | 175 | 172 | 437 | 100} 254| 08 | 


8C5E-8RFJ SX90 7235-20315 | 13/32 | 10.3 3/4-16 11/16 | 7/8 | 1.09 | 27.7 | 254 | 645 | 154 | 391 29 





Male SAE 45° Flare Inverted Swivel - Steel 


DOT FMVSS Type Al (No mandrel required). 


Thread O.D. | 


ul 
45 


ee 





SCSE-SRMIX | 7235-02865 | U4 | 64 | 1220 | we | yw | 226 | 574 | 145 | 368 | 09 
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Field Attachable for CSE Hose 


Male SAE 45° Flare Inverted Swivel - 45° Bent Tube - Steel 


DOT FMVSS Type Al (No mandrel required). 






Thread O.D. “I 


| 
45 


a 


Male SAE 45° Flare Inverted Swivel - 90° Bent Tube - Steel 


DOT FMVSS Type Al (No mandrel required). 


Thread O.D. 
ee 1 
ae 





Prod. 
No. 


AC5E-4RMIX90 7235-02805 
5C5E-5RMIX90 7235-02815 1/2-20 


6C5E-5RMIX90 7235-02825 | 5/16 1/2-20 
6C5E-6RMIX90 7235-02835 | 5/16 1/2 


8C5E-8RMIX90 7235-02845 13/32 || «0.3 
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Field Attachable for CSE Hose 








eeaeear SAE Male Flareless Assembly - Steel 
SELECTION DOT FMVSS Type Al (No mandrel required). 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS|  [4C5E-4RMFA_—|—7236-04955 | 316 | 48 | 7/1620 | 12 | 96 | 168 | 42.7 
STEEL) |5C5E-SRMFA__— | 7236-04965 | a =| 6.4_| 12-20 | 96 | 5/8 | 172 | 437 | 
36 
POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARCER Parker Triple Thread Female Swivel - Steel 
ME hes DOT FMVSS Type Al (No mandrel required). 





POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


M6CSE-16RFZX —|_7238-01075_| 7/8 | 222 | 15/1614 | 112 | 112 | 274 | 696 | 168 | 427 | 59 | 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 
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ADAPTERS 


QUICK 
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Field Attachable for CSE Hose 


Special Flange - 90° - Engine Oil Connection (Code 61 2 Bolt) - Steel 


DOT FMVSS Type Al (No mandrel required). 


— 


Peas 


www.gates.com 
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SureLok™ Air Brake Couplings 


Air Brake Plugs 


HOSE/CPLG, 
, . SELECTION 
Recommended For: Compressed air as a connector on all air brake systems at locations other than between chassis frame and axle or between towed and 
towing vehicle. Also as a connector on all air operated systems as applicable to suspension, steering, engine, transmission and auxiliary mechanisms. 


Fittings and tubing comply to D.O.T. FMVSS 106, mandatory requirements for inch tube fittings is U.S.A., Society for Automotive Engineers (SAE J 1131, 
inch tube and fittings) and meets DIN 74324 and German TUV requirements (metric tube and fittings). 


Temperature Range: -40°F to +200°F (-40°C to +100°C). GLOBALSPIRAL 


COUPLINGS 





< L >| 


PCM /PCS 
FERRULES 
MEGACRIMP 
COUPLINGS 


co aa me elgnt Lbs.) 
| | 


26.4 
BAB-PLUG 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


No: es eight (Lbs.) 
a 10 


3/16 


SURELOK AIR 
SANs 
COUPLINGS 





ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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SureLok™ Air Brake Couplings 





Air Brake to Male Pipe 
HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP . 
COUPLINGS Prod. lO ANN L 
pe, | a Weigh Lbs 


STAINLESS 7250-00915 rsd 

oe 7250-00925 ae 
7250-14545 PF 

POWER CRIMP 7250-00775 ae 
eehene 7250-14555 8s 
7250-00785 ae 

LOC, GLAND GLP 7250-00795 = Ae = 
ere 7250-00805 [ale 
7250-00815 FO 

POLARSEAL 7250-00825 a 
7250-00835 a ae 

7250-00845 a ae 

ace 7250-00855 Pa 
7250-00865 Pa 

7250-00875 ee 

ts 7250-00885 a ee 
7250-00895 a 

PCTS 7250-14565 a ae 

ree COUPLINGS 7250-00905 3/4 3/4-14 61 | 86 


1/2 
1/2 
18 
18 
18 
[8 


04 
10 
1 
Od 
15 
15 
15 
20 
20 
16 
14 
14 
Zo 
30 
28 
32 
36 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


tO 
SAGs 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


Prod. IO T L 
pec, | yah | Te ft ft veges 
| 1430 | 


Sia Seal 
14,30 
aap-anpas | raso.oooas | ue | ate | 1430 | s8 | 249 | 197 | 75 [08 
seman 
Pats 
[8 19 : 12 





6aB-oMP45 | 7250-00975 | 8 | 3-8 | 9 | a2 | 285 |e | 564 | 
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SureLok™ Air Brake Couplings 


Air Brake to Male Pipe - 45° - Continued 


bee | te (OT Mi wl or Tt 
NO a re ems 9 (LDs.) 


6AB-8MP45 7250-00985 | 
8AB-6MP45 7250-01005 22 16 
eaB-8mP45  —ss—s|_~—s7250-01015 ~=| 1p | i214 | 2 &2| 130 | 330 | 260 | 66.0 | 18 
10AB-6MP 45 7250-01025 5/8 3/8-18 7] 1.02 25.9 2.48 63.0 30 










12AB-8MP 45 7250-14575 3/4 


12AB-12MP 45 7250-01045 


1/2-14 25.40 1.30 33.0 2.82 71.6 


36 
3414 | 27 | gt | 485 | 3.92 | 996 | 


Air Brake to Male Pipe - 90° 


(Fe alee atl 
|e | 827 


Prod. 
No. 
2,5AB-2MP.90 7250-01195 


2AB-2MP.90 7250-14585 
3AB-2MP.90 7250-01055 
4AB-2MP90 7250-01065 

AB-4MP.90 7250-01075 
4AB-6MP 90 7250-01085 
4AB-8MP 90 7250-14595 
6AB-2MP90 7250-01095 
6AB-4MP.90 7250-01105 
6AB-6MP90 7250-01115 
6AB-8MP90 7250-01125 
8AB-4MP.90 7250-01135 
8AB-6MP90 7250-01145 
8AB-8MP90 7250-01155 
10AB-6MP90 7250-01165 
10AB-8MP90 7250-01175 
12AB-8MP 90 7250-14605 
12AB-12MP 90 7250-14615 
25AB-1MP90 7250-01185 


a 

| 

ae ee 
pa | etd 
ee 
| 38 | 18 
38 | 3818 
ee ee 
|e |. 

| 2 | 3818 
ae ee 
| 58 | 3818 
| 5/8 | 
| 3d 
34 | 


1/2-14 
3/4-14 
9/32 1/16-32 


18 
1/4 
1/4 
1/4 
11 
3/8 
3/8 
3/8 
3/8 
1/2 
12 
12 
5/8 
5/8 
3/4 
3/4 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
SANs 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


tO 
SAGs 
COUPLINGS 


ADAPTERS 





QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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SureLok™ Air Brake Couplings 


Air Brake to Male Pipe - 90° with Port 


L Weight 


a (Lbs.) 
ee tee eon eee eed en re 30.5 _—305_{ 24 
}6AB-6MP-2PT90 ~—ss§ =| ~—«7250-14635 =| ~=—3/8 =| = 38-18 =| 22 | dio | 279 | 112 | 285 | 24 | 


Air Brake to Male Pipe Swivel - 45° 


po me (OL Mi ef or fot to 
eig S. 


No. pO} m fe | | mm |" lm 
1AB-2M PA 7250-01205 | 18-27,—«|| Se S| S| 69 | S| tC 7 
fags | rasoras [ue [wea [asf [ane [|e [os 


8 4MP X45 7250-01225 


jxwawrxés | —rasnovas [ae [ana [ 1g [ue | ars [is [as 


ats 8MPX45 7250-14695 3/8 7/8 36.1 Lol 
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SureLok" Air Brake Couplings 


Air Brake to Male Pipe Swivel - 90° 


4AB-4MP X90 7250-01275 83 10 
85 15 


i 
2 31.8 21.6 
7250-01315 | 3/8 272 | 06 


Air Brake Run Tee to Male Pipe 











Weight 
(Lbs.) 


pee | Me [Af [ OM [wl rT 
0. 


po mm mm 
2MP-44B-4aB_ | 7250-01385 | 4 | ud | eee | 4 | 8 | 26 | key | 2a | 
4MP-4AB-4AB_ | 7250-01395 | 4 | 4 | 48 | 8 | 89 | 26 | 85 | 70 | 8 
20 
20 
20 
30 
7250-14785 3 
30 
32 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
SANs 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


tO 
SAGs 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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SureLok™ Air Brake Couplings 


Air Brake Run Tee to Male Pipe - Continued 


ee (PS: 








a 
ce eee ee a 
| 36 _| 

3 

3 

3 


3AB-3AB-2MP 7250-01435 | 3/16 9 
9 
10 


Prod, | AL 
‘oa 
| 316 =| 3/16 1/8-27 
4AB-4AB-2MP 7250-01445 1/8-27 
4AB-4AB-4MP 7250-01455 
3 
3 
3 


4AB-4AB-6MP 7250-14835 


| mm |" 
| 3 
| imi | 18 | 96 | | | 50 | 
: 

| 8 | 96 | 4a | 197 | 50. 3 

| 8 | 96 | tae | a7 | 5d |B 


SAB-6AB-8MP_— | 7250-14865 | 12 | 3/8 | 2-1 

SAB-BAB-AMP | 7250-01485 | 12 | 2 | 1a-18 
SAB-BAB-6MP_ | 7250-01495 | 12 | 2 | 3-18 | 22 | a4 | 290 | 2.60 | 66.0 | 
10AB-8AB-8MP | 7250-14885 | 5/8 | 2 | etd | 30 | 146 | 371 | 278 | 706 | 08 | 


12 i 
1/2 1/2 


a 
No. Terme — (DS.) 
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SureLok™ Air Brake Couplings 


Air Brake Run Tee to Male Pipe Swivel 


ae 
No Ff mmm mm |__iLbs.) 
}2MPX-4AB-4AB | 7250-01515 ~| 14 | 14 | 1027 | 1 | 83 | 211 | 175 | 445 | 08 


Air Brake Branch Tee to Male Pipe Swivel 


[mm [mm | ibs.) 
| 89 | 226 | 157 | 399 


Seana 
3AB-3AB-2MPX 7250-14935 3/16 3/16 18-27 
7250-01575 18-27 


4AB-4AB-2MPX 
4AB-4AB-4MPX 
6AB-6AB-2MPX 
6AB-6AB-4MPX 
6AB-6AB-6MPX 
8AB-8AB-4MPX 
8AB-8AB-6MPX 
8AB-8AB-8MPX 


7250-01585 1/4-18 


pod. [ML | Aa 
No 
| 36 | 36 _| 
3 3 
3 3 
3 3 


| 7250-01615 | 2 |e | 38-18 
| 7250-14965 | 2 |e | eed | 


| 162 [| 412 | 256 | 65.0 | 36 | 


7250-01595 1/4-18 


| mm | 
| 08 
| a || | 08 
pa | 4 | | 
| 7250-14945 | 38 | 38 | 8-27 | 4 | 09 | 277 | 192 | 488 | 38 
| 38 | 38 | a 
| 38 | 38 | i) 
pie | | a 
a2 


1/4 1/4 | | | 

1/4 1/4 | | | 5 
[8 [8 | | | 18 
[8 [8 22 
[8 [8 | | | 20 
1/2 1/2 | | | 32 
1/2 1/2 | | | 32 
1/2 1/2 | | | 36 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
SANs 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


tO 
SAGs 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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SureLok™ Air Brake Couplings 





Air Brake to Female Pipe 


No. ar ee ee ee 
4ap-2FP | 7250-01625 =| Sa S| Se S| S| SC | 
4aB-4rP |S 7250-01635 | Ss S| S| St S| S59 | , 
6AB-2FP 
sAB-4FP |S 7250-01675 | S| Se S| St S| S| | 


8AB-8FP 7250-01695 | 12 | 12-14 11/16 


1/4 
1/4 
[8 
[8 
[8 
1/2 
1/2 





LE 


NO a Tr C!S E (Lbs. 
3AB-2FP9O | 7250-14985 | a6 | 27] Sta S| S| 8.0 ||| 
4aB-2FP9O | 7250-01705 | 4 | e-27_— | Sta S| S| 8.0 ||| 


ee 2 





2 a) 


22 
22 
SAB-6FP9O | 7250-01765 | 2 |B | 2] || tj | | 
SaB-BFP9O | 7250-01775 | 2 |S ete | 6 S| 4S] | ts | 9 | 
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SureLok" Air Brake Couplings 


Air Brake Branch Tee to Female Pipe with Mounting Hole 











ig i Pe | pha al more el |erigiee nl 
6AB-6AB-4F P 


es ee ee 
a a 
4MP-6AB-4FP | 7250-15015 | 14 | 48 | ia |e | 96 | | 205 | 5d 


NO. a 


Me a a 
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7250-01785 


Weight 
(Lbs.) 





HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


5E 
COUPLINGS 


SURELOK AIR 
SANs 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


tO 
SAGs 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 





SureLok™ Air Brake Couplings 


Air Brake Bulkhead Union 


ial 






+ lll 





H2 


i | ee | 
No. = a meee 
pd | 15/16 . 


eae ah cae 
14 15/16 
6AB-6AB-BKHD . 
8AB-6AB-BKHD 
59.4 


8AB-8AB-BKHD 
10AB-10AB-BKHD 













= 
eri 





No, a a eres) Yel ght (Lbs.) 
28 
2 


6AB-6MFA-BKHD 7250-15075 3/8 3/8 7/8 7/8 68 17.3 4 





Air Brake to Female Pipe Bulkhead 


wage 






Li 


NS 





H2 


H1 
pee] Pe LOT mm Tw fm Py 
10 a es ere e!9"t (Lbs. 


eee | mm 
4AB-4F P-BKHD 
6AB-4F P-BKHD 


6AB-6F P-BKHD 
6AB-8F P-BKHD 
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SureLok™ Air Brake Couplings 


Air Brake to Female Pipe Bulkhead - Continued 


pce RR te 
a eS S.) 


8AB-6FP-BKHD 7250-15115 3/8-18 15/16 | 
8AB-8FP-BKHD 7250-01865 1/2-14 ise | 264 | 671 | 48 | 





Air Brake Union 


Prod. 
_ aS Se 
p52 | BZ 10 


=e 

5/32 5/32 Ee 
a ae 
4aB-4aB | 7250-00875 | | CS] 85H] HC 





Air Brake Union - 90° 


: 
[mm mere “eight (Lbs. 


wd aa 
ud p83 fa 8 
3/8 


Prod. = | Al 
. 
| 
| 38 | 


4AB-4AB90 7250-01925 


6AB-6AB90 
8AB-8AB90 
10AB-10AB90 


3 
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HOSE/CPLG. 
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G8K COUPLINGS 
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COUPLINGS 


PCM /PCS 
FERRULES 
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COUPLINGS 


STAINLESS 
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LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
SANs 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


tO 
SAGs 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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SureLok™ Air Brake Couplings 


Air Brake Union - Tee 


mB Etta te 
No. pm ii 


2AB-2AB-2KB | 7250-15195 | 8 | Se | S| 316.0 | 2.26 | 320 
ag aa-348 | rasnasn0s | ane [ane | ane | 72 [a3 | tae [a8 
4AB-4AB-4AB | 7250-01955 | 4 | eS | || 28S | 
AB-4AB-4AB | 7250-15295 | 8 | Se] ||| 
GAB-6AB-4AB | 7250-15245 | 8 | S38 | S| S| 28 
GAB-6AB-6AB |S 7250-01965 | 98 | 38 | 8 | to? ||| 
w|i | 98 | 249 


Air Brake Union - Tee with Mounting Hole 











Weight (Lbs. 
| 06 


|g | 252 | 640 | 


i 


ee | es | ee 
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SureLok" Air Brake Couplings 


6-Port Manifold 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


a 





LOC, GLAND GLP 


COUPLINGS 
Coiled Nylon Air Brake Tubing Assemblies OLAS EAL 
Recommended For: Truck air brake lines from back of cab to trailer. Conforms to SAE | 844 specifications. Meets D.O.T. FMVSS 106. 12" Leads. 
; . POLARSEAL II 
Tube: Heat and light stabilized seamless extruded Nylon 11. COUPLINGS 
Reinforcement: One open ply of fibrous nylon. 
Cover: Heat and light stabilized seamless extruded nylon. C14 COUPLINGS 


Temperature Range: -40°F to +200°F 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
SANs 
COUPLINGS 


ADAPTERS 


wm [ee | oe See 
a ee ee 


SC ABHX12* 7250-18655 aie 
8CABHX15 7250-18665 | pT tC“ te] |] ic Gu 


*P rogram purpose COUPLERS 
NOTE: Program purpose 





LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Male Pipe NPTF Plug 


For use up to SAE 100R2 maximum working pressure. 


Prod, 
ie. es = eight (Lbs, 
amp-PLuG 7589-20815 TP 





Male Pipe NPTF to Male Pipe NPTF 


For use up to SAE 100R2 maximum working pressure. 


es eight (Lbs. 
2MP-2MP 7259-23695 1/8-27 1/8-27 
4MP-2MP 7259-23705 1/4-18 1/8-27 
AMP-4MP 7259-23715 1/4-18 1/4-18 
10 


| 
eMP-6MP | 7259-23735 | | 8B | 


22 
28 


16MP-16MP 7259-23805 Tell U2 L-ll V2 20 
5] 





20MP-12MP 7259-08015 1 1/4-11 1/2 3/4-14 





20MP-16MP 7259-05875 1 1/4-11 1/2 1-11 1/2 

20MP-20MP 7259-23815 1 1/4-11 1/2 1 1/4-11 1/2 

24MP-12MP 7259-08545 11/2-11 1/2 3/4-14 
3 


24MP-16MP 7259-08025 11/2-11 1/2 1-11 1/2 


24MP-20MP 7259-08125 11/2-11 1/2 1 1/4-11 1/2 
24MP-24MP 7259-23825 11/2-11 1/2 11/2-11 1/2 PQ 


www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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Male Pipe NPTF to Male Pipe NPTF - Continued 


Prod. ANN 


pees | gh Ls Sone ens! 


32MP-24MP 7259-08555 2-11 1/2 11/2-11 1/2 
32MP-32MP 7259-23835 2-11 1/2 2-11 1/2 





Male Pipe NPTF to Male Pipe NPTF - 90° 


For use up to SAE 100R2 maximum working pressure. 


6MP-6MP90 7259-25225 3/8-18 


8MP-4MP.90 7259-08565 1/2-14 1/4-18 


26 
28 
43 
| 


16MP-16MP90 7259-25255 1-11 1/2 1-11 1/2 
20MP-20MP90 7259-08575 1 1/4-11 1/2 1 1/4-11 1/2 
24MP-24MP 90 7259-07155 112-11 1/2 112-11 1/2 


Male Pipe NPTF to Female Pipe NPTF Reducer Bushing - Short 


For use up to SAE 100R2 maximum working pressure. 


= 
ls 
WY 





Prod. 
No. 
AMP-2F PS 7259-22595 


6MP-2FPS 


6MP-4FPS 


8MP-2FPS 


SMP-4F PS 7259-22635 1/2-14 1/4-18 
8MP-6FPS 7259-22645 1/2-14 3/8-18 


7259-05815 1/2-14 1/8-27 





12MP-2FPS 7259-07335 3/4-14 1/8-27 


www.gates.com 


73 


7259-22605 3/8-18 1/8-27 
7259-22615 3/8-18 1/4-18 





Male Pipe NPTF to Female Pipe NPTF Reducer Bushing - Short - Continued 





HOSE/CPLG. 
SELECTION 
Prod. ANN 
No. Weight (Lbs) | PEI 
12MP-4FPS 7259-22665 3/4-14 1/4-18 
12MP-6FPS 7259-22615 3/4-14 3/8-18 eaupunee 
12MP-8F PS 7259-22685 3/4-14 1/2-14 
16MP-2FPS 7259-08585 1-11 1/2 1/8-27 re 
16MP-4F PS 7259-05355 1-11 1/2 1/4-18 FERRULES 
16MP-6EPS 7259-06665 1-11 1/2 3/8-18 
16MP-8FPS 7259-22725 1-11 1/2 1/2-14 seen eaie 
16MP-12F PS 7259-22735 1-11 1/2 3/4-14 COUPLINGS 
20MP-4FPS 7259-07475 1 1/4-11 1/2 1/4-18 
20MP-8FPS 7259-05525 1 1/4-11 1/2 1/2-14 eveiiise 
20MP-12F PS 7259-22755 1 1/4-11 1/2 3/4-14 STEEL 
20MP-16FPS 7259-22765 11/4-11 1/2 1-11 1/2 
24MP-12FPS 7259-22785 112-11 172 3/4-14 GWE CRIME 
24MP-16F PS 7259-22795 11/2-11 1/2 1-11 1/2 | 69Ss*é‘dYSsS COUPLINGS 
24MP-20F PS 7259-22805 11/2-11 1/2 11/4-11 1/2 
32MP-20FPS 7259-05425 2-11 1/2 1 1/4-11 1/2 LOC, GLAND GLP 
32MP-24F PS 7259-32825 2-11 1/2 1 1/2-11 1/2 COUPLINGS 
POLARSEAL 
. ; ; . COUPLINGS 
Male Pipe NPTF to Female Pipe NPTF Increasing Bushing - Long 
For use up to SAE 100R2 maximum working pressure. POLARSEAL II 
COUPLINGS 








re LD. \e7 C14 COUPLINGS 
+i | 0 
Be es 

UNA 


Prod. ANN 
No. Weight (Lbs.) 
0 
2 
2 
2 
3 
5 
3 
4 
5 
7 
9 


PCTS 
Thread THERMOPLASTIC 
O.D. COUPLINGS 





FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


Sa eel 
1/8-27 
1/8-27 
4MP-2FPL 1/4-18 
4MP-4FPL 1/4-18 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


4MP-6FPL 7259-25385 1/4-18 3/8-18 


SURELOK AIR 
BRAKE 
COUPLINGS 


PO 
[ae 
Pa 
PF 
Lae 
4MP-8FPL 1/4-18 Pet 
6MP-4FPL 3/8-18 P| 
6MP-6FPL 3/8-18 | BT 
6MP-8FPL 3/8-18 Pa 
8MP-8FPL 1/2-14 ee ee 
ee 
fC 
ee ee 
Pg 
PF 
fC 
a ee 
a ee 
Pa 


ADAPTERS 


SMP-12FPL 7259-25435 1/2-14 3/4-14 


QUICK 
DISCONNECT 
COUPLERS 


8MP-16FPL 1/2-14 
12MP-8FPL 3/4-14 
12MP-12FPL 3/4-14 
12MP-16F PL 3/4-14 LIVE SWIVEL 
L6MP-12F PL 1-11 1/2 

11112 

L112 1.05 

L112 1.25 

1 1/d-1 12 Paya | 

1 14-11 12 
112-11 1/2 2-11 172 


12 
7 
13 
6 
11 
12 
6 
8 
6 
7 
0 
0 
2 
6 BALL VALVES 
95 ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


R4 


Female Pipe NPTF to Male Pipe NPTF - 45° 


For use up to SAE 100R2 maximum working pressure. 


rr 
No. Weight (Lbs.) 


6FP-6MP45 7259-50465 a 18 3/8-18 -—_—31____ 
BF P-8MP 45 7259-50475 1/2-14 1/2-14 


Male Pipe NPTF to Female Pipe NPTF - 90° 


For use up to SAE 100R2 maximum working pressure. 


Thread |.D. 





cee | 
No. nn § | eight (bs, 
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Male Pipe NPTF to Female Pipe Swivel NPSM 


For use up to SAE 100R2 maximum working pressure. 


_ I.D. 


cee | 
12. es = Yegit (Lbs.) 


2MP-aFPX 7259-10635 | eT] ed] 
aMP-2FPX 7259-05095 | hee 
aMP-4FPX | 7259-00775 | hed] ete] 
3/8-18 12-14 
22 

3 

lamp-16FPX | 7259-32935 | ea] | 
MemP-12FPX | 7259-00935 | || 





Male Pipe NPTF to Female Pipe Swivel NPSM - 45° 


For use up to SAE 100R2 maximum working pressure. 


NM 


es Weight (Lbs. 


7259-32945 1/8-27 1/8-27 
7259-00505 1/8-27 1/4-18 Po 
7259-05985 1/4-18 1/8-27 a ee 


MP-2FPX45 
MP-4FPX45 
MP-2FPX45 





www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


R6 





Male Pipe NPTF to Female Pipe Swivel NPSM - 45° - Continued 
Prod. 


| 
No. Weight (Lbs.) 


a 
lamP-6FPX45 | 7259-06125 |B | 
1-111) 3/4-14 Po 
MemP-6FPX45 | 7259-10765 | | | 
2omP-16rPx45 | 7259-06685 | ed? | | 
2omP-2orPx4s | 7259-11355 |? et | 


Male Pipe NPTF to Female Pipe Swivel NPSM - 90° 


For use up to SAE 100R2 maximum working pressure. 


ae I.D. 








ee + 
No. es Yet hs. 


amp-2FPx90 | 7259-08305 | | 
aMP-BFPX9O | 7259-08685 | | | 
7259-10525 PB 
wes [reso Laas aa a 


ae SFP X90 7259-10325 3/8-18 1/2-14 


aMP-6FPX9O | 7259-20265 | |B 
aMP-BFPX9O | 7259-02205 | |B 
amP-12FPX9O | 7259-10075 | | 
lamp-6FPx90 | 7259-06045 | || 
lamp-12FPx90 | 7259-02265 | |B 
samP-téePxo0_{_aso95_{__sulg__} any fg 
ssup-arpxs0 | nss06ns | aaa | ape ar 
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Male Pipe NPTF to Female Pipe Swivel NPSM - 90° - Continued 


Prod. ANN 


ue es = elgit (Lbs.) 
3/4-14 





Female Pipe NPTF to Female Pipe NPTF 


For use up to SAE 100R2 maximum working pressure. 


[a 
mi 





Prod. ANN 
No. 


7259-24415 
7259-05035 
7259-24425 
7259-08385 
7259-00495 
7259-24435 
7259-05575 
7259-00715 
7259-24445 
7259-00525 
7259-24455 
7259-08715 
7259-05745 
7259-24465 
7259-08395 
7259-24475 
7259-24885 
7259-24895 


1/8-27 1/8-27 
1/8-27 
1/4-18 
(8-27 
1/4-18 
3/8-18 
1/4-18 
3/8-18 
1/2-14 
172-14 
3/4-14 
1/2-14 


OF P-8FP 

12FP-8FP 
12FP-12FP 
16FP-8FP 
1OFP-12FP 
1oFP-16FP 
20FP-16FP 
20FP-20FP 
24FP-24FP 
32FP-32FP 


3/4-14 
1-11 1/2 
1-11 1/2 
1 1/4-11 1/2 
112-11 172 
2-11 172 


2 
2 
2 
3 
3 
0 
A 
4 


1,32 


10 
10 
8 
0 
A 
1 
3 
7 
6 
9 
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HOSE/CPLG. 
SELECTION 
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PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





R/ 











HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Female Pipe NPTF to Female Pipe NPTF - 90° 


For use up to SAE 100R2 maximum working pressure. 


— Three |,0- 


Prod. | 
a a ee ay = eu) 









an 
= 
—— 
—= 
te 


2F P-2FP 90 7259-25015 1/8-27 1/8-27 
eT 
4FP-4FP 90 7259-25025 1/4-18 1/4-18 
2 ee 





a 6FP 90 7259-25035 3/8-18 
eeearPog | ns9005 [apie ate 
Arpesrego _|_raso-gggo_{_usg__{_tg__{_ag__ 








Female Pipe NPTF to Female Pipe Swivel NPSM 


For use up to SAE 100R2 maximum working pressure. 


_ I.D. 


= Fs 
om 


— | ee 
No. Weight (Lbs.) 


pap sates |p) 
7259-00435. Cd 
ee 








i 





6FP-6FPX 7259-00835 
6FP-8F PX 7259-05105 3/8-18 1/2-14 2 __ 


1/4-18 
epee, L395 ae pg a 
aFp-6FPX | 7259-07775 | | 
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Female Pipe NPTF to Female Pipe Swivel NPSM - Continued 


Prod. ANN 


ie. ns eight (Lbs.) 
MgrP-12FPK | 7259-01595 || 
lgFP-6FPX | 7259-00905 | fH 
20FP-20FPK | 7259-20015 || 
2arp-2aFPx | 7259-0955 || TY 1.01 
32FP-32FPK | 7259-01725 | de | 





Female Pipe NPTF to Female Pipe Swivel NPSM - 45° 


For use up to SAE 100R2 maximum working pressure. 


(= 
is 





ANN 


ns eight (Lbs.) 

2ep-2FPx4s | asad || | 
2eP-aFPx4S | 7a5g-0g7as || | 
apP-aFPX4S | asa | et | 
ORP-AFPx4S | 7259-06785 3/8-18 1/4-18 a ae 
erP-OFPK4S | aspen | 8B] NP 
erP-eFPx4S | asgeogies | BP 
sEP-OFPx4S | aspen | te | PB 
BFP-BFPX45 |= 50 
ee 

L6F P-12FPX45 | asg-eses | af 
| rasg-tisis | ay 

7259-33105] te] | 


12FP-12FP X45 7259-11325 3/4-14 3/4-14 


16FP-16FP X45 
20FP-20FP X45 





Female Pipe NPTF to Female Pipe Swivel NPSM - 90° 


For use up to SAE 100R2 maximum working pressure. 





ee 





[a 
is 





oe | wa 
i es = eight (Lbs. 


2F P-2FP X90 7259-05475 





1/8-27 1/8-27 a 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 
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COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





RY 








HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


R10 


Female Pipe NPTF to Female Pipe Swivel NPSM - 90° - Continued 


Prod. 
No. Weight (Lbs.) 
Te 
srP-orPx9O | 72590-06855 | | BF 
izrp-erPx90 |S 72590-06585 | 8A ede | 





Female Pipe NPTF - Tee 


For use up to SAE 100R2 maximum working pressure. 


[i 





| boy 
+ 


— Westie) 


eeapPgfp sates ai 
SrP-BFP-BFP 7259-23075 
jafpetappagre | taspeagne ft fg 
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Female Pipe NPTF on Run to Male Pipe NPTF - Tee aces 


For use up to SAE 100R2 maximum working pressure. SELECTION 
G8K COUPLINGS 


GLOBALSPIRAL 





COUPLINGS 
PCM /PCS 
FERRULES 
MEGACRIMP 
COUPLINGS 
STAINLESS 
STEEL 
2FP-2FP-2MP 7259-24905 a 27 
4FP-4FP-4MP 7259-24915 1/4-18 ee 
6F P-6FP-6MP 7259-24925 3/8-18 = 
SF P-8FP-8MP 7259-24935 1/2-14 Pa a 
12FP-12F P-12MP 7259-24945 3/4-14 ee eee 
16FP-16FP-16MP 7259-24955 1-11 1/2 
20F P-20FP-20MP 7259-07875 1 1/4-11 1/2 
POLARSEAL 
24F P-24F P-24MP 7259-08765 112-11 1/2 COUPLINGS 
POLARSEAL I 
: : COUPLINGS 
Female Pipe Swivel NPSM - Tee 
For use up to SAE 100R2 maximum working pressure. C14 COUPLINGS 
PCTS 
Thread I.D. THERMOPLASTIC 
[ COUPLINGS 








FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 





FIELD 
ATTACHABLE C5 


2FPX-2FPX-2F PX 7253-33165 a 


SURELOK AIR 
BRAKE 

6F PX-6F PX-6F PX 7253-33185 3/8-18 . COUPLINGS 
SEPX-BFPX-BFPX | 759-332095 || 

12FPX-12F PX-12F PX 7259-33205 3/4-14 16 ADAPTERS 
20F PX-20F PX-20F PX 7253-33225 1 1/4-11 1/2 2.32 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


R12 


Female Pipe Swivel NPSM on Run to Male Pipe NPTF - Tee 


For use up to SAE 100R2 maximum working pressure. 


ee | si 
Eh es = elgnt (Lbs. 
10 





Male O-Ring Boss Plug 


For use up to SAE 100R2 maximum working pressure. 


Thread OD. | 


- 


SS 


p52 
pM BB 
p20 | 
pe 
Ps 
PG 
es) 
pw 
[se 
| 
po 
pH 





Prod. 
7259-05415 
7259-05255 
7259-22975 
7259-22985 
7259-22995 
7259-23005 
7259-23015 
7259-23025 
7259-23035 
7259-23045 
7259-23055 
7259-05185 


32MB-PLUG 7259-07615 


Weight (Lbs.) 


pen PH 


02 
13 
05 
10 
15 
26 
2 
Jt 
64 
1.66 





www.gates.com 





Male O-Ring Boss to Male Pipe NPTF 


For use up to SAE 100R2 maximum working pressure. 


wnt 
un es = eg! (Is. 


8MB-8MP 7259-50725 3/4-16 1/2-14 
10MB-8MP 7259-50735 7/8-14 1/2-14 





Male O-Ring Boss to Female Pipe NPTF 


For use up to SAE 100R2 maximum working pressure. 


No. 


3/8-24 
7/16-20 
7/16-20 
7/6-20 
1/2-20 
1/2-20 
9/16-18 
9/16-18 
9/16-18 
9/16-18 
3/4-16 
3/4-16 
3/4-16 
3/4-16 
1/8-14 
1/8-14 
1/8-14 
7/8-14 
11/16-12 
1 1/16-12 


Thread O.D. | 





Weight (Lbs.) 


1/8-27 
1/8-27 
1/4-18 
3/8-18 
1/8-27 
1/4-18 
1/8-27 
1/4-18 
3/8-18 
1/2-14 
1/4-18 
3/8-18 
1/2-14 
3/4-14 
1/4-18 
3/8-18 
1/2-14 
3/4-14 
1/2-14 
3/4-14 
1-11 1/2 
3/4-14 
7/8-14 
3/4-14 
1-11 1/2 
1-11 1/2 


1 P 
1 : 
11/16-12 


1 3/16-12 
1 5/16-12 
1 5/16-12 
1 5/16-12 
1 5/8-12 





04 
05 
11 
05 
02 
10 
14 
23 
le 
12 
23 
34 
11 
23 
24 
ot 
30 
39 
4 
36 
Al 
43 
ol 
10 
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POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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saesonte Male O-Ring Boss to Female Pipe Swivel NPSM 


SELECTION For use up to SAE 100R2 maximum working pressure. 


G8K COUPLINGS 


_ I.D. 


GLOBALSPIRAL 
COUPLINGS 





Thread O.D. | 





PCM /PCS 
FERRULES 


MEGACRIMP 


COUPLINGS 
Prod. 


No. = (Lbs.) 


TERT 
sauceenie 
COUPLINGS 
ae caNeen mee __ =. eis ee 
CoUPLINGS|  [emB-erPX.—=—=s=s=S=~dY=Cié‘CC~#(#OSQLIOMAS=~=S=O#~C|”~S~*~*~«‘iaSSSSC*«dS*#“‘#OCNN’OBOW#~=«S;~SC#(#(#‘(‘C#CN. NCSC“‘C‘CWSY 
emp-erpx-—=Ss=s=«d(C~=SC(‘éS~#SQOTQSSOCLS~OOCO~*«éegw~Ss=“‘(STS*S*SCmeTSC*dSSC(‘CNNCO(NSSOCOCOC™” 
socarseaL| (SMB4FPX.sss=“(‘“‘(L+#OSOUINIS. | Ss=(“‘éMUSSOS*~“‘dLWNO#(#UMIGFUOUdSO*~é‘“CNCWTY#C‘#CSNCSCC#W 
COUPLINGS| [amB-erpX.—==s=S=«dY=Cté‘“‘;*éOSQVLUOSS”=C*‘*;#“‘“(#O(N(‘“‘#S#COASF~OdYSO~*~‘#C™#C#OOSCOOC€UCLOO#~#~«dé~“(st*CSY 
ewes rasnarans gens gag ae 
POLARSEAL II 
COUPLINGS 
iome-erpx.—Sss=~=‘iRS*«‘éiSUODIS~S~“‘(]STTS#CO#+«TeI4CO«dL!s‘(‘z’ICVCCSs—“‘s‘éCL. DUO 
c1scoupLincs| [1oMB-12FPx—S=ss=~=~=‘iS*~‘“‘*ésOSCNONS:~SC*“‘(HSSO#74@”~=«é‘éy;‘C<(<‘(#SC™SC€O#OQONUSSO*~*~“‘CNCNON#(#(#(#(#WOSNSC‘(‘#COS’ 
pawparex rasgaoms OP aansa Pama 
ae 
THERMOPLASTIC 
COUPLINGS 
rtacuaat te 
ATTACHABLE G1] Tigwe-2orpX | S250-08035 ~~] SSD] | CS 
artacwage eee} = zomB-20rpx.—SS=«d=SCtS*«~*éiSOSSC«|SSCSCiSBDSSC«d|SCsi(‘iGIOOOCOCSSOC~*~“‘CUSSCOC*C*’' 
& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Male O-Ring Boss to Female Pipe Swivel NPSM - 45° 


For use up to SAE 100R2 maximum working pressure. 


_ I.D. 





Thread O.D. | 





NNN 
Weight (Lbs.) 


a 

a a a ee 
4MB-6F PX45 7259-07795 1. | a —— CS 
a AFP X45 9/16-18 1/4-18 Le 
wssrpxas TP rssanns Panag as ar 
eMB-6FPX4S = | S715 | 8G | 8B] 
feMB-BFPX45 = |S 750-10875— | HG |e Cd 


No. 


7259-08835 
7259-05015 


4MB-2FPX45 
4MB-4FP X45 


a a ea a a a a 
same-t2fxas__{_asgangi_{_14n6az_{_3g_} __s?_ 
esse a 


1-11 12 a ae 
igua-i2epqas | stargate 
fswa-terpga§__1_yagg-ggpu__{_gpag__}_qany—_{_7g__ 
ana-zarpxas [sagas te apa a 





Male O-Ring Boss to Female Pipe Swivel NPSM - 90° 


For use up to SAE 100R2 maximum working pressure. 





_ I.D. Thread O.D. | 








ANN 


No. an ae eT —_ L5H, 


AMB-2F PX90 7259-08215 7/16-20 1/8-27 
AMB-4FPX90 7259-10835 7/16-20 1/4-18 
AMB-6F PX90 7259-06625 7/16-20 3/8-18 a Se 


JemB-4FPX9O_ | 7259-10805 | te] | 
}emB-6FPX9O | 7259-10285 | te] | 
9/16-18 12-14 ee ae 
lame-srpxoo——S~dYCSCSCSCscnrs «Ya Yt 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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Male O-Ring Boss to Female Pipe Swivel NPSM - 90° - Continued 


HOSE/CPLG. 
SELECTION 


Prod. ANN 


ania No. Eel (Lbs. 
COUPLINGS 
FERRULES 
fiomp-i2Fexgo | rasg-2295 | S|] 
ae 
COUPLINGS 
stainuesg|  [W2MB:ueFexg0| SS 729-00935 |S dtno2 | SD] 
STEEL 
fiemB-i2Fexgo |S 9-05005 |S SNG2 |S] 
ue 
COUPLINGS 
LOC, GLAND GLP 
COUPLINGS 
POLARSEAL 


COUPLINGS 


"COUPLINGS Female O-Ring Boss to Male Pipe NPTF 
For use up to SAE 100R2 maximum working pressure. 
C14 COUPLINGS 


Thread |.D. 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
My 


ATTACHABLE C5 
& C5E Prod. MM 

eee No. a ey 

4FB-2MP 7259-33335 7/16-20 1/8-27 PT 

a Ae 4FB-4MP 7259-06515 7/16-20 1/4-18 Fo sd 
COUPLINGS)  [5FB-2MP 7259-33355 1/2-20 118-27 ee 
| GF B-4MP 7259-33345 9/16-18 1/4-18 i 
ere 6FB-6MP 7259-00385 9/16-18 3/8-18 Fa 

6FB-8MP 7259-00485 9/16-18 1/2-14 LE 

8 re | 


Weight (Lbs.) 


7259-33365 
sceGIER 7259-08875 
COUPLERS 7259-33375 

7259-06955 
Live swivel]  [22FB-12MP 7259-33385 
7259-08885 
16FB-16MP 7259-33395 ey ee ee ey 


QT 
10 
AZ 
13 
Ay 
17 
20 
OL 
36 
3] 
43 
4 


BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 





R16 www.gates.com 





Male O-Ring Boss to Male J IC 37° Flare 


For use up to SAE 100R2 maximum working pressure. 





| Thread |D. Thread O.D. | 
- 
37° —— 

Prod. 

No. Weight (Lbs.) 
Pg ae es 
4mB-3M)——idLC 75 9-08905 | tC“ tssCsT 8 | 
4amB-5M)—=iLC “759-05005 | tC $Y eC $e] 
aMB-oM) sd 7859-33405 | tC $s Tt] 
5MB-3M 12-20 3/8-24 PG 
SsMB-4M)——iLC ‘7859-10775 S| te— w$ess—(iY eC te | 
smB-5M) si 759-20855 | et— ($e Tet | 
emB-aM)sTC 7859-10045 | | C( te] 
1/2-20 en eee 
emB-oM) ss —si‘iLC(‘( S75 9-08S | tC Tt] 
emB-oM)——i‘iLSC“‘S7859-10145 | || 
fiwe-tge] _1_raso-s3425_{_aigsag_/_jga__{_g___ 
emB-5M) ——=<iLC (75 9-06885 | Het |e | 
m2 6M 3/4-16 9/16-18 Pt 
wean) spas Pag Pag Pe 
7/8-14 
1OMB-6MJsidLC 7859-20095 | TT 
1OMB-M)sidTS 7859-10075 |S TB 
fows-to)_/_rasop6§_{_gg_}_figa—_{__ 25 
iM 1-1. ae ae ee 
12MB-aM) TS 759-07905 | et? |e ef 
12MB-6MJ iT 7259-00805 | 2 | te] 
szme-eny _}__tasog095_[_anga2_}_3ag____f{____ 33 
s12MB-14M) | 7259-08225 | 2 || 8H 
aamB-tém)__{_rasgaoes__|_tagaz_}_astéaz__} ag 
<i. i. ie er | 195 4) 
laweetz) _1_raspas_}_igagaz_}_ajg:az_/_at_ 
16MB-M) TS 759-00025 | 2 |G CT 
}16MB-10M) iT 7259-00385 | 2 | | 
semB-t2m)__{__rasgagis_{_aigaz_}__aagaz_}_st__ 
“a_i. 7 ee | ee 
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HOSE/CPLG. 
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COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 
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POWER CRIMP 
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LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


R18 


Male O-Ring Boss to Male J IC 37° Flare - Continued 


Prod. ANN 


No, ms = eg! (Lbs.) 
20MB-12M) | 7259-11255 | D2 | 


Male O-Ring Boss to Male] IC 37° Flare - 45° 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. | 


4 


37° 


es Weight (Lbs. 


Thread O.D. | 





Prod. 


6MB-4M] 45 
8MB-6M] 45 


7259-28565 
7259-00095 
7259-28575 
7259-05405 
7259-00065 
7259-28585 
7259-05335 
7259-77595 
7259-28255 
7259-28415 
7259-06895 
7259-28425 
7259-10895 
7259-05785 
7259-77605 
7259-28595 
7259-28435 
7259-28605 
7259-28445 
7259-28615 
7259-08065 
7259-07295 
7259-05955 
7259-06975 


a 
ee 
1 
ee 
a 
7 YC 
nes 
a6 nt | 
316g 
a6 
316 nd 
yes te 
yet ts 
[yet an is 
ns 
[tine ane i 
tine ni 
[369 i ne | 
5619 tne at 

| 5 

: | a 


2 
2 
4 
a 
2 
4 
2 
4 
a 
ot 
ol 


1.20 


10 
10 
10 
17 
19 
0 
0 
1 
0 
6 
2 
1 
1 
7 
6 
D 


S 
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Male O-Ring Boss to Male J IC 37° Flare - 90° 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. | 


Thread O.D. | 


4 


37° —__. 


_ 
No. Weight (Lbs.) 


e-znygg_1_as.08995_/_sapa4_{_s24__7¥_y____ 
3/8-24 3/8-24 
a a 
amB-5mj90_ | 7259-77625 | GO| | 
fmp-sigo_}_7asg.zeas_{_mgap_/_agg__{__a__ 
1/2-20 
SMB-5Mj90 | 7259-28625 | ez | et | 
SMB-6Mj90 | 7259-05075 | 0 | | 
Se-eujg0__rasg-agges_{-_gezd_}_aiag___f a) 
fiws-shso_|_7asg.ze75_1_figg_/_agag__{_3___ 
3/4-16 Pe 
us:iowjs0 | ese gus |aneie |e a0 
emB-12Mj90_ | 7259-0795 | |e] 
fimB-ango_|_rasg-g5s_1_sg_/_eg)__{__ig____ 
3/4-16 
fve-eujgo__rasg-zeues_{_ai#6_} _tg__f__as__ 
p86 | 8H 





aaa fae 
owa-eMjep_}_zsgs00@u5_1_ig_/_oyifeag__34_ 


3/4-16 a 
s0ua-10Wj99 | 725920835 | aia te 8 
LomB-12mj90_ | 7259-28535 | || SH 
JoMB-16H90_{_rasesga7§_{_7yp_/_ag12_{_g4_ 
3/4-16 ss 
12mB-10mj90_ | 7259-28585 | tet? || 
12mB-12mj90_ | 7259-28605 | et? |e | 
12mB-14mj90_ | 7259-08985 | et? |_| 
.2mB-16mj90_ | 7259-28555 | et? | SMG | 
ame-1amjoo————~+|———se-ogess ita | tana |S 
1.37 

lemB-10mj90 | 7259-08965 | SiMe12 || 8 
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COUPLINGS 


SURELOK AIR 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
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Male O-Ring Boss to Male J IC 37° Flare - 90° - Continued 
Prod. 


Tene 
No. Weight (Lbs.) 


ising | “ssasig ne [nner 
a ee 


Male O-Ring Boss to Female J IC 37° Flare Swivel 


For use up to SAE 100R2 maximum working pressure. 


a wa 


6MB-6F| X 7259-42155 —————— 18 
8MB-8F] X 7259-42185 3/4-16 





Male J IC 37° Flare on Run to Male O-Ring Boss - Tee 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. | 


Thread O.D. | 





NNN 
Weight (Lbs.) 


No. ee ee eee eee 
4M] -4M] -4MB 7259-33615 7/16-20 7/16-20 7/16-20 Fg 
5M] -5M|-5MB 7259-33625 1/2-20 1/2-20 1/2-20 8 ___ 


6M| -6M] -6MB 7259-33635 9/16-18 9/16-18 9/16-18 
6M] -6M| -8MB 7259-06165 9/16-18 9/16-18 3/4-16 —— 


www.gates.com 





Male J IC 37° Flare on Run to Male O-Ring Boss - Tee - Continued 





HOSE/CPLG. 
SELECTION 
Prod. ANN 
No Weighs) ee 
8M| -8MJ -8MB 7259-33645 3/4-16 3/4-16 3/4-16 
8M] -8M|-10MB 7259-07655 3/4-16 3/4-16 718-14 eaupunee 
10MJ-10MJ -10MB 7259-33655 7/8-14 7/8-14 7/8-14 a Te 
12MJ -12MJ -10MB 7259-08985 1 1/16-12 1 1/16-12 7/8-14 re 
12MJ-12M] -12MB 7259-33665 1 1/16-12 1 1/16-12 11/16-12 | 80 | Seep tes 
14MJ -14MJ -14MB 7259-08995 1 3/16-12 1 3/16-12 1 3/16-12 
16M -16MJ -16MB 7259-33675 1 5/16-12 1 5/16-12 1 5/16-12 era 
20MJ -20MJ -20MB 7259-09005 1 5/8-12 1 5/8-12 1 5/8-12 COUPLINGS 
24MJ -24M| -24MB 7259-09015 1 7/8-12 1 7/8-12 1 7/8-12 
STAINLESS 
STEEL 
: 0 0 
Male O-Ring Boss to Male J IC 37° Flare to Male J IC 37° Flare - Tee saeuanik 
For use up to SAE 100R2 maximum working pressure. COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


Thread |.D. COUPLINGS 


Thread OD. | POLARSEAL 


POLARSEAL Il 


A COUPLINGS 
7 


C14 COUPLINGS 





PCTS 
THERMOPLASTIC 
COUPLINGS 


ANN 
No. Weight (Lbs) 
4MB-4Mj-4mj |S 7259-33685 | S620 —S—sd| S7MGO——CiLCCCGN—C || St TCidC 
fwe-eN)-A|__|_rasuvi5_}_at6_{_gyt_{_ajaf_}_2_ 
| GC 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


rca) | sean |e [ane | near 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 





QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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6F] -CAP 
14FJ -CAP 


Female J IC 37° Flare Cap 


For use up to SAE 100R2 maximum working pressure. 


Prod. 
No. 


7259-09865 
7259-07435 
7259-24305 
7259-24315 
7259-24325 
7259-24335 
7259-24345 
7259-24355 
7259-00445 
7259-24365 
7253-24375 
7259-24385 
7259-24405 





Prod. 
No. 
3M] -PLUG 7259-09775 
4M] -PLUG 7259-22885 7/16-20 


oMJ -PLUG 7259-22895 1/2-20 
MJ] -PLUG 7259-22905 9/16-18 


6 FS 
8MJ -PLUG 7259-22915 3/4-16 a ee 


SSS 
pSM6-24 


Male J IC 37° Flare Plug 


For use up to SAE 100R2 maximum working pressure. 


es = etgitt (Ls. 
p82 0 

Al 

Al 

0 

Z 

2 

oO 

2 


Weight (Lbs.) 
0 
0 
0 
0 
2 
2 
3 
8 


1 
2 
3 
5 
10 
0 
4 
0 
10 
2 





Thread I.D. | 


4 


ay° 


2 
4 
3 
2 
13 
2 
9 
4 
6 


32M] -PLUG 7259-33765 212-12 
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Male J IC 37° Flare to Female Braze - On 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. 


4 


37” 


pe nt 
um es eg (Lbs, 


20M] -20FBO 7253-28735 1 5/8-12 11/4 








Male J IC 37° Flare to Male J IC 37° Flare 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. “| 


4 


sf” 
Weight (Lbs.) 


LCR 


Prod. ANN 

ae Sia 
5/16-24 
3/8-24 
3/8-24 
4M) -3M 7/16-20 
aMj-amj 7259-20125 7/16-20 
1/2-20 
1/2-20 
emj-aMp 7259-00285 9/16-18 





| a 

| 6 

| an 
| ; 2 
: : 4 
| | 4 
: | 06 
| : toe 
gnéis | apni 
uj-suy 050-0606 | ants | ane 
46 | _mea—i| SS 
16 +(| inns 
auj-ou ire. 0007s 6 +(| nee iS 
416 +(| a 
14 | eas] SS 
781 | a 
14 : ee 
4 : a 
| ed 
| a 
| ee 
| a 
a 
5 
0 
| a 
| oe 
a 
5 


20M] -12M 7259-09115 


1 1/16-12 
1 1/16-12 
1 1/16-12 
1 1/16-12 
1 1/16-12 
1 3/16-12 
1 3/16-12 
1 5/16-12 
1 5/16-12 
1 5/16-12 
1 5/16-12 
1 5/8-12 


pez | 


01 
26 
17 
03 
05 
07 
10 
10 
14 
12 
14 
14 
18 
21 
23 
23 
26 
28 
a2 
39 
40 
34 
38 
42 
45 
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Male J IC 37° Flare to Male J IC 37° Flare - Continued 


HOSE/CPLG. 
SELECTION 


Prod. ANN 


uo nes = elit (Lbs.) 
20M -16M 7259-06555 1 5/8-12 1 5/16-12 
20MJ -20M 7259-11145 1 5/8-12 1 5/8-12 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 





MEGACRIMP 
COUPLINGS 


STAINLESS Male J IC 37° Flare to Male J IC 37° Flare - 90° 


STEEL For use up to SAE 100R2 maximum working pressure. 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS Prod 
es eight Lbs.) 


a eee 
sae lonjauist 
THERMOPLASTIC [4i)-4Mj90 —raserres iPS SS*dY SSCS 
COUPLINGS] Tsuy-swjag —rns9.05865 =i 20 S*dYCSSCSCtsSSC*dSSSC—t 
a0 -—rnse07905 =i Sie SiS SCPC 
rte.o| | uy-64]90 
ATTACHABLE G1] Taw-gwog 










8M] -8M] 90 7259-77865 3/4-16 3/4-16 21 

ee 
ATTACHABLE C5 12M] -12M] 90 7259-77885 1 1/16-12 1 1/16-12 49 

& CSE 
COUPLINGS | Ta6M)-12M} 90 7259-09155 15/16-12 11/16-12 79 
ee 20M] -20MJ 90 7259-07095 1 5/8-12 1 5/8-12 1.28 

COUPLINGS 
32M] -32M] 90 7259-08465 2 1/2-12 2 1/2-12 4.41 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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Male J IC 37° Flare to Female J IC 37° Flare 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. 
\ Thread |.D. “| 





wes 
1 ns § =| eight (Lbs, 


amor) 72590-33865 | 7-20 | | 
sMj-6F) 75-0975 | || 
eM)-4Fj | 7250-00015 | | 720 | 
6M) -6F 
8M) -8F 





Male J IC 37° Flare to Female J IC 37° Flare Swivel - 45° 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. 
\ Thread I.D. | 


4 
\ 37° 





No. 


7259-23215 
7259-33965 


NNN 
Weight (Lbs.) 


Post oe 6 pee eae eee al 
7/16-20 7/16-20 a ee 
1/2-20 1/2-20 FB 


4M] -4FJ X45 


5M) -5F) X45 
6M} -6F] X45 7259-23225 9/16-18 9/16-18 
8M] -BF] X45 7259-23235 3/4-16 3/4-16 
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COUPLINGS 


POLARSEAL 
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COUPLINGS 
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Male J IC 37° Flare to Female J IC 37° Flare Swivel - 45° - Continued 


HOSE/CPLG. 
SELECTION 


Prod. ANN 


ie es = elgit Lbs.) 
10M -10F} X45 7259-23245 7/9-14 7/8-14 
12M) -12F| X45 7259-23255 1 1/16-12 1 1/16-12 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


laMj-14F)x4s | 7259-06995 | 32 | te? | 
eM)-16r)x45— | 7259-23265 | 2 | G2 | HC 


PCM /PCS 
FERRULES 





MEGACRIMP 
COUPLINGS 


STAINLESS Male J IC 37° Flare to Female J IC 37° Flare Swivel - 90° 


For use up to SAE 100R2 maximum working pressure. 


POWER CRIMP 
COUPLINGS 


LOC, GL AND GLP 
COUPLINGS ae 


Thread I.D. | 


“a 
POLARSEAL ll . \e 37° 
COUPLINGS 


POLARSEAL 
COUPLINGS 


C14 COUPLINGS 


PCTS ANN 
THERMOPLASTIC Weight (Lbs.) 
COUPLINGS 


es ee el 

swy-srjxg Ysa | ago] 

arracuast te 
ee CobeuNe: 
‘ip 
ATTACHABLE C 
“our igs 
SURELOK A 


COUPLINGS 20M] -20F] X90 7259-24075 1 5/8-12 1 5/8-12 
es § — | 24M -24F | X90 7259-24085 1 7/9-12 1 7/9-12 
ATT 32M -32F} X90 7259-24095 2 1/2-12 2 1/2-12 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


R26 www.gates.com 





HOSE 


Male J IC 37° Flare to Male J IC 37° Flare Bulkhead 









. HOSE/CPLG. 
For use up to SAE 100R2 maximum working pressure. SELECTION 
| | Thread I.D. 
3 3f° GLOBALSPIRAL 
COUPLINGS 
Hh AREY 4 


MEGACRIMP 
COUPLINGS 


Prod, 
ish es = eign (Lhs.) 


10MJ -10BKHD 7259-24545 7/8-14 


POWER CRIMP 
COUPLINGS 


51 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


Male J IC 37° Flare to Male J IC 37° Flare Bulkhead - 45° 


For use up to SAE 100R2 maximum working pressure. 


PCTS 
THERMOPLASTIC 
Thread ID. “| COUPLINGS 


FIELD 
ATTACHABLE G1 
4 & G2 COUPLINGS 


MS 37° 
FIELD 


oT ATTACHABLE C5 


t C5E 
pace wes) 
a es = eight (Lbs. 
a 





SURELOK AIR 
BRAKE 
COUPLINGS 


& 
COUPLINGS 
7259-34175 
7259-34185 
7259-34195 
7259-34205 






ADAPTERS 


10M) -10BKHD45 7259-34215 7/8-14 
12M] -12BKHD45 7259-34225 1 1/16-12 56 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


R28 


Male J IC 37° Flare to Male J IC 37° Flare Bulkhead - 90° 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. 


3 
14 
30 
A2 
15 


1.05 


8M] -8BKHD90 7259-34285 3/4-16 il 





Male J IC 37° Flare Tee 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. 


Tm, 


2. es = elgnt (Lbs. 
2M] -2MJ -2M 7259-77905 9/16-24 04 
-3MJ - 7259-08095 3/8-24 
9/16- 


8M] -8MJ -8M - 

10MJ -10MJ -10M 
12MJ -12M] -12M 
14MJ -14M] -14M 


po 
po 


www.gates.com 





Male J IC 37° Flare Tee - Continued 


Prod. ANN 

io. es = elgnt Lbs.) 

16M] -16M] -12M 7259-34365 15/16-12 
16M] -16M] -16M 7259-23395 1 5/16-12 
20MJ -20M] -20M 7259-23405 1 5/8-12 


7259-07555 1 718-12 
7259-07455 2 1/2-12 





Male J IC 37° Flare on Run to Female J IC 37° Flare Swivel - Tee 


For use up to SAE 100R2 maximum working pressure. 


Thread |.D. | 


4 
\ 37° 


dee + 
No, ms = elit (Lbs. 





10M] -10MJ -10F] X 7259-34405 7/8-14 7/8-14 Pa 
12M] -12MJ -12F | X 7259-24835 1 1/16-12 1 1/16-12 
14M] -14MJ -14F] X 7259-07945 1 3/16-12 1 3/16-12 


1 5/16-12 1 5/16-12 93 
1 5/8-12 1 5/8-12 1.98 
2.50 
5.67 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


R30 


Male J IC 37° Flare on Run to Male J IC 37° Flare Bulkhead - Tee 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. 








Prod. N 
No. 
4M| -4MJ -4BKHD 7259-34425 


5MJ -5MJ -5BKHD 7259-34435 1/2-20 
6BKHD 7259-34445 9/16-18 


6M] -6M 


8M] -8MJ -8BKHD 7259-34455 


10MJ -10M] -10BKHD 7259-34465 
12MJ -12M] -12BKHD 7259-34475 
16MJ -16M] -16BKHD 7259-34485 





Male J IC 37° Flare to Male J IC 37° Flare Bulkhead to Male J IC 37° Flare - 
Tee 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. 


“k 


37” 


wees) 
a es = eight (Ibs. 


4M) -ABKHD-4M 7259-34495 7/16-20 
6MJ -6BKHD-6M 7259-34515 9/16-18 
8M| -8BKHD-8M 7259-34525 3/4-16 





10MJ -10BKHD-10M 7259-34535 7/8-14 
12M) -12BKHD-12M 7259-34545 1 1/16-12 Pagid 
16M -16BKHD-16M 7259-34555 1 5/16-12 


www.gates.com 





Male J IC 37° Flare to Female J IC 37° Flare Swivel to Male J IC 37° Flare - 
Tee 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. | 


Le: 4 
\ 387) 





es = \eig!it Lbs.) 
jaMj-aF|X-aM) | 7259-24705 | tbo | too | 
LOMJ-1OF)X-LoMj | 7259-24745 |B] | 
faw-taeyxclaa] _}_asp2arsg_}_yfieaz__1_.uagaz__{__yz_ 
66x69) | raspares | 15n62 [tne |» 
24M) -24F) X-24M 1 7/8-12 2.50 





Male J IC 37° Flare to Male Pipe NPTF 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. | 


Prod. NUNN 
uD ms = eg! (Lbs. 


2M] -2MP 7259-77935 5/16-24 1/8-27 
3/8-24 118-27 


3MJ -2MP 7259-77945 
4M) -2MP 7259-10085 7/16-20 1/8-27 PO 


7259-04195 7/16-20 1/4-18 ee 
ee ee 
jmjaMp__{__tasg-7oa55_{_1iga0_| _aug____f a 
4M) -12MP 
5M) -2MP 
5M) -4MP 1/2-20 
5M|-6MP 


9M] -8MP 
6M] -2MP 
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COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
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LOC, GLAND GLP 
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POLARSEAL Il 
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PCTS 
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FIELD 
ATTACHABLE G1 
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ATTACHABLE C5 
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SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
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LIVE SWIVEL 
BALL VALVES 
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EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


R32 


SAE to SAE 


Male J IC 37° Flare to Male Pipe NPTF - Continued 


Prod. se 
No. Weight (Lbs.) 
a ee ee 
au sup os-panng ante ai 2 
lomj-emP | 7259-20785 || 8B 
lomj-emP | 7259-25715 | Fae 
aowj-lgup _{_rasgetgso§_} _tiag__[| _yaag____f{ a6 
leMj-12MPo | 759-2085 | 2 || 
leMj-temP— | 7259-08275 | te? || 
uéMj-2omP | 7259-38565 | 5D | AD | 
lemj-24mp | 7259-06065 | GDF? | 
2oMj-12MP | 7259-07675 | || 
romj-24mp | 7259-38575 | |? | 
2amj-2omP | 7259-34585 ||. | 
ramj-2amP | 759-19285 || ete | 


www.gates.com 





Male J IC 37° Flare to Male Pipe NPTF - 45° 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. 


\ 


Ww 
™ 
a 





Prod. AN 
No. Weight (Lbs.) 
03 


_————d 
| 





6M) -8MP45 

8M) -8MP45 
10M) -12MP 45 
1-11 12 

1-11 12 


| 
32M) -32MP45 


www.gates.com 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
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LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





R33 









HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


R34 


Male J IC 37° Flare to Male Pipe NPTF - 90° 


For use up to SAE 100R2 maximum working pressure. 


\o7 Thread ID. 
Pa ‘\30 : — / 
Thread 
me A 
37° 


es eight (Lbs. 
4Mj-2mp90 | tn | 20— ss] | CsCidC 
25 
f4Mj-12MP90 | 7250-07695 | G20— (w$ss| 8 | CC 
6M] -2MP90 7259-11085 9/16-18 1/8-27 
28 
Ad 
29 
7259-28375 
7259-10555 
7259-07705 
7259-07995 
7259-10795 
7259-28395 
7259-34665 
7259-06835 | 
7259-09445 
7259-07585 
7259-09455 
7259-11205 3/4-14 
16M] -16MP90 7259-28405 1 5/16-12 
7259-34675 
16MJ-24MP-90 7259-07715 
20M] -16MP 90 7259-11565 
20M] -20MP90 7259-10905 
24M] -20MP 90 7259-34695 








24M] -24MP.90 7259-11445 1 7/8-12 1 1/2-11 1/2 
32M] -24MP.90 7259-08335 2 1f2-12 1 1/2-11 1/2 
32MJ -32MP.90 7259-11685 2 1j2-12 2-11 1/2 


www.gates.com 





ae eens 
2M) -2FP 7259-78015 5/16-24 18-27 
3M) -2FP 7259-08515 3/8-24 18-27 


3M] -4FP 
MJ -2FP 
MJ -4FP 
MJ -6F P 
MJ -8FP 
OM] -2FP 
OM] -4F P 
6M] -2FP 
6M] -4FP 
6M] -6F P 
6M] -8FP 
8M] -4FP 
8M] -6F P 
8M] -8FP 
8M] -12FP 
10MJ -6FP 
10MJ -8FP 
10MJ -12FP 
12MJ -8FP 
12MJ -12FP 
12MJ -16FP 
14MJ -12FP 
16MJ -12FP 
16MJ -16FP 
16MJ -20FP 
20M] -16F P 
20M] -20FP 
24M] -24F P 
32M] -32FP 





Prod NNN 
ie es eight (Lbs.) 
0 
a 
2 
Al 
2 
2 
J 
2 
2 
4 
2 
4 
4 
4 
JT 
Jd 
J 





Male J IC 37° Flare to Female Pipe NPTF 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. | 


— 


— 





Ww 
™ 
a 


7259-08525 3/8-24 1/4-18 


[seas neo] i 
[7as0965 —ftn0 it 
[asses | neo i] 
rasa.09475 —tn0 a i 
[assassin 
raseeis Pao te 
[assassins |i 
ase0515 santa |e 
[rassses | ones | 
—rsa3ans ania da i 
[rasaoaas i eas | 
[7ase-10965 iP ats ite 
[rase-0s0s | ae | 
rasa3as iat te 
[sears | ee 
[—ase:10805 tee at 
[seas | te | 
5934755 iinet id 
[rase0675 | ane | 
[raseoeses i anes] 
rase.07005 snes te 
[asses i sneae| 
[7as934765 sna tet 
[rasa0es35 i sea] i i 
795925995 sae tet 


2 
0 
7 
7 
11 
13 
6 
14 
14 
6 
6 
3 
8 
1 
3 
0 
6 
2 
2 
2 
8 
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FIELD 
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R36 


Male J IC 37° Flare to Female Pipe NPTF - 90° 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. 


| [ Thea 1,0. 
CE 
UN 


cee | ses 
i es eight (Lbs. 


aS 
MJ -2FP.90 7259-25105 7/16-20 18-27 






» 


Ww 
™ 
a 


iamj-eepg90 7259-38485 | toe? | a | 
7259-34855 


Female J IC 37° Flare Swivel to Male Pipe NPTF 


For use up to SAE 100R2 maximum working pressure. 


ue es = eigiit Lbs.) 
eF|X-AMP | 79-3885 ft 
26 
34 
M6F|X-16MP | 7253-34035 | GD | 
20Fjx-2ome | 73g 52 || 


www.gates.com 





Female J IC 37° Flare Swivel to Male Pipe NPTF - 90° 


For use up to SAE 100R2 maximum working pressure. 


I Thread |.D. 


lL 


or 





1 ns = eight (Lbs.) 


4F] X-2MP90 7253-34955 7/16-20 1/8-27 08 
6F] X-4MP90 7253-34965 9/16-18 1/4-18 14 
8F] X-6MP90 7253-34985 3/4-16 3/8-18 29 





1.50 


20F| X-20MP90 7259-35295 
24F| X-24MP 90 7259-35035 1 7/8-12 112-11 1/2 


Female J IC 37° Flare Swivel to Female Pipe NPTF 


For use up to SAE 100R2 maximum working pressure. 


ee 
ie 
UI)? 


cee | wet 
ide nes = eight (Lbs.) 


4F] X-2FP 7253-35045 7/16-20 1/8-27 


[ Thread |.D. 








4F| X-4FP 7253-35055 7/16-20 1/4-18 
6F] X-6F P 7253-35075 9/16-18 3/8-18 
SF] X-6F P 7253-35095 3/4-16 3/8-18 


SF] X-8F P 


10FJ X-8FP 7253-35115 7/8-14 1/2-14 
12FJ X-12FP 7253-35125 1 1/16-12 3/4-14 
16FJ X-16FP 7259-35135 1 5/16-12 1-11 1/2 


10 
14 
15 
8 
0 
6 
2 


Pp 


7259-35145 1 5/8-12 1 1/4-11 1/2 


20F] X-20F P 
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R38 


Male J IC 37° Flare Bulkhead to Male Pipe NPTF 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. | 


Prod. 
pee 
10M) BKHD-8MP 


Male J IC 37° Flare on Run to Male Pipe NPTF - Tee 


For use up to SAE 100R2 maximum working pressure. 


Thread I.D. | 


No. 


a eet, (ee eT) 
7259-09605 
7259-23415 
7259-35215 
: : 
; : 
:; 
; 
:; 
: : 
:; 
: : 
; : 
: : 


7259-05855 
7259-07385 
7259-35225 
7259-23425 
7259-35235 
7259-35245 
7259-23435 
7259-35255 
7259-09615 
7259-23445 
7259-07395 
7259-23455 
7259-07735 
7259-09625 
7259-09635 


a 
La) 
Le 
a ae 
p20 | eo |e 
p20 || 
| t-te | te || 
| t-te | te] | 
ae 
Ee] 
Le 
[a 
88 
PR 
a ae 
_ 


ms “eight (Lbs. 


12MJ -12M] -16MP 
14MJ -14M] -12MP 
16MJ -16M] -12MP 


1 3/16-12 1 3/16-12 3/4-14 a 
1 5/16-12 1 5/16-12 3/4-14 foo ae 


9/16-18 9/16-18 1/2-14 


07 
iz 
ale) 
10 
13 
13 
20 
30 
32 
39 
a 
38 
63 
61 
97 
1.13 


www.gates.com 





Male J IC 37° Flare on Run to Male Pipe NPTF - Tee - Continued 


No. Weight (Lbs.) 


a 
16M -16M] -16MP 7259-23465 1 5/16-12 1 5/16-12 1-11 1/2 _2__ 
20M -20M] -20MP 7259-35265 1 5/8-12 1 5/8-12 1 5/8-12 
24M} -24M] -24MP 7259-08355 1 7/8-12 1 7/8-12 11/2-11 1/2 





Female Flat-Face O-Ring Cap 


For use up to SAE 100R2 maximum working pressure. 


[~ 1D. 


— weit 


ee ne 
SFFOR-CAP | 25332045] BG 
OFFOR-CAP 75330055 Pa a 
2FFOR-CAP | 725332065 | DH 
eFFOR-CAP 25332075 |e 
20FFOR-CAP | 75332085 | oe? 
2aFFOR-CAP 5332095 





Male Flat-Face O-Ring Plug 


For use up to SAE 100R2 maximum working pressure. 


Thread O.D. 
f\ O-ring groove ‘| 


wii 


a PLUG 7259-32045 <r 18 
6MFFOR-PLUG 7259-32055 11/16-16 8 
8MFFOR-PLUG 7259-32065 13/16-16 PS 


MOMFFOR-PLUG 7259-32075 a 
saMfeoRpLug __|_7zsp-gzgg_}_asigaz_}_ay_ 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 


R40 


Male Flat-Face O-Ring to Male Flat-Face O-Ring 


For use up to SAE 100R2 maximum working pressure. 


ce | wet 
ie es |= eight (Lbs.) 
07 


7259-43965 
7259-43975 
7259-43985 
7259-44025 
7259-44045 
7259-44065 
7259-44075 
7259-44085 


9/16-18 9/16-18 Le 

11/16-16 9/16-18 
11/16-16 11/16-16 
1-14 1-14 

1 3/16-12 1 3/16-12 
1 7/16-12 1 7/16-12 
1 11/16-12 1 11/16-12 
2-12 2-12 


Male Flat-Face O-Ring to Male Flat-Face O-Ring - 90° 


For use up to SAE 100R2 maximum working pressure. 


a ee 
iE es = elgnt Lbs.) 


AMFFOR-4MEFOR90 7259-44105 9/16-18 a ee 
8MFFOR-8MFFOR90 7259-44125 13/16-16 


www.gates.com 





Male Flat-Face O-Ring to Female Flat-Face Swivel - 90° 


For use up to SAE 100R2 maximum working pressure. 






Thread |.D. 


O-ring groove 





4MFFOR-4FFORX90 7259-06075 9/16-18 9/16-18 


6MFFOR-6FFORX90 7259-31905 11/16-16 11/16-16 
8MFFOR-8FFORX90 7259-00345 13/16-16 13/16-16 


LOMFFOR-10FFORX90 7259-05585 
12MFFOR-12FFORX90 7259-06085 1 3/16-12 1 3/16-12 


16MFFOR-16FFORX90 7259-05285 1 7/16-12 1 7/16-12 
20MFFOR-20FFORX90 7259-09665 1 11/16-12 1 11/16-12 
24MFFOR-24FFORX90 7259-09675 


Male Flat-Face O-Ring Tee 


For use up to SAE 100R2 maximum working pressure. 


Thread O.D. ‘| 


Weight (Lbs.) 
13 


5] 
Jd 


, 
es eight (Lbs.) 


9/16-18 


7259-04805 





4MFFOR-4MFFOR-4MFFOR 


6MFFOR-6MFFOR-6MFFOR 7259-04815 11/16-16 25 
LOMFFOR-10MFFOR-10MFFOR 7259-04835 1-14 64 
L2MFFOR-L2MFFOR-12MFFOR | 7259-00845 | 32 | 8H 
1OMFFOR-16MFFOR-16MFFOR 7259-04855 1 7/16-12 139 


www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


R42 


Male Flat-Face O-Ring on Run to Female Flat-Face Swivel - Tee 


For use up to SAE 100R2 maximum working pressure. 


Thread |.D. 


Thread O.D. 
O-ring groove | 





es feight (Lbs.) 
LOMFFOR-LOMFFOR-LOFFORX | 7259-09685 | | 


Male Flat-Face O-Ring to Female Flat-Face O-Ring to Male Flat-Face 0- 
Ring - Tee 


For use up to SAE 100R2 maximum working pressure. 





weit) 
No. es YY eigitt (Lbs.) 
] 


4MFFOR-4FFORX-4MFFOR 7259-00265 9/16-18 1 
6MFFOR-6FFORX-6MFFOR 7259-00135 11/16-16 9 
- 2 


1.03 


LOMFFOR-10FFORX-1OMFFOR 
12MFFOR-12FFORX-12MFFOR 
lOMFFOR-16FFORX-16MFFOR 
2OMFFOR-20FFORX-20MFFOR 


: 
SMFFOR-8FFORX-8MFFOR 7259-00225 13/16-16 


www.gates.com 





Male Flat-Face O-Ring to Male Pipe NPTF eee 


For use up to SAE 100R2 maximum working pressure. SELECTION 


ay ee G8K COUPLINGS 
60° | | 
O-ring groove 
= ‘\30° | 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 





Prod. 
No. Weight (Lbs.) 


OM ee MG a 
AMFFOR-AMP | 7259-30625 | te] ed 
4MFFOR-OMP | 7259-30635 | tet] 8B 
fMFFOR-ame _1_tapo-gop45_}_uygeng_}_aeag_{_ig_ 
2MFFOR-BMP | 7259-06035 | 32 | 
L2MFFOR-laMP | 7259-30705 | 32 || 8H 
2MFFOR-leMP | 7259-08115 | 3 | 
leweFoR-Wawe __{_ras-yov_}_17gtz__gii_{_4y__ 
oueeoR.20qp | T5005 | ainsi | tue 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 





PCTS 
THERMOPLASTIC 
COUPLINGS 


Male Flat-Face O-Ring to Female J IC 37° Flare Swivel FIELD 


. ATTACHABLE G1 
For use up to SAE 100R2 maximum working pressure. & G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


——_ Wet bs 


ee 
faMefoR-g|X_{_7asgsaé5_} __tybag__{__ayag__} ag 
owrron.ie|x [sags ne 

2ueF0R.2F}x | seas | anes | ans) a 
MOMFFOR-16F)X | 7259-06765 | tet? | SZ | 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 





BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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icneer Male Flat-Face O-Ring to Male O-Ring Boss 
SELECTION For use up to SAE 100R2 maximum working pressure. 


G8K COUPLINGS Thread O.D. 


Thread O.D. 
O-ring groove | 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 





MEGACRIMP 
COUPLINGS 


No. —SSaa Se area a Bee 


yy 
3S 
= 


ee AMFFOR-4MB 7259-30015 9/16-18 7/16-20 

STEEL AMFFOR-6MB 7259-29905 9/16-18 9/16-18 — 
AMFFOR-8MB 7259-30115 9/16-18 3/4-16 

sOWeRcaiip 6MFFOR-4MB 7259-30025 11/16-16 9/16-18 — 
COUPLINGS 6MFFOR-6MB 7259-00085 11/16-16 7/16-20 


eurFoR.anp—| rns9.0005 | tuexs | ais | as 
LOC, GLAND GLP SWFFOR LOMB 7259-30095 11/16-16 7/8-14 
COUPLINGS 
a 
DOLARSEAL 
COUPLINGS 
aMFFOR-I6MB + ———ss0eoos «| ates | ne | 
pouanseaLi|  [IOMFFOR-MB_———SSSi SS sgcoss | Tt | 
courunés] —rowrroRawws [assis [ga a 
C14 COUPLINGS 
™ 
THERMOPLASTIC 
COUPLINGS 
FELD 
De 
















sce 20MFFOR-24MB 7259-09745 1 11/16-12 1 7/8-12 1.06 
ATTACHABLE C5| | 24MFFOR-20MB 7259-09755 1 5/8-12 


& CSE 32MFFOR-32MB 7259-00325 2 1/2-12 2 12-12 1,93 
COUPLINGS 


SURELOK AIR 


BRAKE Male Flat-Face O-Ring to Male O-Ring Boss - 45° 


COUPLINGS . 
For use up to SAE 100R2 maximum working pressure. 
ADAPTERS 


QUICK | il Thread O.D. 


DISCONNECT 
COUPLERS 


Thread O.D. 
O-ring groove ‘| 





EQUIPMENT AND 
PARTS AMFFOR-4MB45 7259-30935 jaa 18 7/16-20 es [an 
AMFFOR-6MB45 7259-30305 9/16-18 9/16-18 
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Male Flat-Face O-Ring to Male O-Ring Boss - 45° - Continued 


— a 
No. ——= wi) Weight (Lbs.) 


———— 
: | ao 


LOMFFOR-8MB45 7259-30995 3/4-16 





Male Flat-Face O-Ring to Male O-Ring Boss - 90° 


For use up to SAE 100R2 maximum working pressure. 


Thread OD. Thread O.D. 
O-ring groove | 





Prod. 
No. 
4MFFOR-4MB90 7259-30415 


4MFFOR-6MB90 7259-30735 
4MFFOR-8MB90 7259-30745 
6MFFOR-4MB90 7259-30495 
6MFFOR-6MB90 7259-30425 
6MFFOR-8MB90 7259-30755 
6MFFOR-12MB90 7259-30765 
8MFFOR-6MB90 7259-66215 
8MFFOR-8MB90 7259-30435 
8MFFOR-10MB90 7259-30515 
SMFFOR-12MB90 7259-30525 
1OMFFOR-8MB90 7259-30555 
1OMFFOR-10MB90 7259-30445 
1OMFFOR-12MB90 7259-30775 
12MFFOR-8MB90 7259-30785 
12MFFOR-10MB90 7259-30795 
12MFFOR-12MB90 7259-30455 
12MFFOR-16MB90 7259-30805 
lOMFFOR-12MB90 7259-30545 


wm 
Weight (Lbs.) 


aS eel 


7/16-20 
9/16-18 
3/4-16 
7/16-20 
9/16-18 
3/4-16 
1 1/16-12 
9/16-18 
3/4-16 
7/8-14 
1 1/16-12 
3/4-16 
7/8-14 
1 1/16-12 
3/4-16 
7/8-14 
1 1/16-12 
1 5/16-12 
1 1/16-12 


a ae 


13 
15 
] 
2 
4 
8 
2 
4 
0 
4 
2 
0 
7 
4 
i 
3 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


R46 


Male Flat-Face O-Ring to Male O-Ring Boss - 90° - Continued 


ce — 
No. Weight (Lbs.) 


—_—_—— aS, SSS 
24M FFOR-24MB90 





Male Flat-Face O-Ring to Male O-Ring Boss - 90° Long Drop 


For use up to SAE 100R2 maximum working pressure. 


Thread O.D. | 


Thread O.D. 
O-ring groove | 


| 


pee | L Weight ts) 
No. —SSa eT Weight (Lbs.) 


MFFOR-4MB90L 9/16-18 
11/16-16 [ oteigs | 
1 3/16-12 





1 7/16-12 


1 5/16-12 


Male Flat-Face O-Ring on Run to Male O-Ring Boss - Tee 


For use up to SAE 100R2 maximum working pressure. 


Thread O.D. | 


Thread O.D. 
O-ring groove ‘| 


Weight (Lbs.) 


www.gates.com 





Male Flat-Face O-Ring to Male O-Ring Boss to Male Flat-Face O-Ring - eres 
Tee SELECTION. 


For use up to SAE 100R2 maximum working pressure. 
G8K COUPLINGS 


GLOBALSPIRAL 


Thread OD. COUPLINGS 


Thread O.D. 
O-ring groove ‘| 








= PCM /PCS 
FERRULES 
MEGACRIMP 
COUPLINGS 
STAINLESS 
ANN STEEL 
ee mms e!g't (Lbs. 
AMFFOR-4MB-4MFFOR 7259-31455 9/16-18 7/16-20 9/16-18 ae 
6MFFOR-6MB-6MFFOR 7259-31605 11/16-16 9/16-18 11/16-16 
8MFFOR-8MB-8MFFOR 7259-31465 13/16-16 3/4-16 13/16-16 
LOMFFOR-10MB-LOMF FOR 7259-31615 yea | eld || LOC GL AND GLP 
12MFFOR-12MB-12MFFOR 7259-31475 1 3/16-12 1 1/16-12 1 3/16-12 
16MFFOR-16MB-16MFFOR 7259-31485 1 7/16-12 1 5/16-12 1 7/16-12 
POLARSEAL 
20MFFOR-20MB-20MFFOR 7259-31495 1 11/16-12 1 5/8-12 1 11/16-12 PouR Cs 
; ; POLARSEAL I 
Female Flat-Face Swivel to Male J IC 37° Flare pOuEENG 


For use up to SAE 100R2 maximum working pressure. C14 COUPLINGS 


Thread I.D. “| Thread |.D. PCTS 
’ THERMOPLASTIC 


37° COUPLINGS 


- 








4 FIELD 
ATTACHABLE G1 
=. & G2 COUPLINGS 
Prod. NNN . FIELD 
No. ie ight (Ls ,) a vettEe 
4FFORX-4M 7253-31705 9/16-18 7/16-20 6 ____ COUPLINGS 
6FFORX-6M 7253-31715 11/16-16 9/16-18 
SF FORX-8M 7253-31725 13/16-16 3/4-16 1 SURELOK AIR 
1OFFORX-10M 7253-31735 1-14 7/8-14 BRAKE 
COUPLINGS 
12FFORX-12M 7253-31745 1 3/16-12 1 1/16-12 — 
16F FORX-16M 7253-31755 1 7/16-12 1 1/16-13 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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SAE to SAE - High Pressure 


Code 61 O-Ring Flange to Male J IC 37° Flare 


O-Ring not included. Must be ordered separately. 


Thread I.D. 


a ——— 





No. ee 
Arla) __ ss 


EEE 
FL-8M 3/4-16 


Code 61 O-Ring Flange to Male J IC 37° Flare - High Pressure 


No braze joints, solid one-piece construction for increased reliability. 
O-Ring not included. Must be ordered separately. 


Thread I.D. 


Ta 12M 7253-12405 1 1/16-12 1 1/16-12 ae a ee 
L6FL5K-16M 7253-13035 1 5/16-12 1 1/16-12 phils _{ _ais_{ _32_{ _aa_{ _a2_ 
16F L5K-20M 7253-12425 1 5/8-12 1516-12 | 175 | 445 | 32 | 81 | 243 | 


20F L4K-16M 7253-12485 1 5/16-12 1 5/8-12 ee 
20F L4K-20M 7253-12475 1 5/8-12 1712 | 200 | 508 | 32 | 81 | 15 


NOTE: FL5K maximum working pressure is 5,000 psi; FL4K maximum working pressure is 4,000 p psi. 


www.gates.com 






SAE to SAE - High Pressure 


Code 61 O-Ring Flange to Male J IC 37° Flare - 45° 


O-Ring not included. Must be ordered separately. 


¥ Thread I.D. | 
4 y 


37° 





~ mM 
NO. ac enc | TT eres “ight (Lbs.) 


ae 
SrL-eMj4s | 7253-86937 | 36 =| 2a? =| ay | 30.2 | | 
2FL-12Mj45 | 7253-86938 | 1 1/l6-12_ | ae-12_ | 150 | 381 | 7 || 
24 L-24M) 45 1 7/8-12 


Code 61 O-Ring Flange to Male J IC 37° Flare - 45° - High Pressure 


No braze joints, solid one-piece construction for increased reliability. 
O-Ring not included. Must be ordered separately. 


Thread I.D. 


4 


Sr 


NO. aa ne TT TT 19" (LS J 


12F L5K-12M] 45 7253-13105 1 1/16-12 178-12 | 150 | 381 | 27 | 69 | 158 | 





16FL5K-16M] 45 7253-13125 1 1/16-13 2 1/2-12 


20FL4K-16M] 45 7253-12625 1 5/16-12 1 1/16-12 
20FL4K-20M) 45 7253-12395 15/8-12 1 1/16-13 


NOTE: FL5K maximum working pressure is 5,000 psi; FL4K maximum working pressure is 4,000 psi. 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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SAE to SAE - High Pressure 









saesonte Code 61 O-Ring Flange to Male J IC 37° Flare - 90° 


SELECTION O-Ring not included. Must be ordered separately. 


G8K COUPLINGS | 
GLOBALSPIRAL <i Thread ID. 
COUPLINGS | 
PCM /PCS 


FERRULES “4 


Sr 





MEGACRIMP 
COUPLINGS 


en rod a es 
No. Weight (Lbs.) 


pi 
POWER CRIMP 0 
1 
2 


Lawes a ee 
pe | ete | at} 302 || 
COUPLINGS) — |a2FL-tamj90_ | 7253-86945 | 34 | teeta | 0 | 381 || | 
LOC, GLAND GLP 
ee 
| : 


32F L-32M| 90 7253-86949 2 1/2-12 


POLARSEAL 
COUPLINGS 


POLARSEAL I Code 61 O-Ring Flange to Male J IC 37° Flare - 90° - High Pressure 


eee No braze joints, solid one-piece construction for increased reliability. 
O-Ring not included. Must be ordered separately. 





C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


Thread I.D. | 
FIELD 
ATTACHABLE G1 


& G2 COUPLINGS A 


37° 
FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


BRAKE No. ieee Weight (Lbs.) 
a 


poe nc pm i 
2FLSK-12Mj90 | 7253-13205 | yé-12_ | 116-12 | 150 | 381 | 27 | 9 | 
pela 
QUICK 


eae NOTE: FL5K maximum working pressure is 5,000 psi; FL4K maximum working pressure is 4,000 psi. 





LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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SAE to SAE - High Pressure 


Code 61 O-Ring Flange to Male Flat-Face O-Ring - High Pressure 


For use up to SAE 100R2 maximum working pressure. 
No braze joints, solid one-piece construction for increased reliability. 
O-Ring not included. Must be ordered separately. 


rt " me | 
* el J 


>| er 


Prod, a... 
No. a er 9! (Lbs.) 
2FLSK-L2MFFOR |7253-13695 | 13/612 | ime-12_ | 150 | 381 | | 69 |S 


tee 12MFFOR 7253-17155 a 1ui6-12 | 175 | 445 | 32 | 81 | 64 | 
16FL5K-16MFFOR 7253-13705 1 7/16-12 116-12 | 175 | 445 | 32 | 81 | 80 | 
20F L4K-20MFFOR 7253-13715 11/4 15812 | 200 | soe | 32 | 81 | ie | 


NOTE: FL5K maximum working pressure is 5,000 psi; FL4K maximum working pressure is 4,000 psi. 





Code 61 O-Ring Flange to Male Flat-Face O-Ring 45° - High Pressure 


No braze joints, solid one-piece construction for increased reliability. 
O-Ring not included. Must be ordered separately. 


Thread O.D. 
O-ring groove ‘| 





Po wo 
ro Urs, 


12FL5K-12MFFOR45 7253-13725 1 3/16-12 1116-12 | 150 | 381 | 27 | 69 | 2 | 
16FL5K-16MFFOR45 7253-13735 1 7/16-12 1 1/16-12 
20FL4K-20MFFOR45 7253-13745 11/4 1 5/8-12 


NOTE: FL5K maximum working pressure is 5,000 psi; FL4K maximum working pressure is 4,000 psi. 
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PCM /PCS 
FERRULES 
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LOC, GLAND GLP 
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POLARSEAL 
COUPLINGS 


POLARSEAL Il 
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C14 COUPLINGS 


Pols 
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COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
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SAE to SAE - High Pressure 


Code 61 O-Ring Flange to Male Flat-Face O-Ring 90° - High Pressure 


No braze joints, solid one-piece construction for increased reliability. 
O-Ring not included. Must be ordered separately. 


Thread O.D. 
O-ring groove | 





eve, | gh Lf ft i ee 


12FL5K-12MFFOR90 7253-13755 1 3/16-12 1116-12 | 150 | 381 | 27 | 69 | 80 | 
16FL5K-16MFFOR90 7253-13765 1 7/16-12 1 1/16-12 
20F L4K-20MFFOR90 7253-13775 11/4 1 5/8-12 


NOTE: FL5K maximum working pressure is 5,000 psi; FL4K maximum working pressure is 4,000 psi. 


Code 62 O-Ring Flange Heavy to Male J IC 37° Flare - (6,000 psi) 


No braze joints, solid one-piece construction for increased reliability. 
O-Ring not included. Must be ordered separately. 


Thread |.D. | 


4 


37° 


cw TF 
Weight (Lbs.) 


No. ase ek peer (eg see eee val ee A ees II 
L2FLH6K-12Mj | 7253-13305 | 34 | to-tz | 63 | as | 385 | 8S 
MGFLH6K-16M) | 7253-13325 | | 5t6-12_—| 88 | a8 | 388 || 8 





1 ? : 
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SAE to SAE - High Pressure 


Code 62 O-Ring Flange Heavy to Male J IC 37° Flare 45° - (6,000 psi) 


No braze joints, solid one-piece construction for increased reliability. SELECTION 
O-Ring not included. Must be ordered separately. 


HOSE/CPLG. 


G8K COUPLINGS 


Thread |.D. GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
“k FERRULES 


=e es rr es Yt Lbs.) 


See 
| yiei2 | 163 | ae | 858 | 
scien [| ster [ae |e Peat 





MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 





LOC, GLAND GLP 


Code 62 O-Ring Flange Heavy to Male J IC 37° Flare 90° - (6,000 psi) aia 


No braze joints, solid one-piece construction for increased reliability. POLARSEAL 
O-Ring not included. Must be ordered separately. COUPLINGS 


C 


Pod mf ow | Fr 
pee ee eee 


2FLHOK-12M)90_ | 7253-13505 | 3/4 | ae-t2__—| 163 | al | 35 | 8 


POLARSEAL Il 
COUPLINGS 


Thread |.D. 
C14 COUPLINGS 


COUPLINGS 





PCTS 
4 THERMOPLASTIC 
— 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


-_08__ 
2FLHOK-16M)90 | 7253-13515 | 3/4 | ste-12_ | 163 | 44 | 85 | 8 | 95 
LGFLHOK-12M)90_ | 7253-12455 | 1 | teeta | 188 | 478 | 38 | | 


pofuwekaaiyan frasaas [a asa fae [ae fag Yaa 
seFLek-20M90_}_rzs3-13545_} _1_|__1sa2_{_1ab_{_a7g_{__38_[_a7_{ 2.00 


SURELOK AIR 
BRAKE 
COUPLINGS 





ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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SAE to SAE - High Pressure 


HOSE 


Code 62 O-Ring Flange Heavy to Male Flat-Face O-Ring - (6,000 psi) 

SELECTION No braze joints, solid one-piece construction for increased reliability. 

O-Ring not included. Must be ordered separately. 
- Thread O.D. 

Le” ef 

COUPLINGS M J 
¥ 

FERRULES 


>| er — 


MEGACRIMP VW 
cours Prod. mf om 
NO aaa TT ee Y°!9NE LDS.) 
12FLH6K-12MFFOR 7253-13605 3/4 1 3/16-12 1.63 41.4 
STEEL 


35 8.9 65 
16F LH6K-16MFFOR 7253-13615 176-12, | 188 | 478 | 38 | 97 | 9 | 


20FLHOK-20MFFOR 7253-13625 1 1/4 1 7/16-13 2.13 94.1 Al 10.4 1.35 
POWER CRIMP 
COUPLINGS 


‘oc.ecanoeue} 4 COde 62 O-Ring Flange Heavy to Male Flat-Face O-Ring 45° - (6,000 psi) 


EES No braze joints, solid one-piece construction for increased reliability. 


O-Ring not included. Must be ordered separately. 
POLARSEAL 
COUPLINGS 
Thread O.D. 
POupL ice O-ring groove | 
C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 





FIELD 


CGO COUPLINGS|  [L2ELH6K-12MEFOR4S 1253-13635 ize | 163 | a4 | 3 | 389 | 25 | 
16F LH6K-16MFFOR45 7253-13645 1 7/16-12 
sep, [2OFLH6K-2OMFFORAS 7253-13655 11/4 17/16-13 


——| Code 62 O-Ring Flange Heavy to Male Flat-Face O-Ring 90° - (6,000 psi) 


ee No braze joints, solid one-piece construction for increased reliability. 
COUPLINGS O-Ring not included. Must be ordered separately. 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


(* Thread O.D. 
O-ring groove ‘| 





LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


¥. ae 
<-> 4 


em” — (bs.) 





12F LH6K-12MFFOR90 7253-13665 136-12 | 163 | 414 [| 35 | 89 | an | 
16FLH6K-12MFFOR90 7253-13465 1 1/16-12 1 7/16-14 
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SAE to SAE - High Pressure 


Code 62 O-Ring Flange Heavy to Male Flat-Face O-Ring 90° - (6,000 psi) - Continued 


prod | S| MF | Weight 
No. (Lbs.) 


+} in | ___im__ 
16F LH6K-16MFFOR90 7253-13675 | 1 _'| __—i17/46-12 
20F LH6K-20MFFOR90 7253-13685 11/4 1 11/16-12 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 






STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 









FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 


R56 


British to SAE 


British Male Standard Pipe Tapered Thread to Male J IC 37° Flare 


55° 
Thread |.D. \ / 
a Thread 
37° | 
Prod. ANN 
No. el = ay 
2MBSPT-4M 7253-14255 1/8-28 7/16-20 
2MBSPT-5M 7253-60005 1/8-28 1/2-20 2 
2MBSPT-6M 7253-60015 1/8-28 9/16-18 
4MBSPT-4M 7253-14265 1/4-19 7/16-20 2 
AMBSPT-5M 7253-60025 1/4-19 1/2-20 
AMBSPT-6M 7253-60035 1/4-19 9/16-18 4 





A BSPT-8M 7253-60045 1/4-19 3/4-16 


7/16-20 

uasprsn) | rs 600es |g ag ts 
JEMBSPT-OM) | 725314275 | 8B | te 
fwaspr.awl _{_7zsg-sgq7_1_igetg_{_gudg_}_g__ 
SMBSPT-BMJ | 7253-14285 |e |S 
SMBSPT-10M) | 7253-14295 |e | BA | 
fweseragy) _|_aspaoigg_{_ypag__{_yigap __}___a5_ 
swsserzom) __{_yaspetngg__{__tt__{_s_}_y__ 











20MBSPT-16M 7253-60175 1 1/4-11 1 5/16-12 
owaspr-2ou) | asaanies [tue ase 
24MBSPT-24M 7253-60195 1 12-11 1 7/8-12 1.10 


British Male Standard Pipe Tapered Thread to Male J IC 37° Flare - 45° 


55° 
Thread I.D. \ / 
SF 
wz Thread 
O.D. 
37° | 





a (Lbs.) 


2MBSPT-4M] 45 7253-60215 1/8-28 3/4-16 
4MBSPT-4M] 45 7253-60225 1/4-19 7/16-20 


www.gates.com 


British to SAE 





British Male Standard Pipe Tapered Thread to Male J IC 37° Flare - 45° - Continued 





HOSE/CPLG. 
SELECTION 
Prod. 
No. Weight (Lbs.) G8K COUPLINGS 
eae ee ee i 
pouctincs 
anes 
Site 
3/414 15/1612 55 come 
PourtNes 
ee 
ot . 0 0 
British Male Standard Pipe Tapered Thread to Male J IC 37° Flare - 90 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


Thread I.D. | 


POLARSEAL 
fi COUPLINGS 
Thread 
ty a POLARSEAL II 
- t COUPLINGS 


C14 COUPLINGS 
Prod, 
uo aa BO NGIERSD 


IN 

aaa ae | 
7253-60315 5 
7253-60325 10 
7253-60335 10 
7253-60345 5 
7253-60355 15 
7253-60365 0 
15 
5 
5 
5 
0 
5 





PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


7253-60395 
7253-60405 
7253-60415 
7253-60425 
7253-60435 
7253-60445 
7253-60455 


SURELOK AIR 
BRAKE 


0 
0 
2 
2 
2 
4 
2 
7 COUPLINGS 


8MBSPT-8M] 90 7253-60385 1/2-14 3/4-16 


8MBSPT-6M| 90 7253-60375 1/2-14 3/4-16 Lg 


ADAPTERS 





QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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British to SAE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP Weight (Lbs.) 


COUPLINGS a 

STAINLESS 

ad 

POWER CRIMP 

COUPLINGS) emaspP-amp | ~S—753-60525 ~~ | Sai. SC«dC‘“‘;*é‘éiTD'SC#C*C‘“‘COCU!C(S;S;C..Cé:~SC*~«‘C‘*d’ 

femespp-amp |S 253-60535 S| SI —S—id|SC TC 

LOC, GLAND GLP} [emespp-omP «|S 253-15085 =| SI —S—C“‘i]SC(‘CS*CVWG™ |) OC 
COUPLINGS 

suaseraup | rasasnsag Papas aga 

POLARSEAL 

solansea| 

DLARSEAL I 

Ey COURTING: 

pcts|  |rampspp-amP_— | 7253-60635 =| Sa |S] 

THERM SUPLINGS|  [L2MBSPP-12MP |S 7253-05105 | Sa S| Sa Ss|CSC 

fiamespp-iemP |S 253-60645 | Sl S| SI OCLC 

sep) [zwespp-2omp | 7253-60655 | dd | det | 

ATTACHABLE G1 

& 62 COUPLINGS 

FIELD 

ATTACHABLE C3 

couptings)  [20MBSPP-24mP_ | 7253-60705] Ltt =| Stet? si S 

panaspe-zoup [sponse as 

Rue 

BRAKE 


COUPLINGS 


etek British Male Standard Pipe Parallel to Female Pipe NPTF 


QUICK 
DISCONNECT 
COUPLERS Thread |,D- 


No. Weight (Lbs.) 


PARTS 2MBSPP-2FP 7253-60745 ek 28 1/8-27 a a 
2MBSPP-4FP 7253-60755 1/8-28 1/4-18 


EQUIPMENT AND 
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British to SAE 


British Male Standard Pipe Parallel to Female Pipe NPTF - Continued 


Prod. ANN 


No, mms = Yelgnt (Lbs. 





British Male Standard Pipe Parallel to Male J IC 37° Flare 


Thread I.D. “| 55° 


Pas 
\-_ Ay 
Thread 
“A O.D. 
37° 





ANN 


12. es = eight (Lbs. 
3/4-16 
7/16-20 
3/4-16 


8MBSPP-10M 7253-61035 1/2-14 7/8-14 15 


8MBSPP-12M 7253-61045 1/2-14 1 1/16-12 
15 
22 
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POLARSEAL Il 
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British to SAE 


British Male Standard Pipe Parallel to Male J IC 37° Flare - Continued 


et 
No. Weight (Lbs.) 


16MBSPP-14M 7253-61125 1 3/16-12 
16MBSPP-16M 7253-15065 1 5/16-12 ee 
16MBSPP-20M 7253-61135 1 5/8-12 P80 


20MBSPP-16Mj | 7253-6025 || GD | 
2amBsPP-20Mj | 725360175 na TBD | 
pawaspp-tay] _|_yagg-guugs_1_taget. _{_1f_{_g§-_ 





British Male Standard Pipe Parallel to Male J IC 37° Flare - 45° 


= va 


4 


ar 


Se — el 
No. Weight (Lbs.) 


agesppcilas ______|___ fasts ea fab) 
| 7253-61215 7/16-20 

ee 
f6MBSPP-6Mj45 |S 7253-61235 || te | 
f6eMBSPP-8Mj45 |S 7253-6125 || 8G | Cd 
SMBSPP-8Mj45 | 7253-61255 |e |G | 
‘SMBSPP-10Mj45_ | Ss 7253-61265 | | | 
feseP-tzmjas__{_aspeiz’5_{ _ua4_} _aiétz__}_45_____ 


www.gates.com 





British to SAE 


British Male Standard Pipe Parallel to Male J IC 37° Flare - 90° 


Thread I.D. 55° 


“a O.D. 


of 





ie. es = elgiit (Lbs. 





4MBSPP-4MJ 90 7253-61315 1/4-19 7/16-20 10 
4MBSPP-6M] 90 7253-61335 1/4-19 9/16-18 10 





3/8-19 1/2-20 
20 
35 
L2MBSPP-BMj90_ | 7253-62435 || 5S | 


12MBSPP-16Mj90_ | 7253-61865 || GID | 


24M BSPP-24M] 90 7253-61525 1 1/2-11 1 7/8-12 2.10 


British Male Standard Pipe Parallel to Female J IC 37° Flare Swivel 


Thread I.D. 


ANN 
[oe Medes k | ares aed 


Weight (Lbs.) 
2MBSPP-4F] X 7253-61535 1/8-28 7/16-20 


4MBSPP-4F] X 


6MBSPP-BF] X 
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HOSE/CPLG. 
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LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
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FIELD 
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& G2 COUPLINGS 


FIELD 
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British to SAE 


British Male Standard Pipe Parallel to Female J IC 37° Flare Swivel - Continued 


== 
No. Weight (Lbs.) 


SMBSPP-12FJX_ | 7253661S | |e? | 8 
LOMBSPP-BFJX | 7253-62625 | BA || 
fomeseftOfx _1_zzggasis__sg_{_g__} gz 
MOMBSPP-16FJX | 7253-15175 te? | 
20MBSPP-16FJX_ | 725361665 |e] 2 | 8 
20MBSPP-20F}X_ | 7253-61675 | ed | BD | 
32MBSPP-32F] X 


British Male Standard Pipe Parallel with O-Ring to Male J IC 37° Flare 


Thread I.D. 


No. ees tal ICDED, 
7253-1goos || toe | Cd 
4MBSPPOR-4M Pp 753-gos Teg | neo | 
sHBSPPOR 5M Pp 7253-61705 | |e TH 
4MBSPPOR-OMJ |S 7253-2025] | eT 
[6MBSPPOR-4M) |S 7253-10035s| BD | eC“ tss| 
fwespron-su) {assis ft abag fad fad 
7253-14605 72-14 
‘I2MBSPPOR-l6MJ | 7253-61755] | SGD | 
ewaspron-ian) _|__yaszguyes_f al f{aanpag_ fs 
l6OMBSPPOR-16M 7253-14105 1 5/16-12 
Fino, hee ane ae a 
20MBSPPOR-24M -—__tassums_ fant aypag fg 
24MBSPPOR-24M 


2MBSPPOR-4M 


www.gates.com 


British to SAE 





British Male Standard Pipe Parallel with O-Ring to Male J IC 37° Flare - 


; HOSE/CPLG. 
90 SELECTION 
G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 







Thread I.D. 55° 
m™ * Ae FERRULES 
7 * vy 
Thread 
s 1S MEGACRIMP 





a7 COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


de ee = elgnt Lbs.) 
6MBSPPOR-6M] 90 7253-14505 3/8-19 9/16-18 21 
8MBSPPOR-8M] 90 7253-14515 1/2-14 3/4-16 
12MBSPPOR-12M] 90 7253-14525 3/4-14 1p 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


British Male Standard Pipe Parallel with O-Ring to Male Flat-Face O-Ring 


POLARSEAL Il 
COUPLINGS 


Thread O.D. 
O-ring groove ‘| C14 COUPLINGS 
f\ PCTS 
THERMOPLASTIC 
COUPLINGS 


Prod. ATTA 
No. Weight (Lbs.) 


ATTACHABLE G1 

& G2 COUPLINGS 
fg a Mer 
estore | sss [tes ates 
JSMBSPPOR-OMFFOR |S 7253-61855 | | 3G S| 
SMBSPPOR-LOMFFOR | 7253-61865 | || 
S2MBSPPOR-L2MFFOR_{_7as3-6le7__{ _aelg_{ _13éa2_{__ad_ 
20MBSPPOR-20MFFOR | 536905 || ang? | 
| 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 





LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 
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British to SAE 


British Male Standard Pipe Parallel with O-Ring to Male Flat-Face O-Ring 
-Long 





Thread O.D. 55° 
O-ring groove 
30° 
a 
Thread 
O.D. 
Jv 


| ’ : | y 
a 
ie. ms = ight (Lbs. 


6MBSPPOR-8MFFORL 

8MBSPPOR-8MFFORL 

8MBSPPOR-10MFFORL 
85 












16MBSPPOR-L6MFFORL 7253-61985 
20MBSPPOR-20MFFORL 7253-61995 1 1/4-11 1 1/4-12 


British Male Standard Pipe Parallel with O-Ring to Male Flat-Face O-Ring 
- 45° 


Thread O.D. 
O-ring groove | 


a wes 
JI. es =| Yelght (Lis.) 


2MBSPPOR-4MFFOR45 7253-62005 1/8-28 1/4-18 


AMBSPPOR-4MFFOR45 7253-62015 1/4-19 1/4-18 


35 
SMBSPPOR-LOMFFOR4S =| 7253-62065 | S| BA] 





www.gates.com 





British to SAE 


British Male Standard Pipe Parallel with O-Ring to Male Flat-Face O-Ring 
- 90° 


Thread O.D. 55° 


O-ring groove 


ie nes = Yelgnt(Lis.) 


2MBSPPOR-4MFFOR90 
3/8-19 1/2-16 
50 
7253-62195 ii 3/4-12 1,40 








Female British Standard Pipe Parallel to Male Pipe NPTF 


Prod. AMIN 
i ns = eight Lbs.) 
6F BSPP-6MP 


0 
0 
2 
4 
3 
a 
2 
a 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


EQUIPMENT AND 
PARTS 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 








British to SAE 


Female British Standard Pipe Parallel to Male Pipe NPTF - Continued 


Prod. 


ide ee = ei9nt Lbs.) 
24FBSPP-24MP 7253-62385 11/2-11 11/2-11 1/2 
32FBSPP-32MP 7253-62395 2-11 1/2 1.70 





Female British Standard Pipe Parallel to Female Pipe NPTF 


TF 
JI 





ns Yeigitt (Lbs. 
05 
10 
M6FBSPP-lerP | 725365565 | | 


Female British Standard Pipe Parallel to Male J IC 37° Flare 


_¥ 


Thread I.D. 
¥ 1 





4 


37” 





Prod, 
oD es = eg (Lbs.) 
4FBSPP-4M 7253-14225 1/4-19 7/16-20 02 
6FBSPP-6M 7253-14175 3/8-19 9/16-18 08 
12FBSPP-12M 7253-14195 3/4-14 1 1/16-12 4 
M6rBSPP-6m) | 7253-04205 | | 
20FBSPP-20M 7253-14215 1 1/4-11 1 5/8-12 92 


www.gates.com 





British to SAE 


Female British Standard Pipe Parallel Swivel to Male Pipe NPTF - 90° 


es = Weight (Lbs. 


20 





Female British Standard Pipe Parallel Swivel to Male J IC 37° Flare 


Thread I.D. | 


7/16-20 
7/16-20 
1/2-20 
9/16-18 
7/16-20 
1/2-20 
9/16-18 
3/4-16 
7/8-14 
9/16-18 
3/4-16 
7/8-14 
3/4-16 
7/8-14 
3/4-16 
7/8-14 
1 1/16-12 
1 5/16-12 
1 1/16-12 
1 5/16-12 
1 5/8-12 
1 7/8-12 





Prod. AMIN 
No. 

7253-62545 18-28 
7253-15245 1/4-19 
7253-62555 1/4-19 
7253-62565 1/4-19 
7253-62575 3/8-19 
7253-62585 3/8-19 
7253-15255 3/8-19 
7253-62595 3/8-19 
7253-62605 3/8-19 
7253-62615 12-14 
8FBSPPX-8M 7253-15265 1/2-14 
7253-62625 1/2-14 
7253-62635 5/8-14 
7253-15275 5/8-14 
12FBSPPX-8M 7253-62645 3/4-14 
7253-62655 3/4-14 
7253-15285 3/4-14 
7253-62665 3/4-14 
7253-62675 1-11 
7253-15295 1-11 
7253-62685 1 1/4-11 
7253-62695 11/2-11 


Weight (Lbs.) 


05 
07 
05 
05 
15 
15 
5 
15 
15 
15 
24 
20 
20 
2] 
a0 
39 
3 
45 
9 
Al 
1,25 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
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EQUIPMENT AND 
PARTS 
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British to SAE 


Female British Standard Pipe Parallel Swivel to Female J IC 37° Flare 
Swivel 


[ 


pe I.D. 
37° 





weiss) 
No. Weight (Lbs.) 
02 


| 7253-15305 | eg | te20 | 


20FBSPPX-20F] X 7253-62535 11/4-11 1 5/8-12 FO 


Female British Flat-Face O-Ring to Male J IC 37° Flare 


Thread |.D. 


Thread I.D. | 


ie ——EE peg 


30 


www.gates.com 







Metric Conversion 


Male Metric O-Ring Plug 


—— west) 


adgn PLUG 7253-65415 ee ee 3 


Fc 
gMMOR-PLUG 7538-65445 | te PH 
Bomwon-pluG __}_asésqg§_}_ztx§__{_s______ 
2oMMOR-PLUG 7538-65485 |e | 
pu PLUG p 7253-65495 | BOX | 
seMMOR-PLUG ___}_aspess5__}__agig__ fa) 


Male Metric with O-Ring to Female Pipe NPTF 


Th UN) 


re wes 
Bs. es = eight (Lbs, 


samae-sep __|_rass.eueis_{__iaxig_{_y@ag_}_ag_ 
eC 
a 





18MM-8FP 7253-62865 M18X1.5 1/2-14 
20MM-4FP 7253-62875 M20X1.5 1/4-18 
20MM-6FP 7253-62885 M20X1.5 3/8-18 —__—32____ 


On FP 7253-62895 M20X1.5 1/2-14 


ee ee 
26MM-12FP 
27MM-12FP 
33M M-16FP 


www.gates.com 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 
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LOC, GLAND GLP 
COUPLINGS 
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FIELD 
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DISCONNECT 
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EQUIPMENT AND 
PARTS 
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Metric Conversion 


Male Metric with O-Ring to Male J IC 37° Flare 


Thread O.D. | 


= 
No. Weight (Lbs.) 


zeae) isiiss Jeti) ie fg. 
tases ats tes 
4MM-6M) TS 7853-14375 | a | tet | 
4MM-eM) TS 753-63005 | | et | dt 
ens) _}__taspa05_}_waoxag_}_aag_} _0_ 
gMM-8M) T5315 | xT et | 
‘igMM-10M) T7531 | ext | 
20MM-10M) | 7853-14425 | ox |B | 
M22X1.5 3/4-16 PT 
Ec ec 
27MM-12M) | 7253-14455 | mx ——s| et? | 
27MM-1eM) | 7253-63085 | rx | 2S | 
33MM-20M) TS 7253-63055 | 33X00— ssdE TCS 
42MM-20M) | 7853-14475 | gx ~—— | | 


Male Metric with O-Ring to Male J IC 37° Flare - 90° 


Thread I.D. 


i 


Thread O.D. 





ern Msignt psy 


aun 995305835 acs 


14MM-6M] 90 7253-65635 M14X1.5 9/16-18 
16MM-6M 90 7253-65645 M16X1.5 9/16-18 


www.gates.com 






Metric Conversion 


Male Metric with O-Ring to Male J IC 37° Flare - 90° - Continued 


sce L wig) 
No. Weight (Lbs.) 
20 


M6MM-8M)90_ 7253-65655 | MNES | 8G | 


22MM-8M] 90 7253-65675 M22X1.5 3/4-16 
22MM-10MJ 90 7253-65705 M22X1.5 7/8-14 





Male DIN 24° Cone - Light Series to Male J IC 37° Flare 


Thread I.D. | 


4 


37° 


a 
12 ms = eight (Lbs. 


SMDL-AM) 7253-15365 | MKS | tO | 
LOMDL-6Mj 7253-15375 | MX | | 





12MDL-8M 7253-63135 M18X1.5 3/4-16 15 
15MDL-8M 7253-15385 M22X1.5 3/4-16 20 


15MDL-10M 7253-63145 M22X1.5 7/8-14 
25 


www.gates.com 
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HOSE/CPLG. 
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Metric Conversion 







Female DIN 24° Cone Swivel - Light Series to Male J IC 37° Flare 


Thread I.D. | 


Weight (Lbs.) 
05 


eFDLX-AMJ | 7253464725 | MOK | G20 | 
SFDLX-AMJ | 7253-15465 fa | 7620 | 
39 


Male DIN 24° Cone - Heavy Series to Male J IC 37° Flare 





ANN 


es feign Lbs.) 
16MDH-12M 7253-63275 
20MDH-10M 7253-15525 
20MDH-12M 7253-63295 
25MDH-12M 7253-15445 
25MDH-16M 7253-63305 
7253-15455 
7253-63315 
1253-63325 


0 
1] 
0 
19 
0 
0 
3 
0 
2 
a 
8 


www.gates.com 







Metric Conversion 


Female DIN 24° Cone Swivel - Heavy Series to Male J IC 37° Flare 


Thread I.D. | 





es eight (Lbs.) 
7/6-20 
7253-15635 
7253-15645 
f - - 


8F DHX-20M 7253-15675 M52X2.0 1 5/8-12 


Male Kobelco Plug 





ce wi 
is. es = eight (Lbs.) 


22MKB-PLUG 7253-65295 M30X1.5 


Male Kobelco to Male J IC 37° Flare 


Thread I.D. | 


ee 
No, —S a a ay 


Weight (Lbs.) 
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HOSE/CPLG. 
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International to International 


British Bonded Seal 


O 


a es eight (Lbs.) 
ee 
as |: 


po 
17/32 po 
ees | sss tm 
eBBpS | 7253-63365 |G 
opBDS_ 72534063375 
peps 7253-63385 | 
epBDS 72534063395 
opps | 725363405 |e 
appps | 7538S 
s2pBps 7253463425 || 
opBDs_ 7253-63435 
2 


Male British Standard Pipe Parallel with O-Ring Plug 


Thread OD. | 





a wei) 


2MBSPOR-PLUG 7253-65345 ———— 28 
IMBSPOR: PLUG 7253-65355 1/4-19 


uaspor.lug 5365988 
SMBSPOR-PLUG 7253-65375 | at 
L2MBSPOR-PLUG | 7253-05385 | 
MOMBSPOR-PLUG 7253-05395 
2OMBSPOR-PLUG 7253-05405 | 





www.gates.com 







International to International 


Female British Standard Pipe Parallel Cap 


wc 
We. es = eigitt (Lbs.) 


2FBSPP-CAP 7253-63455 1/8-28 
4FBSPP-CAP 7253-63465 1/4-19 


6F BSPP-CAP 


7253-63475 3/8-19 


15 


SFBSPP-CAP 7253-63485 1/2-14 | 
10FBSPP-CAP 7253-63495 5/9-14 


12FBSPP-CAP 7253-63505 3/4-14 


20 
16FBSPP-CAP 7253-63515 30 


20FBSPP-CAP 


7253-63525 11/4-11 


24FBSPP-CAP 7253-63535 11/2-11 
32FBSPP-CAP 7253-63545 





Male British Standard Pipe Tapered Thread Plug 


V/ 


Thread 


pace wets) 
id. es = eight (Lbs.) 
01 


2MBSPT-PLUG 
4MBSPT-PLUG 
6MBSPT-PLUG 
8MBSPT-PLUG 
1OMBSPT-PLUG 
12MBSPT-PLUG 
16OMBSPT-PLUG 
20MBSPT-PLUG 
24MBSPT-PLUG 


7253-63565 1/4-19 
7253-63575 3/8-19 
7253-63585 1/2-14 


1.05 


7253-63555 1/8-28 


7253-63595 5/8-14 


2 
10 
15 

0 

0 

2 
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International to International 





Male British Standard Pipe Parallel Plug 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 


FERRULES 
No. ——— (Lbs,) 
MEGACRIMP 
COUPLINGS 2MBSPP-PLUG 7253-63655 a 28 
AMBSPP-PLUG 7253-63665 1/4-19 
STAINLESS|  [6MBSPP-PLUG 7253-63675 3/8-19 = 
STEEL 8MBSPP-PLUG 7253-63685 1/2-14 PB 
10MBSPP-PLUG 7253-63695 5/9-14 5 _____ 
POWER CRIMP|  |12MBSPP-PLUG 7253-63705 3/4-14 
COUPLINGS} | 16MBSPP-PLUG 7253-63715 
20MBSPP-PLUG 7253-63725 11/4-11 
LOC,GLANDGLP|  |24MBSPP-PLUG 7253-63735 11/2-11 PO 
COUPLINGS 32MBSPP-PLUG 7253-63745 : 


POLARSEAL 
COUPLINGS 


Male British Standard Pipe Parallel to Female British Standard Pipe 
POLARSEAL II Parallel Swivel 


COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


Weight (Lbs.) 


race ee a 
&C5E 
COUPLINGS 
suRELOK alk}  [4MBSPP-6FBSPPK «| 7253-63805 | |B SSCs| SCS 
mou ttakt] [ampspp-afesppx | 725303815 | S| S| 
[emBSPP-4eBSPPK. | 723-63025 S| |S SCd| SCS 
j6MBSPP-6FBSPPX. | 7asz-asis | S| SB SCid|C CS 

Muay = cvaspp-aresppx |S 725303835—S| SBC] 
jaMBSPP-6FBSPPX | 7053-63845 | Sed | SST SC 

cuick| — |amaspearasepx [sais [aaa ate) tn 

ee lee|  [SMBSPP-loFBSPPX | 725303855 | aed S| SBT 
see easepx [spans [ae [aa Ps 

veswive:|  (louBSPp-sepsppx | zss.eae7s [eae fT 
powespreorasprg OP aspagaas Pea eae a 

LOMBSPP-12FBSPPX 7253-63885 
paucvawves| — [iowasppsrasepx [53.68 | auae [apg | 
fiamespp-arespex | 7253-63905 | eae S| Sate S| SC 

accessories) [12MBSPP-10FBSPPX SSS ~SSS78-63015—S| S|] 
fiamespp-izrespex | 7a-a5zz5 | eae S| S| SC 





EQUIPMENT AND L2MBSPP-16FBSPPX 7253-63925 3/4-14 PE 
PARTS 12MBSPP-20F BSPPX 7253-63935 3/4-14 11/4-11 a ee 
16MBSPP-12FBS PPX 7253-63945 314-14 


R76 www.gates.com 


—___seN alent 






Male British Standard Pipe Parallel 7 ritish Standard Pipe Parallel Swivel - 
ontinue 


Prod. ANN 
No. [| Weight (Lbs.) 
L6MBSPP-16FBSPPX 7253-15235 pa 
16MBSPP-20FBSPPX 7253-63955 11/4-11 
20MBSPP-16FBS PPX 7253-63965 11/4-11 





Metric Bonded Seal 


a es = eight (Lbs.) 
PO 





peMBDS 53608 
14MBDS 7253-64065 14.0 01 
18MBDS 7253-64085 18.0 01 
22MBDS 7253-64105 22.0 01 
26MBDS 7253-64125 26.0 01 
30MBDS 7253-64145 30.0 01 
36MBDS 7253-64165 36.0 01 
45MBDS 7253-64185 45.0 01 


50MBDS 7253-64195 





52MBDS 7253-64205 


www.gates.com 
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C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





R77 






HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 





C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


R78 


Prod. 
No. 
7253-64215 
10MM-PLUG 7253-64225 M10X1.5 


12MM-PLUG 7253-64235 M12X1.5 


8MM-PLUG 


24MM-PLUG 


International to International 


Male Metric Plug 


M08X1.0 






ws 
es eight (Lbs.) 
p oaX.O 


2 7 
30MM-PLUG 7253-64315 M30X1.5 CC 





Male DIN 24° Cone - Light Series Plug 


ANN 


No. Saar 


6MDL-PLUG 
8MDL-PLUG 7253-64335 M14X1.5 
12MDL-PLUG 7253-64355 M18X1.5 
18MDL-PLUG 7253-64375 M26X1.5 
28MDL-PLUG 7253-64395 M36X2.0 
42MDL-PLUG 7253-64415 M52X2.0 





www.gates.com 


Weight (Lbs.) 







—___sN alent 


Female DIN 24° Cone - Light Series Cap 





a we 
ide. es = eight (L bs.) 
PMI 


M12X1.5 
B5FDL-CAP 7253-64505 ASO | 





Male DIN 24° Cone - Heavy Series Plug 


ce wi 
ie es = elght (Lbs. 


10 





www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





R79 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 





STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


R80 









International to International 


Female DIN 24° Cone - Heavy Series Cap 


es eight Lbs.) 


8FDH-CAP M16X1.5 


7253-64635 





10FDH-CAP 7253-64645 M18X1.5 05 
14FDH-CAP 7253-64665 M22X1.5 15 
20FDH-CAP 7253-64685 M30X2.0 30 
25FDH-CAP | 7253-68695 | 86K | 
30F DH-CAP 7253-64705 M42X2.0 15 


www.gates.com 






Japanese Conversion 


Female J apanese Industrial Standard Cap 


1 








b 
Thread 
1.D. | | 
Wi 5 
0° LLLLLA, 
Prod. IN 
Je es = eight (Lbs.) 
AF IS-CAP 7253-64875 1/4-19 
6F IS-CAP 7253-64885 3/8-19 10 
SF IS-CAP 7253-64895 1/2-14 
12F] IS-CAP 7253-64905 3/4-14 30 
L6F) IS-CAP 7253-64915 
20F] IS-CAP 7253-64925 1 1/4-11 1.20 
32F]IS-CAP 7253-64945 


Male J apanese Industrial Standard Plug 


Thread 
O.D. 


es eight (Lbs. 
ae 0 

3 

i 


4M) IS-PLUG 1/4-19 
16M) IS-PLUG 


Female J apanese Industrial Standard to Male J IC 37° Flare 


1 


1.D. - a 
1, aN sss a 


WE 
me 
No. (a? oc] Weight (Lbs.) 











IN 

Scones eee One ll 
AF) 1S-4M 7253-65035 1/4-19 7/16-20 
6F) IS-4M 7253-65045 3/8-19 7/16-20 
6F| IS -6M 7253-65055 3/8-19 9/16-18 





www.gates.com 








HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 








Japanese Conversion 


ae Female J apanese Industrial Standard to Male J IC 37° Flare - Continued 
SELECTION 


Prod. ANN 


a es = eight (Lis.) 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


12F} IS-12M 7253-65085 3/4-14 1 1/16-12 
16F) IS-16M 7253-65095 1 5/16-12 
20F| IS-20M 7253-65105 11/4-11 1 5/8-12 





PCM /PCS 
FERRULES 


MEGACRINE Female Komatsu Cap 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


Prod. 
COUPLINGS pees Ah LE SIONENEDSY 
pmax 45 


FK-CAP MIAX1.5 LS 
POLARSEAL I 
eee 
C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


Male Komatsu Plug 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 






FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


Thread 
©.D, 


pace 
He es = Yelgnt (Lbs.) 
° 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


| 
po 


QUICK 
DISCONNECT 
COUPLERS 


12MK-PLUG 7253-65215 M30X1.5 
16MK-PLUG 7253-65225 M33X1.5 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


R82 www.gates.com 






Japanese Conversion 


Female Komatsu to Male J IC 37° Flare 


Thread I.D. | 


Prod 
ao Saas BelODoIEDey 
| 


IN 
—— eee 
FK-4M 7253-65235 05 
7253-65245 


ide. es = eight (Lbs.) 
PMNS 05 


M14X1.5 Pe 
6MK-6MK 
MK-8MK 
LOMK-10MK 
12MK-12MK 


16MK-16MK 


Male Komatsu to Male J IC 37° Flare 


Thread I.D. | 


<> 








37° 


No. 





MN 
es eigiit Lbs.) 
4MK-4M 7253-65825 M14X15 1/2-20 
6MK-6M 7253-65835 M18X1.5 9/16-18 


MOMK-16M) 7253-65875 | MBBS] 2 | 


www.gates.com 








HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





R83 






Japanese Conversion 







re Male Komatsu to Female Komatsu - 90° 
SELECTION 


G8K COUPLINGS 


Thread 
GLOBALSPIRAL Thread OD 
COUPLINGS a one ater 






PCM /PCS 
FERRULES 


Prod. 
MEGACRIMP No. Weight (Lbs.) 


COUPLINGS ——— a 
AMK-4FK90 7253-65945 M14X15 M14X15 
emis 6MK-6FK90 7253-65965 M18X1.5 M18X1.5 
STEEL 8MK-8FK90 7253-65975 M22X1.5 M22X1.5 
LOMK-10FK90 7253-65985 M24X1.5 M24X1.5 PT 
SO WER ORIN 12MK-12F K90 7253-65995 M30X1.5 M30X1.5 fg 
COUPLINGS 16MK-16FK90 7253-66005 M33X1.5 M33X1.5 


LOC, GLAND GLP 
COUPLINGS 


Male Komatsu to Female Komatsu to Male Komatsu - Tee 


POLARSEAL 
COUPLINGS 


POLARSEAL II 
COUPLINGS fk 30° 
Thread Thread 


O.D. 







C14 COUPLINGS 


Pols 
THERMOPLASTIC 


COUPLINGS 
Prod. ANN 
FIELD 1) ns =| elgit (Lbs.) 
a 2 AMK-4FK-4MK 7253-65885 M14X15 M14X1.5 
6MK-6FK-6MK 7253-65905 M18X1.5 M18X1.5 

| 


8MK-8F K-8MK 7253-65915 M22X1.5 M22X1.5 





FIELD OEK. 
aac oe LOMK-10F K-10MK 7253-65925 M24X1.5 M24X1.5 80 
GCS 12MK-12F K-12MK 7253-65935 M30X1.5 M30X1.5 





E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


R84 www.gates.com 






G940 Series (Agriculture Standard-Ball Valve) 


Male Ball Valve to Female Pipe 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


ee Weight bs 


= —— a ee 
| 7252-89345 | | 3000's | S000 
a 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 





POWER CRIMP 
COUPLINGS 


Male Ball Valve to Female O-Ring Boss 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


© Weight (Lbs.) 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


AF OBA-4FP 7252-89415 1/4-18 4000 12000 
6F QBADA-6FP 7252-89695 3/8-18 3000 9000 ertiier 
SFOBA. DISCONNECT 
ao eat 


g : : . 
8F QBADA-12F P 7252-89705 1/2-14 3000 
12FQBA-12FP 7252-89715 3/4-14 4000 11000 


LIVE SWIVEL 





BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


oli lel 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


S2 


G940 Series (Agriculture Standard-Ball Valve) 






Female Ball Valve To Female O-Ring Boss 


, 
pee Moe LO | | weiss 


SF QBA-8FB 7252-89435 3/4-16 3000 10500 





me 


ee 7252-59415 8 ___ 


QDAOR——s 7252-59695 


BQDAOR 7252-59425 ———— 
12QDAOR 7252-59715 


www.gates.com 






G940 and G941 Series (Agricultural) 


QD Plug/Cap Combination 


\e 


ee ee 


AQDADP/C 7252-87685 ee 
60DADP/C 7252-87695 PO 
80DADP/C 7252-87705 a 





QD Dust Plug 


Pesce tats 


4QDADP 7252-89465 8 ___ 
6QDADP 7252-89485 
BQDADP 7252-89475 te 





QD Dust Cap 


pee | itt 


4QDADC 7252-89565 po 
6QDADC 7252-89585 po 


7252-89575 


8QDADC 


www.gates.com 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ote 

DI STCLO NIN CaF 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





$3 







HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


oli lel 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


$4 


Prod. 
No. 


MQPA-4FP 


G941 Series (Agriculture Standard-Poppet Valve) 


Male Poppet Valve to Female Pipe 


11 


7252-89725 1/4-18 3000 12000 [lr 


6MQPA-6FP 7252-89735 3/8-18 3000 12000 


8MQPA-8FP 
16MQPA-16FP 


Prod. 
pee | ah 


4FQPA-4FP 7252-89755 1/4-18 


| 3000 


3000 


12000 


6F QP A-6FP 7252-89765 3/8-18 3000 12000 
SF QPA-SFP 7252-89775 1/2-14 4000 16000 
16FQPA-16FP 7252-89785 1-11 1/2 3000 12000 


www.gates.com 


7252-89365 1/2-14 4000 16000 
7252-89745 Bere, 3000 12000 a 


Weight (Lbs.) 
3 
5 
5 


HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


3 PCM /PCS 
ANA FERRULES 
Weight (Lbs.) 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


© | weigneuns | sits 


8MQBA] D-8FB 7252-89375 3/4-16 3000 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
C5E 


& 
COUPLINGS 
Pa © | 
a Sass Meignt (eps SURELOK AR 


SFQBAJD-BFP | 7252-80455 |e 3000S | BRAKE 
8F QBAJ D-8FP 7252-89455 1/2-14 3000 J5 COUPLINGS 


ADAPTERS 


ote 

DI STCLO NIN CaF 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





www.gates.com 0 







HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


oli lel 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


S6 


G943 Series (International Harvester Old Style) 


Male Tip - Ball Valve to Female Pipe 


pee ae Weight ts) 


8MQBAIHC-8FP 7252-89385 oo 14 2500 a se 


www.gates.com 






G944 Series (J.I. Case Old Style) 


Male Tip - Ball Valve to Female Pipe 


pee Weights) 


8MQBAJ IC-8FP 7252-89395 oo 14 3000 i 





www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ote 

DI STCLO NIN CaF 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





S7 






HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


oli lel 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


$8 


G945 Series (Industrial ISO 7241-1 - Series B) 





Male Poppet Valve to Female Pipe 


5000 
5000 
12MQPI-12FP 4000 
16MQPI-16FP 4000 


, 
dee | | wets | 


Backup Ring 


O 
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G945 Series (Industrial ISO 7241-1 - Series B) 


O-Ring 
90 Durometer Hardness. 


Caution: DO NOT USE these O-Rings with phosphate esters, diesters or phosphate ester emulsion hydraulic fluids. Instead, use O-Rings made of Viton, 
EPDM or CPE polymers or other materials compatible with the fluids. 
These O-Rings are compounded from a Nitrile polymer for use with petroleum-base hydraulic fluids, water and glycol and oil-water emulsions. 


Prod. 
West bs 
05 


ee 





2QDIOR 7252-59145 


1 
16QDIOR 7252-59155 


QD Plug/Cap Combination 


\e 


Desert 


4QDIDP/C 7252-87005 05 
8QDIDP/C 7252-87605 08 
16QDIDP/C 7252-87625 20 


www.gates.com 









HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ote 

DI STCLO NIN CaF 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





S9 






HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


oli lel 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


$10 





G949 Series (Flush Face - HTMA) 





Male Flush Face Valve to Female O-Ring Boss 


Prod. 
No. 
AMQFF-4FB 7252-87055 
6MQFF-8FB 7252-88025 
CPMQFF-8FB* 7252-87445 


CPMQFF-10F B* 7252-87455 


- 12000 
8 : 
8 : 
8CPMQFF-12F B* 7252-87465 
8 : 


| zoo, | 
| 
3000 


*Connect-under-pressure coupler. 


1.10 


; 
8 
6 
8 





Male Flush Face Valve to Female Pipe 


mg 


pee | OO | cats | 


AMQFF-4F P 7252-87015 1/4-18 3000 12000 
6MQFF-6FP 7252-88005 3/8-18 3000 12000 
: 
70 





aMQFF-BFP | 7252-87025 | ete | 3000 ~S | S000 =S | 


16MQFF-16FP 7252-87045 Sng, 3000 12000 


*Connect-under-pressure coupler. 


www.gates.com 






G949 Series (Flush Face - HTMA) 


HOSE 


Female Flush Face Valve to Female O-Ring Boss 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


, 
dee OO rts | 


MEGACRIMP 
COUPLINGS 


MFQFF-4FB | 7252-87195 | 7-20 |S 3000S |S tt000=S | 
erQrF-8B | 7588055 | HG | 8000S | S000 | 
1.25 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 





nn 
*Connect-under-pressure coupler. 
POLARSEAL 
COUPLINGS 
Male Flush Face Valve to Female British Pipe Parallel POLARSEAL 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


Prod. NNN © ; 
a sa ee 
AMQFF-4FBPP 7252-87115 1/4-19 18270 
SMQFF-8FBPP 7252-87125 1/2-14 3625 14500 
12MQFF-12F BPP 7252-87135 3/4-14 3625 14500 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ote 

DI STCLO NIN CaF 
COUPLERS 
LIVE SWIVEL 


BALL VALVES 


pee | © | OI westutsy 


8MQFF-10BKHD 7252-87395 7/8-14 3625 14500 
1OMQFF-12BKHD 7252-87405 1 1/16-12 3625 14500 


ACCESSORIES 





EQUIPMENT AND 
PARTS 
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HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


oli lel 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


$12 





G949 Series (Flush Face - HTMA) 








Female Flush Face Valve to Female Pipe 





Prod. 
a s, | OF Weight (Lbs.) 


aFQrF-aFP | 7252-87155 || 3000S | 12000 S| 
eFQFF-6FP | 7252-88035 | 818 | 3000 =S| 12000 S| 






12FQFF-12FP 7252-87175 3/4-14 3000 12000 
16FQFF-16FP 7252-87185 1-11 1/2 3000 12000 


*Connect-under-pressure coupler. 


Female Flush Face to J IC 37° Flare Bulkhead 





4444 
44 44444 


/ 
pee | OO I wry 


SF QFF-L0BKHD 7252-87415 7/8-14 3625 14500 
1OFQFF-12BKHD 7252-87425 1 1/16-12 3625 14500 


| 
mace | MO | OI wees 


SF QFF-8FBPP 7252-87265 1/2-14 3625 14500 
12F QFF-12F BPP 7252-87275 3/4-14 3625 14500 
16FQFF-16F BPP 7252-87285 2900 11600 


www.gates.com 


G949 Series (Flush Face - HTMA) 






Dust Plug/Cap Combination 


“ 


Prod. 
Deen | Weight bs. 
7252-87535 02 

7252-87545 


6 
SQDFFDP/C 7252-87555 


1 
12QDFFDP/C 7252-87575 





pO 


16QDFFDP/C 7252-87585 


Dust Plug 


fF 


No. 


6QDFFDP 


7252-88065 


SQDFFDP 7252-87305 
10QDFFDP 7252-87315 
12QDFFDP 7252-87325 


16QDFFDP 


4QDFFDP 7252-87295 


7252-87335 


www.gates.com 


Weight (Lbs.) 
05 





EO 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ote 

DI STOO NI Oa 
Olt aa a.e 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





$13 






HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL ll 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


oli len 

DI SLOLO] I Oa 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACGESSORIES 


EQUIPMENT AND 
PARTS 


$14 


G949 Series (Flush Face - HTMA) 


a 
No. 


www.gates.com 


Weight (Lbs.) 
01 


[eo 






G950 Series (Flush Face - High Pressure) 


Male Flush Face Valve 


, 
pee LOO I wry 





farrier _/_rusp085_1_ayig_{_og0_{_ggn_}__ag_ 
6MQFFH-6FP 7252-88095 3/8-18 10000 20000 

augrriere | asnaptas [apie sn [ton 
12MQFFH-12FP 7252-88155 3/4-14 5000 10000 1.01 
1OMQFFH-16F PA* 7252-88325 1-11 1/2 3000 10000 1.61 


‘This coupling features a higher working pressure and flatter face for minimization of fluid loss. 


Female Flush Face Valve 


peer | Weight (Lbs. 
| 20000 | 
| 20000 | SCS 


20000 
| 7252-88115 | 10000 20000 


‘This coupling features a higher working pressure and flatter face for minimization of fluid loss. 


QD Plug/Cap Combination 


\e 


ee ee 


6QDFFHDP/C 7252-87715 a 
BQDFFHDP/C 7252-87725 a 
120 DFFHDP/C 7252-87735 oe 





www.gates.com 








HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ote 

DI STCLO NIN CaF 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





$15 






HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL ll 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ollie 

DI SLOLO] I Oa 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACGESSORIES 


EQUIPMENT AND 
PARTS 


S16 





G950 Series (Flush Face - High Pressure) 


QD Plug/Cap Combination - Continued 


ee 
No. 


16QDFFHDP/C 7252-87145 


QD Dust Cap 


ee 


pee | itt 
05 


6QDFFHDC 7252-88135 


12QDFFHDC 7252-88245 
16QDFFHDC 7252-88255 


8QDFFHDC 7252-88235 


QD Dust Plug 


ee | 


6QDFFHDP 7252-88125 pe 
BQDFFHDP 7252-88205 


12QDFFHDP 7252-88215 


l16QDFFHDP 7252-88225 


www.gates.com 


Weight (Lbs.) 








1] 


G951 Se 






ries (Wing Nut) 


Female (Brass) - Wing Nut (Cast Iron) 


Prod. 


| 3000 | 9000S [3.80 





Male (Brass) - Less Flange 


a Weight bs 


————— 
| 3000 | 000 





12QWDC 





Dust Cap 





Weight bs 


po 7052-88735 


www.gates.com 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ote 

DI STCLO NIN CaF 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





$17 






HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Polo 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


oli lel 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


$18 


pes itt 


G951 Series (Wing Nut) 


Dust Plug 





www.gates.com 






G952 Series (High Pressure Wing Nut) 


Male Acme Flat Threads to Female Pipe 


, 
pee | EO | OI wes 





16MQWH-16FP 7252-88755 1-11 1/2 3000 20000 2.45 
24MQWH-24FP 7252-88775 1 1/2-11 1/2 3000 15000 7,15 


Female Wing Nut to Female Pipe 


12F QWH-12FP* 3/4-14 
16F QWH-16FP 
20F QWH-20FP 
24F QWH-24FP 
32F QWH-32FP 


*Features a hex nut on the coupler. 


Prod. 
a © © Weight (Lbs.) 
| 
j 1 
: 3 
: 5 





Dust Cap 


Prod. 
psn || Weg tb 
12QWHDC 7252-88895 
16QWHDC 7252-88905 Ge 





www.gates.com 








HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ote 

DI STCLO NIN CaF 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





$19 








G952 Series (High Pressure Wing Nut) 


Dust Cap - Continued 
HOSE/CPLG. 
SELECTION 


Prod. 


20QWHDC 7252-88915 
GLOBALSPIRAL| | 24QWHDC 7252-88925 
COUPLINGS) — [s2qWHDC 7252-88935 


PCM /PCS 
FERRULES 


Dust Plug 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 





POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


Prod. 
vayasens| [ese |e Weight (Lbs.) 
COUPLINGS 
12QWHDP 7252-88845 a; nee 
16QWHDP 7252-88855 
C14 COUPLINGS | — | 20QWHDP 7252-88865 a 
24QWHDP 7252-88875 
32QWHDP 7252-88885 ee 


THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


oli lel 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


$20 www.gates.com 






G953 Series (Very High Pressure) 


Male Poppet Valve to Female Pipe 


Recommended for MobileCrimp® crimper-to-pump connection. SELECTION 


HOSE/CPLG. 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


© Weight (Lbs.) 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 


ee COUPLINGS 


— 
, 
MOO wets 


6F QFFVH-6FP 7252-88305 3/8-18 14500 28000 a ee 


POLARSEAL Il 
COUPLINGS 





C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ote 

DI STCLO NIN CaF 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





www.gates.com $21 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 








STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


oli lel 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


$22 







G956 Series (Industrial ISO 7241 - Series A) 


Male Poppet Valve to Female Pipe 


7 
dee | MO | Ochs 


AMQP-4FP 7252-89905 1/4-18 4600 18400 Ps 






6MQP-6FP 7252-89915 3/8-18 4600 18400 14 
12MQP-12FP 7252-89935 3/4-14 4000 16000 48 


Female Poppet Valve to Female Pipe 


Prod. 
eee | Qh | © © SIODEIEDSS 
id 
3 
2 


pee Figs 


www.gates.com 






G956 Series (Industrial ISO 7241 - Series A) 


Backup Ring 





QD Dust Plug 


Weight bs 


BQDDP 7252-89825 po 





QD Dust Cap 


a 
No. 


Weight (Lbs.) 





BQDDC 7252-89875 


QD Plug/Cap Combination 


\e 


ee ee 
05 


4QDDP/C 7252-87635 


re 





www.gates.com 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


ote 

DI STCLO NIN CaF 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





$23 






G959 Series (Agriculture QD Adapters) 







J ohn Deere Old Style to ISO Style 


Raa RRR RRR 
Raa RRR RR RD 
imuuuyuyays 


Weight (Lbs.) 
8M] D-8FISO 


a FI 

al 

a 

| aaa 
Hai 2 = iad 
Daal — rr 





Weight bs 


8MISO-8FJ D 7252-89625 3000 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


Prod. 
a ne 


ings; LSMIHC-BF)D P8000 
COUPLINGS 8MIHC-8F] D 7252-89635 3000 a 


ADAPTERS 


oli lel 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


pee Oe t 
Pa 


EQUIPMENT AND 8MIHC-8FISO 7252-89645 3000 63 


PARTS 


$24 www.gates.com 





UN G959 Series (Agriculture QD Adapters) 


ISO Style to Int'l Harvester Old Style 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


Prod. 
MISO-BFIHC 


8MISO-8FIHC COUPLINGS 





HOSE 
a 
PCTS 


STAINLESS 
TEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 





POLARSEAL 
COUPLINGS 


i POLARSEAL Il 
Desc | Pt Weight (Lbs.) COUPLINGS 
gMISO-8F] DDSO 7252-89665 3000 


C14 COUPLINGS 


ISO Style to Int'l Harvester Old Style - (Double Shutoff) 


THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 





FIELD 
ATTACHABLE C5 
& C5E 


Prod COUPLINGS 
No. © Weight (Lbs.) 
8MISO-8FIHCDSO 7252-89675 3000 1.13 A AIR 


BRA 
COUPLINGS 


a 


ADAPTERS 


iw) 
To 
ake) 
ors 
Pras 
— 
| 
>) 
4 


COUPLERS 
LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PART 





www.gates.com $25 


a — 


$26 www.gates.com 


Live Swivel 





Male BSPP to Male BSPP 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 











COUPLINGS 
PCM /PCS 
FERRULES 
Prod Hex Overall MEGACRIMP 
No. © Body | Dimension Basal Weight COUPLINGS 
| pene mania (Lbs.) 
8BS PP-8BSPP-LX 7252-12415 | 6000 | 1214 | 12-14 | 34 | 15/6 YT a STAINLESS 
12BSPP-12BSPP-LX 7252-12425 . | | | our 
16BSPP-16BSPP-LX 7252-12435 | 6000 13/16 17/8 
POWER CRIMP 
COUPLINGS 
Male J IC to Male J IC LOC, GLAND GLP 
COUPLINGS 
POLARSEAL 
COUPLINGS 
7 lil POLARSEAL I 
COUPLINGS 
| ae LH 
C14 COUPLINGS 
PCTS 
THERMOPLASTIC 
COUPLINGS 
6MJ -6M -LX 7252-12345 | 6000 ee 9/16-18 =o a FIELD 
8MJ -BMJ -LX 7252-12355 | 6000 3/4-16 3/4-16 11/16 a | = gg stot Oe aiine 
12M} -12M] -LX 7252-12365 1116-12 | 11/16-12 | | | 
16M] -16MJ -LX 7252-12375 | 6000 | 15/16-12 | 15/16-12 1 3/16 17/8 
20M] -20M)-LX 7252-12385 15/8-12_ | 15/8-12 | , | Lan Hee 
24MJ -24M] -LX 7252-12395 | 4500 | 17/8-12 1 7/8-12 13/4 21/2 & C5E 
32M] -32MJ -LX 7252-12405 | 3000 | 21/2-12 2 1/2-12 25/16 31/4 7.69 3.88 9.91 COUPLINGS 


SURELOK AIR 
BRAKE 


Male J IC to Female J IC/Boss COUPLINGS 


ADAPTERS 





QUICK 
DISCONNECT 
COUPLERS 


el Si 


milli | 


a Hex Overall 
rod. © Body | Dimension one Weight 
No. (Lbs.) 


Bseey aa 


BALL VALVES 


ACCESSORIES 


ap tir 
ase | eae | a a | ee Te || et ae 


EQUIPMENT AND 
PARTS 





www.gates.com Tl 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


BN eon AN 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


2 





Live Swivel 


Male J IC to Female J IC/Boss - Continued 


| Hex Overall 
[ae a ae es er ey ee ei (Lbs.) 
16M| -16F| /FB-LX 7252-12305 1 5/16-12 15/16-12 


24M] -24F} /FB-LX 7252-12325 1 7/8-12 1 7/8-12 


32M] -32F] /FB-LX 7252-12335 | 3000 | 21/2-12 2 1/2-12 25/16 31/4 





J IC Seal Kit 


Weight bs 


6) IC SWIVEL SEAL KIT 7252-12155 02 
12) IC SWIVEL SEAL KIT 7252-12175 03 
20) IC SWIVEL SEAL KIT 7252-12195 04 
32) IC SWIVEL SEAL KIT 7252-12215 05 


Male J IC to Female Pipe 


| Hex Overall 
ee deme ee ee ed eee | fee eed (Lbs.) 
@MJ-BFP-LX | 7252-12255 | 6000 | 3/4-16 | 12-14 | ine | 114 | 331 | 150 [| 90 | 


12MJ -12FP-LX 7252-12265 11/16-12 





ORS Seal Kit 


ee ee 


120RS LIVE SWIVEL SEAL KIT 7252-12235 a 
160RS LIVE SWIVEL SEAL KIT 7252-12245 ee 
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Live Swivel 





ORS/BSPP Seal Kit 


pee itt 


8ORS/8BSPP LIVE SWVL SEAL KIT 7252-12225 YC 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 





GLOBALSPIRAL 
COUPLINGS 


Male ORFS to Female ORFS egeee 


FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


Hex Overall 
bse ia | shat Body | Dimension | Diameter | Weight ce 
Ss RS Se ea aa SS aa (Lhs.) 
12MFFOR-12FFORX-LX 7252-12445 | 6000 | 3/414 | 3/4-14 11/16 13/4 
L6MFFOR-16F FORX-LX 7252-12455 | 6000 1 5/16 


POLARSEAL 
COUPLINGS 





Male ORFS to Male ORFS COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


Prod Hex Overall 
oe Body | Dimension | Diameter pean 
Oe (Lbs.) 
8MFFOR-8MFFOR-LX 7252-12465 | 6000 | 12-14 | 1214 | 3/4 | 15/16 21 __|__1i___ 
12MFFOR-12MFFOR-LX 7252-12475 | 6000 | 3/4-14 | 3/4-14 | 11/16 13/4 ) 209s | 228 | 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 





Bseey aa 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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i} 
Machined 


Steel 


Two Way Bloc 






k Style 


Code 61 O-Ring Flange 





Prod. 
No. 


8FL-8FLBV 7317-00215 
12FL-12FLBV 7317-00225 
16FL-16FLBV 7317-00235 


20FL-20FLBV 


7317-00245 





Forged 
Steel 


Nom. Flg. Size 
Weight (Lhs.) 
1 
3 





3000 


— SE 
3000 
pa 11/4 3000 


ae ead 
[2 . 
i 3000 
. 


1 1/4 


24FL-24F LBV 7317-00255 11/2 1 1/2 3000 10.35 


32FL-32FLBV 


6000 


20FLH-20FLHBV 


32FLH-32F LHBV 


7317-00265 





3000 15.40 


Code 62 O-Ring Flange 


Prod. 
No. 


4FB-4FBBV 7317-00075 
6FB-6F BBV 7317-00085 
8FB-8FBBV 7317-00095 


12FB-12F BBV 


7317-00105 


a 
| ooo | 


~e [om 
—— ) Weight (Lbs.) 


ee 
pa e20 | 85 | 
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Sy YP aot) 
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PARTS 





Ul 






HOSE/CPLG. 
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Two Way Block Style 


Female O-Ring Boss - Continued 


7317-00115 


pee = fh | OO 
No. —ay 


16FB-16F BBV 







© | wees) 


1 5/16-12 5145 


Female Pipe NPTF 


4FP-4FPBV 7317-00015 


SF P-8FPBV 7317-00035 


12FP-12FPBV 


- 1 

OF P-6FPBV 7317-00025 B 
- 1 

7317-00045 3 


16FP-16FPBV 7317-00055 
20FP-16FPBV 7317-00065 


7350 


3/4 


5145 
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Two Way Round Style Large ID 






Female Pipe NPTF 


Prod. 
No. 


7317-00125 
7317-00135 
7317-00145 





2 
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aa 
11/4 6175 
11/2 6175 
6175 15.50 
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Three Way Block Style 








Female Pipe NPTF 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 





Machined 
steel 

PCM/PCS 

FERRULES 


MEGACRIMP 
COUPLINGS 


Oo | m | 9) eons: 
STAINLESS|  LALPxAE PF PBV 7317-00155 5880 85 
STEEL| | 6FP-6FP-6FPBV 7317-00165 | 
8F P-BF P-8F PBV 7317-00175 5145 
PowER Crimp) —L2PP-12FP-12FPBV 7317-00185 5145 
COUPLINGS) | 16FP-16FP-16FPBV 7317-00195 5145 
20FP-20F P-20FPBV 7317-00205 11/4 11/4 5145 


5880 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 


Ball Valve Lock Out Kits 


Prod. 


COUPLINGS | aa" THRU 1/2" BV LOCK OUT KIT 7317-00335 
3/4" THRU 1" BV LOCK OUT KIT 7317-00345 
C14 COUPLINGS 11/4" THRU 2" BV LOCK OUT KIT 7317-00355 a 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 
SURELOK AIR 


BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


U4 www.gates.com 






Nylon Protective Sleeve 


LifeGuard® 3000, 4000 and 5000 


A Inside Flat B Sleeve I.D. 
No. 


Saar 
7 
88 
88 
91 


. 

pe e7Tues2_ | | 

pares | 
32LG4K 


| 
bi 


iia es = Mei hit (Lbs.) 
01 


esc-sS | 73348853 | 
85C-4-55 P7334 | 





LifeGuard® Tools 


Ah | ese |e 
| ifeGuard Sleeve Guide Table 


7484-1600 LifeGuard Sleeve Guide Table 
7482-1604 LifeG uard Sleeve Bullets -4, -6, -8 
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Clamp Collar for Nylon Sleeve and LifeGuard® Sleeve 


Nylon Protective Sleeve 


Prod 
No. 


7334-60035 


4SC-1 XBULK 


7334-6003 


4SC-2 XBULK 7334-6001 
65C-1 7334-60125 
6SC-1 XBULK 7334-6012 


165C-1 7334-60845 


165C-1 XBULK 7334-6084 
165C-4 7334-60585 
165C-4 XBULK 7334-6058 
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Nylon Protective Sleeve 


Nylon Protective Sleeve 


Do not use the Nylon Sleeve where ambient temperatures exceed 250°F. 


Description: Gates ® Nylon Sleeves perform a dual role: (1) they provide excellent abrasion resistance to protect individual hose; and (2) they can be used 
to bundle several hose assemblies together for maximum protection. Downtime and maintenance costs are reduced. These Nylon Sleeves are unique 
because they form an extra protective layer against abrasive forces. Specifically, thousands of tiny Nylon filaments, woven into the texturized yarn, “friz" into 
a self-renewing shield that is extremely resistant to severe abrasion. This nylon sleeving has MSHA flame-resistance approval. Add 1/8" for installation. 





Delermimng ihe Size of a Sleeve 
B » Nominal 1.0. « “A” x 2 + 314 
* s —T 2 a, 
A 12 {| ff i 
2 < 1 7 " 
| = Ye f 
o_h J uw — _ _ 
a he 
080° = 020° 


Prod. A Inside Flat B Sleeve I.D. 
No. —SSsay Weight (Lbs.) 





ee eee! 
WG-10 Ttogm@ =| | 
HG-14 7271-1010 1.42 90 04 
eS ee ee a 
HG-20 7271-1012 197 122 06 
WG-24 enon | 
HG-26 7271-1377 2.90 1.59 07 
HG-28 00 ergo S| 85 | 
HG-32 7277-1015 3.44 2.19 10 
3.74 2.38 






HG-42 7277-1018 a 7 ee (ee 
HG-46 7277-1024 


HG-64 7277-1276 pw 60 


NOTE: Be sure to heat the cut edges of the Nylon Hose Sleeve. You may have to use a banded clamp or nylon tie to fasten the sleeve securely. 
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Hose Guards 


Plated Wire Spring Guards 


sar For proper spring guard selection compare the outside diameter of the hose to the inside diameter of the spring guard. Allow 1/32" for 
installation. 


ee 
Yt AMMAN 
ay t 1 y W V WW WN \ Ww 


=> "a" (akin Vie 





es cee 
Cs WV elgnt (Lbs. 

11/16" RSG-25FT 7277-0535 682 16 (.065) 7/32 Al 
49/64" RSG-25FT 7271-0510 676 14 (.080) 7/32 19 
99/64" RSG-25FT 7277-0513 915 14 (.080) 7/32 ve 
1 3/64" RSG-25FT 7277-0515 1,040 14 (.080) 7/32 30 
1 9/32" RSG-25FT 7271-0516 1.278 11 (.120) Llj32 0 
1 37/64" RSG-25FT 7271-0518 ee 11 (.120) Tia2 65 
1 27/32" RSG-LOFT 7277-0524 1.847 14 (.080) [3/32 30 
2 1/8" RSG-7FT 7271-0548 2.120 11 (.120) 11/32 82 





Plated Flat Armor Spring Guards 


eee For proper spring guard selection compare the outside diameter of the hose to the inside diameter of the spring guard. Allow 1/32" for 
installation. 


Leng" ’ 
- 


Wiaiths lees ~~ cf 
xt KITT 
i+ PA OO 

1 Li / 


\ 


Prod. 
pes, | 
| | 
19/32" 


9/32" FSG-25FT 7217-0508 028 1/2 5/8 
3/8" FSG-25FT 7277-0532 1375 


1 | 
| 028 1/2 5/8 
15/8" FSG-25FT 
1 11/16" FSG-5FT | 028 1/2 5/8 
127/32" FSG-15FT 028 1/2 5/8 
2 3/32" FSG-1OFT 2.093 028 1/2 5/8 
2 11/32" FSG-5FT 2.343 028 1/2 5/8 
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Description: Economical, lightweight plastic sleeving protects hose from water, air, gasoline and hydraulic fluids. Effective temperature range from -40°F to 


+250°F (-40°C to +121°C). 


Hose Guards 


Plated Flat Armor Spring Guards - Continued 


oe 
No. ce irl [cee aad fs een ee 1 ee 


2 7/8" FSG-5FT 7271-0526 2.875 


Plastic Protective Coil Sleeves 


/4" CS1151-100FT 7277-1151 
3/8" CS$1152-100FT 7277-1152 
1/2" C$1153-100FT 7277-1153 


3/4" CS 1155-50FT 7277-1155 


9/8" CS 1154-50FT 7277-1154 


1 3/8" CS1157-25FT 7277-1157 


1 7/8" CS1158-25FT 7277-1158 


1" C$1156-50FT 


7271-1156 
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Weight (Lbs.) 
65 
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Hose Guards 





eee PolySleeve High Density Polyethylene Hose Wrap - Black 


SELECTION Description: Gates ® PolySleeve™ is a spiral wrap designed to protect or bundle hose for appearance and safety. PolySleeve™ protects hose from 
chaffing, rubbing, crushing, ultraviolet rays and other hazards that cause hose failures. It can be an easy and economical way to protect equipment, reduce 
G8K COUPLINGS downtime, improve sighting and improve overall appearance. PolySleeve™ can be installed easily - even after the hose assembly or assemblies are in place. 
The edges are rounded, so installers won't cut their hands. | ust wrap a section of Gates PolySleeve™ in the abrasion area or wrap it around any number of 
hose for better appearance or Safety. Itis offered in either black or yellow in a full range of sizes. 
GLOBALSPIRAL This product is made of heavy-wall, high-density polyethylene (HDPE) and has a wide temperature range. At -40°F it starts to become somewhat brittle, and 


COUPLINGS at 280°F it starts to become soft. After temperature is normalized, PolySleeve™ returns to its original state quickly. PolySleeve™ is made with an anti-static 
material, so it won't build up a static charge. 


PCM /PCS Features Advantages: Available in two colors (black and yellow), multiple sizes for individual hose or bundling. 
FERRULES Comes with rounded edges both inside and out for added safety. 

Easy to install before or after assembly fabrication or installation. 

Effective temperature range from -40°F to 280°F (-40°C to 130°C). 

MEGACRIMP Guards against harsh environmental conditions for reduced downtime. 

COUPLINGS Safe, affordable protection for hydraulic and pneumatic lines. 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 





POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


Prod 
No 


6PSB POLY SLEEVE 7277-1174 


con AAG 5 ar 

Coil I.D. | Hose 0.D. | Hose O.D. | Wall Thickness 

r «Weight (Lbs.) 
: 38 

50 
: 63 5/8 
: 7/8 


ye | SCY 


Sl 

3 
C14 COUPLINGS 5 
6 a ae 
| 08 


1.08 


Pols 
THERMOPLASTIC 
COUPLINGS 


ae Se eae 

| 38 38 | 

50 | Lea 

12PSBPOLY SLEEVE | 7277-1176 | 63 ee 

MPSBPOLY SLEEVE | 7277-1177 | 8d Ee 
20PSBPOLY SLEEVE | 7277-1178 | 106 S| 35 | ato | ttt 

24PSBPOLY SLEEVE | 7277-1179 | 134 | 74 | 36 | | 
2ePSBPOLY SLEEVE | 7277-1180 | 173 | 8] as || 
a ae 
a 


36PSB POLY SLEEVE 7277-1181 


FIELD 
ATTACHABLE G1 


8 

2 

3 
& G2 COUPLINGS 


44PSB POLY SLEEVE 7277-1182 
48PSB POLY SLEEVE 7277-1183 | 310 | 395 | 312 | 20 °'| 178 
56PSB POLY SLEEVE 7277-1184 | 390 | 425 | 395 | 220 =| 21/4 


04 
05 
07 
Al 
16 
21 
4] 
55 
18 
72PSB POLY SLEEVE | a7r0on | 433 [2 | 45 | 0 | 138 [108 
04 
05 
07 
11 
18 
25 
4) 
55 
71 


12 | 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 








.070 
080 
080 
.100 
120 
120 
.160 
180 
220 
220 
220 


SURELOK AR PolySleeve High Density Polyethylene Hose Wrap - Yellow 


BRAKE 
Prod 
No 


COUPLINGS 
ADAPTERS D. 
6PSY POLY SLEEVE 7277-1185 8 
PSY POLY SLEEVE 7277-1186 0 
3 


| =z 
QUICK : | 38 38 3 
8 : P50 52 9/16 
‘12PSY POLY SLEEVE |_—7277-1187_ | 63 63 
1 | 84 
2 : | 106 | 


eon, R283 8S aro] wa 
Coil 1.D. | Hose O.D. | Hose O.D. | Wall Thickness 
Weight (Lbs.) 
3 
5 
6 


aa —— ao 

| 060 | 88 
a 

| eo | 
a 
: ae 

| p20 

| ee 

| a 


0 

0 
LIVE SWIVEL ; 
l 
al 
Jl 
l 
a 
Y, 


COUPLERS 

1.06 1.10 
17/16 
11/2 
4aPSY POLY SLEEVE | 7277-1193 | 2.60 | 3.1] 62 | OT 16 
4PSY POLY SLEEVE | 7277-1194 | 3.10 | 3.95 | 8.2 || 178 
SOPSY POLY SLEEVE | 7277-195 | 3.90 | 4s | 895 | | TG 


= 
6PSY POLY SLEEVE 7277-1188 108 |S 


1 3/16 
BALL VALVES 


ACCESSORIES 


ie | 


70 
80 
80 
00 
20 
20 
60 
80 
20 
20 


EQUIPMENT AND 
PARTS 





V6 www.gates.com 





Hose Guards 


HeatGuard® Protective Sheathing 


Description: Best of all, HeatGuard can pay for itself in reduced replacement and maintenance costs. It is available in two grades - HeatGuard and 
HeatGuard Hi-Temp. Contact Hose Product Application for details. 

HeatGuard is a completely not-asbestos, heat-resistant, protective sleeving. It goes on easily over most hose and couplings, with only hose clamps or wire 
ties required for fastening. Nominal wall thickness - 0.135". 


Temperature Range: HeatGuard coated fiberglass; meets SAE AS1072A specification; temperature range: -65°F to +500°F (-54°C to +260°C). 


Prod. Inside Diameter 
No. es = eight (Lbs. 


HTG-6 0 eetg3 BB 
ATG eas a 

TGA as | 
HTGI5 eeagsp2 | 
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Hose Guards 


HeatGuard® High-Temp Protective Sheathing 


Description: HeatG uard Hi-Temp is a completely not-asbestos, heat-resistant, protective sleeving. It goes on easily over most hose and couplings, with only 
hose clamps or wire ties required for fastening. Nominal wall thickness - 0.142". It is available in two grades - HeatGuard and HeatGuard Hi-Temp. Contact 
Hose Product Application for details. 

It is available in two grades - HeatGuard and HeatGuard Hi-Temp. Contact Hose Product Application for details. 


Temperature Range: HeatGuard Hi-Temp is braided, coated fiberglass; meets SAE AS1072E specification; temperature range: -65°F to +500°F (-54°C to 
+260°C) for continuous exposure, up to 2000°F (1093°C) for 15-20 minutes and up to 3000°F (1650°C) for 15-30 seconds. 


Prod, Inside Diameter 
No. es = eight (Lbs. 


HeatGuard® Tape 


Description: HeatG uard Tape is designed to provide a non-adhesive insulating wrap that can be used as a substitute for HeatGuard protective sheathing, 
offering resistance to molten metal splash, radiant heat, abrasion, corrosive atmosphere, moisture, chemicals, vibration and electricity. HeatGuard Tape is 
white knitted fiberglass yarn woven in a flat strip and coated on one side with iron oxide red silicone rubber with a nominal thickness of 0.147". 


Temperature Range: R ated for 500°F (260°C) continuous exposure, up to 2000°F (1093°C) for 15-20 minutes and up to 3000°F (1650°C) for 15-30 


seconds. 


ee 


HTG 3-INCH WIDE HEATGUARD TAPE 7271-0012 





po 
HTG5-INCHWIDEHEATGUARDTAPE | 7a S| 





HTG-2 INCH WIDE HEATGUARD TAPE 
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Vinyl Bend Restrictor 


Vinyl Bend Restrictor - Red 


Description: Gates ® tapered PVC sleeve reduces bending stress in the hose near the coupling to prevent damage, such as in power wash applications. 
Installed during hose assembly, this smoothly-finished product withstands temperatures from -40°F to +200°F (-40°C to +93°C). 


Features Advantages: Friction Fit; no adhesives or clamps required to hold bend restrictor in place on hose assembly. Saves assembly cost. 
Smooth finish will not scratch finish on equipment being washed. Attractive appearance enhances look of quality. 

Tapered design reduces bending stress neat the hose-coupling junction so extra long, more trouble-free hose life can be expected. 

Wide temperature helps give extra long service life for both hot and cold power wash assemblies. 


Prod. es Diameter Hose Size and 
No. Type Weight (Lbs.) 


HBR 1097 7277-10975 pg ge Pe 


HBR1097 XBULK 7271-1097 | CTO iT 
HBR 1098 7277-10985 | TO 8PC2500 —— 
HBR 1098 XBULK 7277-1098 P00 8PC2500 





Vinyl Bend Restrictor - Black 


Description: Gates ® tapered PVC sleeve reduces bending stress in the hose near the coupling to prevent damage, such as in power wash applications. 
Installed during hose assembly, this smoothly-finished product withstands temperatures from -40°F to +200°F (-40°C to +93°C). 


Features Advantages: Friction Fit; no adhesives or clamps required to hold bend restrictor in place on hose assembly. Saves assembly cost. 
Smooth finish will not scratch finish on equipment being washed. Attractive appearance enhances look of quality. 

Tapered design reduces bending stress neat the hose-coupling junction so extra long, more trouble-free hose life can be expected. 

Wide temperature helps give extra long service life for both hot and cold power wash assemblies. 





Weight 
_ 





Prod. Inside 
No Patel ee 


Hose Size and Type 





TeRi0c0 7271-10505 at 461, 4G1H, 4G2, 4M3K, 4M2T, 4PC3500 

panuesoxeu [ran [ssa at aac 
ans 7277-10515 6G1, 6G1H, 6M3K, 6M2T, 6PC3000, 6PC 4000, 4P C6000 

panies @0K —[nmayi [8 [90 or cs can cons 
an 7277-10525 7.00 8G1, 8G1H, 6PC5000 16 
BRIOS2NBULK | —re77052 [ae | 100 [an ercsooy Pa 
an 7271-10535 1.00 10G1, 10G1H, 10M2T 20 
BR10s3%80K | 7277083 [100 | eo [1061.0 rower 


an 7271-10545 7,00 662. 
ee ee, a 


rte XBULK 7277-1055 | 
HBR 1056 7277-10905 8PC2500 
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Flange Fittings 


Flange Half Sets (Code 61 - SAE J 518) 


Each set contains 2 flange halves, 1 O-Ring and 4 bolts (Grade 8) with lock washers. 


7253-07035 
7253-07045 
7253-07055 
7253-07065 
7253-01305 
7253-01315 
7253-01325 
7253-01335 4 


Flange Half Sets (Code 62 - SAE J 518) 


Each set contains 2 flange halves, 1 O-Ring and 4 bolts (Grade 8) with lock washers. 


Prod. SS 
No. ems = elgnt (Lbs. 


2aFHHS | 725309815 | | BHT 
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Flange Fittings 


Caterpillar-Style Flange Half Sets 


Each set contains 2 flange halves, 1 O-Ring and 4 bolts (Grade 8) with lock washers. 


24CATFHS 
32CATFHS 


Code 61 Flange Cap 


For maintenance use only. Not to be used under pressure. 





B 
root eS 
No. nm = gt (Lbs.) 


20FL-CAP | 7253-66135 | ||| 





32F L-CAP 7253-66155 
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Prod. 
pes, | 


Flange Fittings 


Code 62 Flange Cap 


For maintenance use only. Not to be used under pressure. 


Nom. Flg. Size 
LS aT 


Le 


2 
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O-Rings for Code 61, Code 62, and Caterpillar-Style Flange Fittings 


90 Durometer Hardness. 


Prod. 
No. 





8 FLANGE O-RING 

10 FLANGE O-RING 7254-0142 aol re 

139 
16 FLANGE O-RING 7254-0009 15/16 139 02 

139 
24 FLANGE O-RING 7254-0013 17/8 139 02 

139 
40 FLANGE O-RING 7254-0133 2 3/4 139 05 

139 
56 FLANGE O-RING 7254-0135 37/8 139 05 

139 


O-Rings for Straight Thread Boss Fittings 


90 Durometer Hardness. 


Prod. Inside Diameter oe 
No. Weight (Lbs.) 





3 O-RING 7254-0003 

aoRING __{_tzsusdogg__1_uygp__}__sigg__{__gy 
9 O-RING 7254-0005 13/32 3/64 

8 O-RING 7254-0008 41/64 3/32 


10 O-RING 7254-0010 PK 3/32 2 
12 0-RING 7254-0012 59/64 7/64 
14 O-RING 7254-0014 1 3/64 7/64 


16 O-RING 7254-0016 111/64 7/64 
20 O-RING 7254-0020 1 15/32 7/64 
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O-Rings for Flat-Face Fittings 
90 Durometer Hardness. 


Caution: DO NOT USE these O-Rings with phosphate esters, diesters or phosphate ester emulsion hydraulic fluids. Instead, use O-Rings made of Viton, 
EPDM or CPE polymers or other materials compatible with the fluids. 
These O-Rings are compounded from a Nitrile polymer for use with petroleum-base hydraulic fluids, water and glycol and oil-water emulsions. 


O 


No. 


a 






Weight (Lbs.) 


24 0- pO 


4 O-RING FF 7254-0132 1 1/2 


NOTE: Standard O-Ring number. 





O-Rings for British Standard Parallel Pipe (BSPP Couplings) 


70 Durometer Hardness. 


Prod. Inside Diameter 
No. Weight (Lbs.) 
01 


ee ee 
Po 


LE 
1. 
L. 
[ 
l. 
1. 


16 O-RING FBSPP 7254-1164 PO 
20 O-RING FBSPP 7254-1165 


0 
6 
6 
6 
6 
6 
6 
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O-Rings for DIN Heavy Series (PC, PCM & PCS Couplings) 


70 Durometer Hardness. 






Prod Inside Diameter | Wall 
No. mes = Yolgnt (Lbs. 


Pp mm 
7254-0154 pO 
01 





8 O-RING DIN H 1.5 

10 O-RING DIN H 7254-0151 dl 1.6 
140-RING DIN H 7254-0150 10.5 1.8 01 
20 O-RING DIN H 7254-0152 16.6 2.4 01 
30 O-RING DIN H 7254-0146 21.6 2.4 02 


O-Rings for DIN Light & Heavy Series (MegaCrimp® and GlobalS piral” 
Couplings) 


70 Durometer Hardness. 


O 


Inside Diameter 
4.0 
75 





Prod. 
No. 
15/16 O-RING DIN L/H 7254-0200 


6 O-RING DIN H 7254-0206 
8 O-RING DIN H 7254-0207 
10 O-RING DIN H 7254-0208 
12 O-RING DIN H 7254-0209 
140-RING DIN H 7254-1132 
18 O-RING DIN L 7254-0201 
20 O-RING DIN H 7254-0210 
22 O-RING DIN L 7254-0202 
25 O-RING DIN H 7254-0211 
28 O-RING DIN L 7254-0203 
30 O-RING DIN H 7254-0212 
35 O-RING DIN L 7254-0204 
38 O-RING DIN H 7254-0213 
42 O-RING DIN L 7254-0205 


Weight (Lbs.) 


pm 


10.0 


| mm 
| 
| 
| 
| 
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Tube Nuts and Sleeves 










Tube Sleeve Nut 


For use up to SAE 100R2 maximum working pressure. 


Prod. 
rod | AL as 
_ SSS _ — ESS Ss ESS 


arn reson || tw | te 
ersN sgn || tt] te 
ersN | songs | |G] BT 
qoTsn sgn || Pt 
aaTsn snus || ates? | 
eS | 
autsy_{_rzso-olue5_}_tug_ _{_asjitz__{_z__} _3g_ 
sarsn———*dY Senos | YS SY 


Tube Sleeve 


For use up to SAE 100R2 maximum working pressure. 


Zz 


Al 


Y 


ee Went) 


a 
ap 05923805 a 

sts 5993918 gt 
ers 7259-23925 8B 
ee 
ots 7259-23985 
ars 95999955 te 
ats 7259-23965 
agts____}_rgspagyg____f gg 
ors 7259-23985 aH 
ats 7259-23995 aa 
pars ts 20005 
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Tube Nuts and Sleeves 


Female Flareless Nut 


Prod. 
rod. | AL paths) 
SSS ESS SSS Se 


30 





Female Flareless Sleeve 


KI 
Al 


v 


Prod, a | 
No. ees eight (Lbs.) 
03 








po 


Locknuts for Bulkhead Fittings 


For use up to SAE 100R2 maximum working pressure. 


ETc 
ue nes = egit (Lbs.) 
0 


7253-24615 1/2-20 
8LN-SH 7259-24635 3/4-16 


16LN-SH 7259-24665 1 5/16-12 15/8 


www.gates.com 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





V1/ 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


V18 


Tube Nuts and Sleeves 


Metric Bite Nut 


. 
12.0 


Metric Bite Sleeve 





RR ees 

rasan 
85 
ops 73-2685 | 
ues 753-2687 
EG 7 C7 
uses 75326905 
eps Tseng 8H 
uses 75326925 
2085 p7253-26085 | | 
ps5 3-26045 | 
2585 p7253-26055 | 5 | 
eps 753-26965 | 
3085 pS 7253-26975 | | 
3 | 7253-26085 | 5 | 
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Tube Nuts and Sleeves 


Metric Bite Sleeve - Continued 


Prod, eee 
Eee aeSigne Eos! 


38BS 7253-26995 
42BS 7253-27005 
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Diagnostic 


Diagnostic Equipment 





Weight bs 


7485-2110 
RFID KEY TAG - ORANGE 7485-2120 07 
RFIDLANYARDTAGIZINORANGE | 7485-2030 
RFID LANYARD TAG 24 IN. - ORANGE 7485-2140 07 
RFIDLANYARDTAG 36INORANGE | 485-2150 | 
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MobileCrimp® 4-20 Crimper 


Digital Dial Control - Just dial in appropriate crimp setting and hold the start button 
until light comes on and buzzer sounds, then release. Ability to lock-in setting for 
multiple assemblies. Light and buzzer operate on two "AAA" batteries. 

Positive Stop Control - No settings necessary since color-coded spacer rings control 
the crimp. Just hold the start button until the ram extends to a fixed "Stop" for each 
crimp, then release. Controlled crimp stroke for ease of repeatability. 

This lightweight, versatile crimper is powerful enough to crimp up to 1 1/4" four spiral- 
wire hose. Weighing approximately 70 pounds, this new field crimper combines the 
latest crimping technology with old-fashioned toughness and durability. 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


Features Advantages: 
® Great for jobs in the field. 
® Portable and lightweight. 
® Powerful enough to crimp up to 1 1/4" |.D. four spiral-wire hose. 


PCM /PCS 
FERRULES 





® The latest in high tech crimping. anes 
STAINLESS 
Number : (Lbs.) 
Digital Dial Cri 78. POWER CRIMP 
7480-0051 igital Dial Crimper 8.00 COUPLINGS 


MobileCrimp® 4-20 Pumps LOC, GL AND GLP 
COUPLINGS 


Wide selection of pumps to match all your power needs. POLARSEAL 


Features Advantages: COUPLINGS 


® 7481-0002 - Shop Air Pump - Works off standard shop air (90 psi). Economical, 
convenient and versatile for use wherever 90 psi compressed air is available. 

© 7481-0006 - Hand Pump - No power source needed. Economical, convenient and 
portable for use anywhere. Make factory-quality assemblies in the field to 
minimize downtime. 

® 7481-0034 - 1/2 HP 115 Volt AC Pump - Medium speed. Economical. 
Recommended for a stationary or mobile application. 

® 7481-0035 - 1 1/2 HP 115 Volt AC Pump - High speed. Recommended for 
stationary applications only. 

® 7481-0037 - 1/4 HP 12 Volt DC Pump - Mobile operation, runs on standard 12 volt 
car/truck battery or a 12 volt portable battery pack. Ideal for tough jobs in the field. 


ee 
Number 0 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
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COUPLINGS 





FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


7481-0002 Shop Air Pump 
7481-0006 2 Stage Hand Pump 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


7481-0034 1/2HP, 115V, AC Pump 
7481-0035 LA2HP; 115V,AC Pump 
7481-0037 1/4HP, 12V, DC Pump 





SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





www.gates.com W1 


MobileC rimp® 4-20 Dies 
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ee 
STAINLESS Number , (Lbs.) 
STEEL 
SO NERCAIR 
COUPLINGS 
LOC. GLAND GLP 
“COUPLINGS 
POLARSEAL 
COUPLINGS 
POLARSEAL I 
COUPLINGS 
C14 COUPLINGS 
PCTs Die Set (MC45) for Grease Fitting 
THERMOPLASTIC 
7 = 
7 - 
7 2 


COUPLINGS 482-1221 Die Set (MC22) 
482-1273 Die Set (MC47) 

ertacunel Ee 482-1344 Die Set (MC71) 
eGocoupLines| (1482-1357 Die Set (NC74) 
7482-1358 Die Set (MC75) 


7482-1400 Die Set (MC20) 
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MobileCrimp® 4-20 Parts 





Ree ut 
Number 9 (Lbs.) 





3663-6922 8' Hose Assy MC4-20 3.40 
7482-1005 Stand 3.75 
7482-1009 Stand Clamp 20 
7482-1013 Positive Stop Pressure Plate 3.50 
7482-1016 Computer Crimp Control Box 3.15 
7482-1036 Pusher 5.75 
7482-1157 Slydring for Piston 14 
7482-1164 Locking Pin 10 
mgg2-1165 —C—“‘*‘~sYSC“‘™SSC#CChalinforLockingPin = | CC —CSCS 
7482-1168 Cable Assy. for DD 12 
7482-1171 DD Controller Top Mount 2.54 
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THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


W4 


MobileCrimp® 4-20 Positive Stop Spacers 


ee 
Number ; (Lbs.) 
W1 Spacer, PS 
B2 Spacer, PS 
7482-106 sid Spacer PS 
B3 Spacer, PS 
R3 Spacer, PS 
B5 Spacer, PS 
W5 Spacer, PS 


Power Crimp® 707 Crimper 


Crimps most hydraulic hose from low pressure return lines to extremely high pressure 
spirals, from 3/16" to 1 1/4" |.D. Crimps straight and bent tube couplings, plus 45° and 
90° block types. Can also be adapted for use as a power swager. 

Gates® Power Crimp® 707 is the most precise, yet simplest crimper made. It was the 
first crimper with electronic digital readout to indicate gauge setting. The toughest part 
about using the 707 is pushing a button. It takes just a few seconds to make factory- 
quality hose assemblies. 

















Specifications: 
® Dimensions: 7480-0043 - 13" wide by 12" deep by 26 1/2" high 


® Production Rate: 100 assemblies per hour (using 1/2" |.D. two-wire straight thread 
assemblies) 


® Standard PC707 without die sets wired for 115 volts (includes die backup ring and 
a no-notched cone) 


ee 
Number : 


Power Crimp® 707 Pump 


The flows of two fixed displacement pumps are combined to deliver a high volume of 
oil at low pressure for fast transversion. 115 volt, 30 amp, circuit, 1 h.p., 60 cycles. 


Specifications: 
® Dimensions: 12" wide by 25" deep by 12" high 


ee 
Number 3 (Lbs.) 


7481-0023 Pump 115V/30amp/1HP/60 Cycle 70,00 





www.gates.com 


Equipment and Parts 


Power Crimp® 707 Dies 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 








COUPLINGS 
PCM /PCS 
FERRULES 
MEGACRIMP 
COUPLINGS 
STAINLESS 
Number 9 (Lbs.) 
iu t 720 (Requires No Notch 8 50 POWER CRIMP 
7482-0920 Die Set 720 ( equires 0 Notch Cone) COUPLINGS 
7482-0931 Die Set 731 
7482-0932 Die Set 732 9.50 
nsaz0933.—SCSC~C~“~S~‘SSSSCSCSCSCe Set SSCSCSCSCSC~SC‘“~S~*~SSSSCSCSCS~*@*iC*i GN 
7482-0933 Die Set 733 8.04 POrPREe 
7482-0934 Die Set 734 7.86 
7482-0935 ssi<istsssSY ie Set ee 
: POLARSEAL 
7482-0936 Die Set 736 7.40 eOuRTG: 
*1482-0937 Die Set 737 
*7482-0939 Die Set 739 8.00 eee 
7482-0941 Die Set 741 (8ACA) p80 cet 
7482-0942 Die Set 742 (10ACA) 8.50 
482-0943 Die Set 743 (12ACA) 7.75 Seana: 
482-0944 Die Set 744 (Power Steering) 7.88 
7482-0945 Die Set 745 (Grease Fitting) 
7482-0946 Die Set 746 (Replaces B Die) Pg tsti<‘i‘*:SCS:SC*diR TS 
: THERMOPLASTIC 
7482-0947 Die Set 740 (6ACA) COUPLINGS 
7482-1122 CC-7C3 Die Set for Clamp Collar 
482-1123 CC-7C4 Die Set for Clamp Collar 8.50 FIELD 
482-1217 Die Set 721 8.22 ATTACHABLE G1 
482-1218 Die Set 722 8.12 & G2 COUPLINGS 
7482-1232 Die Set 782 for GL 6.00 
7482-1233 Die Set 783 for GL FIELD 
7482-1327 Die Set 722M 8.20 eee C5 
7482-1364 Die Set 718M COUPLINGS 
7482-1401 Die Set 7205 8.50 
7482-1424 Die Set 73234 (LG) SURELOK AIR 
7482-1425 Die Set 73335 (LG) 5.54 BRAKE 


COUPLINGS 


482-1426 Die Set 73436 (LG) 
7482-1427 Die Set 73537 (LG) 


7482-1428 Die Set 73638 (LG) 
7482-1429 Die Set 38311 (LG) 


*Must Use No-Notch Die Cone. 


ADAPTERS 





QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


SOLO ATAU 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL ll 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


W6 


480-6591 
482-0054 
482-0105 
482-0106 
482-0109 
482-0110 
482-0111 
482-0112 
482-0116 
482-0118 
482-0119 
482-0147 
482-0229 
482-0239 
482-0243 
482-0271 
482-0280 
482-0283 
482-0289 
482-0291 
482-0297 
482-0442 
482-0498 
482-0499 
482-0747 
482-0789 
482-0919 
482-0940 
482-1095 
482-1215 
482-1422 
482-1423 
482-1672 
482-3011 
482-6959 


Power Crimp® 707 Parts 


Number a (Lbs.) 
Piston 
te Rod 6 


O-Ring Between Piston and Rod 


Mounting Bracket 
Actuator Rod 


Digital Readout Meter po 
PC707 Shroud Onl 


Die Cone With Notch 10.75 
Magnet for Removing Dies fo 


5 
07 
8 
0 
Tie Rod Nut 30 
0 
7 
01 
0 
0 


Die Cone (No Notch) 10.75 


115V Cord Assy for Digital Readout 


PC707 230V Converter Kit 


2.00 
Piston Return Spring 


Switch Box Complete w/115V Cord Ass 
230V Cord Assy. for Digital Readout 


1 
1 
1 


PC707 Hose Assy. (Pump to Crimper) 


www.gates.com 


$C32™ Crimper 


The Gates SC32™ crimper is a versatile, easy-to-use, economical machine suitable 
for a hard-working shop environment. It is offered in 110V and 220V single phase 
versions to match the shop power supply. This rugged crimper is designed for 
continued use to meet day-to-day shop and counter needs for crimps on hose up to 1 
1/4" |.D. with occasional crimps for larger assemblies up to 2", 6-spiral hose. 


Specifications: 
® 7480-0070 - Wired for 220 Volts with 2 HP electric pump. 
® 7480-0071 - Wired for 110 Volts with 1 HP electric pump. 
® Dimensions: 16 1/2" wide by 32" deep by 29" high 
® Max. Crimping Force: 80 tons 
® Max. Rated Working Pressure: 10,000 psi 
® Warranty: 2 Years 





Rae an | 
Number : (Lbs.) 


7480-0070 $C32 Crimper/Pump 220V 435.00 
7480-0071 $C32 Crimper/Pump 110V 435.00 


$C32™ Pumps 


ee 
Number : (Lbs.) 

7481-0051 
7481-0052 





S$C32™ Dies 


re 
Number ‘ (Lbs.) 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





W7 


$C32™ Parts 


ee 
4 (Lbs.) 
SC 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


482-1432 
482-1700 
GLOBALSPIRAL| | 7482-1701 
COUPLINGS) [7482-1702 
482-1730 
PCM /PCS 3 
FERRULES 1 
1 
1 


482-1731 SC32 DPST-NO 25 AMP Omron Rela a ee 


482-1732 $C32 Switch Craft Push Button Switch 
482-1733 SC32 80 Ton X 4 1/2 Cylinder 75.00 
482-1734 S C32 Die Ring Half, DBL Angle 


6 

eo 

MEGACRIMP 
COUREINGS) [7482-1735 
482-1736 
482-1731 
482-1738 
482-1740 


7482-1742 SC 32 Crimper Bracket 


STAINLESS , 
STEEL 


POWER CRIMP 
COUPLINGS 





LOC, GL AND GLP GC ®32TSi Crimper and Stand 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


ee 
Number : (Lbs.) 


7480-7004 GC32 TSI 220V Crimper 957.40 





SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Equipment and Parts 


GC ®32 Dies 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 





COUPLINGS 

PCM /PCS 

FERRULES 

MEGACRIMP 

COUPLINGS 

STAINLESS 
Number ; (Lbs.) 

4 Di t 32-3234 (L POWER CRIMP 
7482-1419 le5@ 32-3234 (LG) 9.68 COUPLINGS 
7482-1420 Die Set 32-3335 (LG) 

7482-1421 Die Set 32-3436 (LG) 9.24 
7482-1430 —“*~‘—s~s—‘“‘“‘“‘wY;*SS*S*™S~CSCSCCCéie Set 32-3537(LG) | s—“‘éi TH ~hCUC~“‘*@Y;~CC#CdLOC, GLAND GLP 
7482-1430 ue Set 32-3537 (LG) 9.76 COUPLINGS 
7482-1431 Die Set 32-3638 (LG) 10.46 
7482-1443 Die Set 32-3831 (LG) ee ee 
; POLARSEAL 

7482-7128 Die Set 32-21 8.36 COUPLINGS 
7482-7129 Die Set 32-22 
7482-7130 Die Set 32-31 8.36 pORAReeAt 
7482-7131 Die Set 32-33 Ponelics 
7482-7132 Die Set 32-34 9.24 

482-7133 Die Set 32-35 10.01 









482-7134 eee 
PCTS pLAST 
82-7137 ie Set 32-39 |S ins 
482-7139 8.80 me 
482-7140 8.58 ATTACHABLE G1 
482-7141 7.48 & G2 COUPLINGS 
7482-7142 Die Set 32-314 6.91 
FIELD 
7482-7144 Die Set 32-41 (8AC) 7.48 ee tnee C5 
COUPLINGS 
7482-7146 Die Set 32-43 (12AC) 7.26 
qeroean 
7482-7148 Die Set 32-46 (Battery Cable) 8.36 BRAKE 


COUPLINGS 


482-7149 
482-7150 
482-7151 | ie Set 32-83 (20GL) | 





ADAPTERS 


QUICK 
DISCONNECT 
ici 
7482-7205 


7482-7209 Die Set 32-20 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


SOLO ATMA 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 





FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


W10 


Number 








GC ®@32 Parts 


(Lbs.) 





3663-5161 Hose Assembl 18 
7482-7101 Panel Replacement Kit 25,50 
mgs2-702, CC —~—“‘“N OCCOC#C#C#CA‘WWe Block Adapters | CO 
7482-7103 Pilot Operated Check 81 
7482-7105 Dial Vernier 1.65 
7482-7109 Mirror 3.00 
7482-7113 Control Panel Screws .00 
482-7115 


482-7116 
482-7117 
482-7119 
482-7124 
482-7126 
482-7175 
482-7176 
482-7179 








7482-7180 2 Position 3-Way Solenoid ; 

7482-7189 M5X10 Button Cap Screw .00 
7482-7193 Relief Valve 40 
7482-7196 Oil Filter Element 20 
482-7208 25.30 


7 


482-7246 
482-7268 








OTC Repair Kit GC 32/96 series up to 2" 


Die Retention Plate Kit 


www.gates.com 





Gates GC ®96TS Crimper 


HOSE/CPLG. 


The GC®96 crimper is capable of crimping 2" 6-wire and up to 6" I|.D. industrial hose. 
SELECTION 


This crimper allows distributors to make reliable and professional looking assemblies 
providing more value to the end user. The large crimper head allows industrial hose 
assemblies to be made with a variety of terminations using crimpable ferrules and 
sleeves. The GC®96 crimper has additional versatility since in conjunction with 
optional spacer dies and GC®32-XD dies; it can make Gates® hydraulic hose 
assemblies also. 


G8K COUPLINGS 


GLOBALSPIRAL 








Specifications: COUPLINGS 
® Capability: 1/4" - 2" Hydraulic hose, 2 1/2" - 4" Industrial hose, 5" - 6" Industrial 
hose up to and including 100 psi WP. PCM /PCS 
® Dimensions: 31" high by 32" wide by 16" deep FERRULES 
® Power Source: 208-264V, 45-65 Hz, Single phase and 20 Amps 
MEGACRIMP 
COUPLINGS 
STAINLESS 
Number : (Lbs.) 
7480-0008 GC96 Crimper 770.00 POWER CRIMP 
COUPLINGS 
Gates GC ©96 Dies LOC, GL AND GLP 
COUPLINGS 
POLARSEAL 
COUPLINGS 
POLARSEAL II 
COUPLINGS 
C14 COUPLINGS 
PCTS 
THERMOPLASTIC 
COUPLINGS 
FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 
FIELD 
Number e (Lbs.) ATTACHABLE C5 
7482-9087 GC96-87 Die Set 44,30 & CSE 
7482-9088 GC 96-88 Die Set 39.90 COUPLINGS 
7482-9089 GC96-89 Die Set 41,40 
7482-9181 GC96/TS Die Release Tool SURELOK AIR 
7482-9600 GC96 Spacer Dies with box 39.30 BRAKE 


COUPLINGS 


482-9610 
482-9611 


ADAPTERS 





QUICK 
DISCONNECT 
COUPLERS 


Gates GC ®96TS Crimper Parts 


etn 
Number 3 (Lbs.) 


LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 





7482-9100 Tablet Control Box Assy GC96TS 26.46 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL ll 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


W12 


OmniCrimp 21 Dies 


a 
Number 5 (Lbs.) 

mqg2-0675 ee t—C(‘i Cie Seto) 
m4g2-0677 ee t—“‘(LSSCie Set(OM312)— 
mqg2-0716t—(‘irS Cie Setfo37) 
Die Set (0M39) 8.50 

mqg2-0718 CE ie Set (M301) 
mqg2-0722, CE ie Set (M313) 
7482-1156 Die Set (OM310L) 
m4g2-1222, CL ie Set(CM21BK) | 
7482-1370 Die Set (OM18M) PO 
mqg2-1371,t—“‘dLS Cie Set(OM22M) 


www.gates.com 


OmniCrimp 21 Parts 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


: a 


MEGACRIMP 
COUPLINGS 


Number 0 
482-0643 Optical Encoder 


7 < 
7482-0647 Die Shoes Detente Ball and Spring 

7482-0662 Depth Stop Old Style 

7 x 


STAINLESS 
STEEL 


482-0666 pie Spring§ S| 
7482-0792 Omni Depth Stop (Serial Numbers 2000 and up) 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


0 (Lbs.) ATTACHABLE C5 

COUPLINGS 
Pump 230V/3HP/Single Phase 

7481-0016 


7481-0026 Pump 115V/2HP/60 Cycle 85.00 


SURELOK AIR 
BRAKE 
COUPLINGS 





ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


CLO ATAU 
PARTS 
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Power Crimp® 3000B Parts 





HOSE/CPLG. 


Number ; (Lbs.) 

GBK COUPLINGS] | 3663-2060 Hose Assembl 

7482-0298 Die Set (314) 19.40 

GLOBALSPIRAL 7482-0550 Die Set (6AC) 17.60 

COUPLINGS 7482-0551 Die Set (8AC) 17.40 

7482-0552 Die Set (10AC) 18.25 

PCM/PCS 7482-0553 Die Set (12AC) 16.10 

FERRULES 7482-1127 Die Set (310L) Replaced (310) 17.25 

7482-1224 Die Set (21) 19.20 

MEGAC RIMP 7482-1225 Die Set (22) 19.15 

7482-1236 Die Set (83) for GL 15.96 

7482-1238 Die Set (85) for GL 14,90 

pe 7482-1366 Piston Replacement Kit 16.00 
7482-2765 Microswitch for Switch Box 

7482-5009 Die Set (301) 20.00 
POWER CRIME] [nga [stupa Screw orpcaooo 
a a a 

- | : 

eee 7482-6516 Die Set (32) 18.00 
shawn cle] fray ese) 

cts] fae a a 
ie Se 

nee 7482-6519 Die Set (35) 19,00 

Braet War 7482-6520 Die Set (36) 17.00 

7482-6521 Die Set (38) 15.50 

aUeerE 7482-6523 Die Set (313) 18.50 

COUPLINGS 7482-6582 Die Set (37) 17.10 
7482-6950 Seal Kit for PC3000B 
7482-6969 Switch Box Assy for PC3000B 

C14 COUPLINGS 

7482-7011 Die Set (39) 

7482-7023 Die Set (311) 18.00 


pers! [nappa Sette) 8S 
THERMOPLASTIC 7482-7029 Die Set (312) 18.05 


COUPLINGS 
PolarSeal® Hose Portable Crimper 2 


FIELD 
ATTACHABLE G1 


eee Gates® portable PolarSeal® Crimper 2 is a hand-operated hose crimping machine 


specifically designed for crimping Gates PolarSeal couplings and is intended for use 
FIELD with Gates® PolarSeal® refrigerant hose. Standard dies included will crimp 5/16" (-6 
ATTACHABLE C5 Black), 13/32" (-8 Blue), 1/2" (-10 Green) and 5/8" (-12 Clear) sizes. 


& C5E 
COUPLINGS Features Advantages: 
® Capable of crimping underhood air conditioning applications. 
® Color-coded, urethane encased dies. 


SURELOK AIR : fer 
BRAKE ® Crimps two-braid dimension or nylon barrier hose. 
COUPLINGS ® Heavy-duty construction for use with air impact wrenches. 
® Includes four color-coded die sets for crimping two-braid barrier hose. 
ADAPTERS ® Lightweight for easy handling, less than six pounds. 


® Locator flag centers ferrule in dies. 
® No electrical requirements. 





sicGINIER © OE-style bubble crimp. —— 
COUPLERS ® Portable hand operation, easy to change over from size to size. 
® Quick-change dies, no tools required to change sizes. 
LIVE SWIVEL ® Removable die holder accommodates complicated shapes. 


® Shipped in a custom carrying case with instructions. 
® Unit can be bench-mounted. 


Number : (Lbs.) 


BALL VALVES 


ACCESSORIES 





7480-6599 PolarSeal II Portable Crimper 10.10 


EQUIPMENT AND 
PARTS 
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PolarSeal® Hose Portable Crimper Parts 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


er 
Number : (Lbs.) 
7482-1047, —s—<“—*‘“‘*é‘~*rLSC“( Removable DicHolder | 
7482-1048 —“‘“‘~*wLSSCSC'CCCMoveableDieHolder | 
3/16" X 1/2 Roll Pin 
No. 6 Black Die Carrier 
74g2-1069 ss —(“‘wLSSS NG 2 DieSegment | 
: 
: tte) 
: 
: Po 
: po 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


a 
5/32" Short Arm Hex Ke 

PTFE Grease 

3/8" X 4 Pipe Nipple 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


3/8" Floor Flange 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 





SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


CLO ATAU 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


W16 





PolarSeal® Il Hose Pliers 


The PolarSeal® II pliers are used to crimp the clamps on PolarSeal® II couplings. 
The ratcheting pliers will not release until the crimp is complete guaranteeing a proper 
seal. The straight jaw pliers are used when there are no obstructions to hinder 
crimping. The notched jaw pliers are for use in tight quarters. Use the side or the front 
of the pliers to complete the crimp. 





re 
Number ; (Lbs.) 


7369-5501 Notched | aw Pliers 80 
7369-5502 Straight | aw Pliers flee 
7369-5503 Ratcheting Pliers 1.40 


Vertical Hydraulic Hose Cabinet 


Rack up sales and get organized at the same time with a new ‘vertical’ hydraulic hose 
cabinet from Gates®. 


Features Advantages: 


® Designed to support one hydraulic coupling cabinet on top for maximum 
efficiency. 


® Optional choice for use as cabinet base with maximum of one four-drawer 
cabinet. 


® Shown with four-drawer cabinet (purchase separately as Product No. 7484-0010). 
® Six narrow and two wide slots to stock a variety of hydraulic hoses. 





Rae [can | 
Number ‘ (Lbs.) 


7484-0022 Vertical Hose Storage Cabinet (Optional Cabinet Base) 154.00 


www.gates.com 


Hydraulic Hose Reel Rack 


This sturdy and convenient rack stores three reels of hose. HOSE/CPLG. 
SELECTION 
Specifications: 


® Dimensions: 30" deep by 28" wide by 72" high G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 





STAINLESS 


Number : (Lbs.) 


7484-0019 Hydraulic Hose Reel Rack 165.00 POWER CRIMP 
COUPLINGS 


Hydraulic Coupling Cabinet 


Customized to fit all your needs! Now even more versatile, these easy-to-assemble 
units are compactly designed to give you years of reliable service. Components are 
ordered individually by product number for easy customization. 


Specifications: 
® 1. MobileCrimp® 4-20 - Pre-drilled holes in mounting shelf (item #2 below) allows 
easy mounting of either the Positive Stop or Digital Dial MobileCrimp 4-20 
crimper. SAFETY HINT: If the MobileCrimp 4-20 is mounted on top of the 
cabinet, you MUST: « Use crimper mounting shelf (item #2 below) « Bolt shelf and 
cabinet to wall using pre-drilled holes « Not use the caster leg set 


@ 2. Mounting Shelf for MC 4-20 Crimper - Product No. 7484-0013 


® 3. Coupling Cabinet with Four Sliding Shelves (Two Shown) - Product No. 7484- 
0010. Shelves slide out for easy access and can hold a combination of ten 3 1/2" 
wide bin boxes or five 7" wide bin boxes. Unit can be stacked and bolted together 
as shown in illustration. Each measures 41" wide by 21" high by 12" deep. 
SAFETY HINT: Slide open only one shelf at a time to avoid tipping. 

® 4. Stationary Legs (Shown) - Product No. 7484-0011. Allows for precise leveling. 
Heavy-Duty Caster Leg Set (Not Shown) - Product No. 7484-0012. Set consists of 
four heavy-duty casters, two of which can be locked. 

® 5. Bin Boxes - Order separately in whatever combination best fits your needs. 
Dividers come with each bin box. Each bin box has slots to allow for maximum 
utilization. 

® When assembled, the typical combination of two four-shelf coupling cabinets and 
stationary leg set as shown measures 48" high by 41" wide by 12" deep. 
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LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


484-0000 Coupling Cabinet Slide 
7484-0010 Colg. Cabinet w/4 Sliding Shelves 82.00 


ADAPTERS 


484-0011 Stationary Leg Set 
484-0012 Caster Leg Set - Heavy Du 15.00 


QUICK 
DISCONNECT 
COUPLERS 


ee 
Number ; (Lbs.) 


7 
7agg-oos, | Wide Bins w/3 Dividers (Carton of5) | OD 


LIVE SWIVEL 


484-0013 Shelf Kit for Crimper MC 4-20 


7484-0016 
7484-0017 


Dividers for 3 1/2" Bin (3 per pkg.) 
Dividers for 7" Bin (3 per pkg.) 





BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 





FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Two-Drawer Coupling Cabinet 


This two-drawer cabinet is ideal to add nylon air brake tubing couplings to your 
hydraulic inventory. This cabinet can be stacked and bolted together with your 
existing hydraulic cabinet. Uses the same bin boxes as listed above. 





Specifications: 


® Dimensions: 41" wide by 11" high by 12" deep 
Product 


me | 
Number : (Lbs.) 


7484-0021 2 Drawer Coupling Cabinet 42.00 





Work Bench 


This new hydraulic work bench is ideal for holding either the Power Crimp® 707 or 
MobileCrimp® 4-20 crimpers as well as hydraulic saws. The lower shelf can be used 
for storage or as shown with the pump. It is made of an angle iron frame construction 
with a high-density fiberboard top and welded 13-gauge steel lower shelf. All 
hardware is included to allow for easy assembly in about 10 minutes. 


Specifications: 
® Dimensions: 36" wide by 24" deep by 36" tall 


Number : (Lbs.) 


Hydraulic Coupling Bin and Boxes 


Bin boxes for hydraulic couplings. Corrugated cardboard design gives extra strength. 
Includes four dividers per box. Product No. 7484-0008 and 7484-0009 

The 24-bin cabinet is constructed of heavy gauge steel. Excellent for storing large 1 
1/4" to 2" |.D. couplings. Product No. 7484-0007 


Specifications: 
® Dimensions: 7484-0007 - 34" wide by 24" high by 12" deep 
® Dimensions: 7484-0008 - 5" wide by 4 1/2" high by 11" deep 
® Dimensions: 7484-0009 - 7 1/2" wide by 4 1/2" high by 11" deep 






oie | 
‘ (Lbs.) 


Product 

Number 
7484-0007 24 Bin Cplg. Cabinet 
7484-0008 Cardboard Bin Box (Carton of 50) 16.25 
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Hydraulic Coupling Cabinet Parts 











HOSE/CPLG, 
Number bs ) 
7369-0319 Intl. Thread |.D. ena Pocket Kit 86584) G8K COUPLINGS 
7369-0322 Digital Caliper 6" (Special Milled Hole) 
7369-4318 Pocket Thread |.D. Kit — GLOBALSPIRAL 
7484-0213 QD Merchandiser (Replaces 78209) COUPLINGS 
. PCM /PCS 
Frosted Air Brake Labels FERRULES 
2 MEGACRIMP 
gr _. COUPLINGS 
STAINLESS 
STEEL 
POWER CRIMP 
Number tee ) 
7484-0023 Frosted Air ae Labels LOC, GLAND GLP 
COUPLINGS 
Gates Power Cutter 208 
POLARSEAL 
COUPLINGS 
Features Advantages: POLARSEAL I 
® Clear face shield for added safety. COUPLINGS 
® Cuts small 3/16" I.D. hose and handles the tough job including 2" |.D. spiral wire 
hose. (Optional abrasive blade preferred for cutting spiral-wire hose, larger than 1 
1/4" |.D.) C14 COUPLINGS 
® Easy to use, front face plate with moveable pins holds hose securely for a clean 
straight cut. 


PCTS 
THERMOPLASTIC 
COUPLINGS 


® Effortless Straight Cuts Every Time 


® Includes scalloped, 12" blade to dissipate heat, reducing friction for clean, faster 
cuts up to 1 1/4" I.D. 


® Optional abrasive blade for continuous use with 1 1/4" 1.D. and larger spiral-wire 
reinforced hose. 


® Permanent mounting brackets (included) to attach saw to table. 
® Powerful high torque, 4.5 horsepower peak motor that makes cutting faster and 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 





easier. 
® Reversible blade can be sharpened; removal and installation iS easy. aac ABLE C5 
® Safely cuts two and four-wire hose through 2", six-wire hose through 1 1/4". & C5E 
® Sturdy blade guard shields blade for safety. COUPLINGS 
Specifications: : a AIR 
® Blade Dimensions: 12" by 1/8" COUPLINGS 
® Dimensions: 7480-6609 - 22 1/2" wide by 18 1/4" length by 23 1/2" high 
® No Load Speed: 3,500 rpm apap eR 
® Power Source: 4.5 HP Peak, 115/50/60 Hz, 20 Amps 
® Shaft/Arbor Hole Diameter: 1" 
QUICK 
DISCONNECT 
Caution: COUPLERS 
Keep blade sharp. Heat generated by a dull blade can damage steel and flare the 


hose. 


Ran 
Number 3 (Lbs.) 


LIVE SWIVEL 


BALL VALVES 





7480-6609 208 Hose Cutter 65.00 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Gates Hose Cutter Model 1.5" 2 Wire Shop Saw 


For two-wire braid hose through 1 1/2" I.D. 


Features Advantages: 
® Clean Easy Cuts - Safe Operation 
® Cuts up to 1 1/2" |.D. two-wire braid hose and 1" four wire spiral hose. 
® Designed to operate on standard 20 amp service. 
® Inner blade guard for safe operation. 
® Radius hose feed into blade for safety and reduced friction. 


® Reversible 8" scalloped-edge, high-speed steel blade with 5/8" bore can be 
sharpened. 





Specifications: 
® Dimensions: 7480-6607 - 13" wide by 24" length by 17" high 
® Power Source: 1 1/2 HP (2.6 HP Peak), 115V, 60 Hz., 15 Amp motor with power 
cord and plug 


ee 
Number ; (Lbs.) 


7480-6607 1.5" 2 Wire Shop Saw 60Hz 115VAC 110.00 





Gates Hose Cutter Model 2" 6 Wire Shop Saw 


For six-wire spiral and two-wire braid hose through 2" I.D. 


Features Advantages: 
® Clean Easy Cuts - Safe Operation 
® Cuts up to 2" |.D. two-wire braid through six-spiral reinforced hose. 


® Includes Coolant Spray System Kit for reduced heat in high-capacity cutting 
applications (recommended for multi-braid and spiral reinforced hose). Kit 
includes reservoir, spray nozzle and mounting hardware. 


® Inner blade guard for safe operation. 
® Power cord not included. 
® Radius hose feed into blade for safety and reduced friction. 


® Reversible 10" scalloped-edge, high-speed steel blade with 3/4" bore, can be 
sharpened. 





Specifications: 
® Dimensions: 7480-6606 - 22" wide by 42" length by 24" high 
® Power Source: 3 HP (5.2 HP Peak), Single phase, 230V, 60 Hz., 20 Amp motor 


Number a (Lbs.) 
7480-6606 2" Wire Shop Saw 60Hz 230VAC w/Coolant System 195.00 


2" Shop Saw Coolant Kit 5.00 





7480-6608 
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Gates Hose Cutter Model 4-16 


Features Advantages: 
® Abrasive cut-off wheel 
® Cuts up to 1", four-wire braid 


Specifications: 
® Arbor Hole: 7/8" 
® Cycle: 60 Hz/ 1 phase 
® No Load Speed: 7,400 rpm 
® Power: 6.5 Amp 
® Voltage: 120 Volts 
® Wheel size: 6" 


ee 
Number é (Lbs.) 


7480-6605 Portable Saw 14.00 





Gates Hose Cutter Replacement Blades 


Number ; (Lbs.) 
20 


7482- LO oe 
7482-0426 12" Abrasive Blade for #204, #205, #206, #207, #20 
7482-0983 12" Scalloped Blade for #204, #205, #206, #207, #208 


7482-1329 6-32 Saw 2.80 


7793-0113 8" Scalloped Blade for 2-24 





Hand Skiving Tools 


fae can | 
Number ’ (Lbs.) 
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G8K COUPLINGS 


GLOBALSPIRAL 
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PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Hand Skiving Mandrels 


HOSE/CPLG. a . 


= 


SELECTION am AHHH 
| 






GLOBALSPIRAL 
COUPLINGS 


G8K COUPLINGS g! / \ 
\ 





PCM/PCS 
FERRULES 
MEGACRIMP 
COUPLINGS 
STAINLESS ‘ 
Number ; (Lbs.) 
POWER CRIMP 7482-0400 Mandrel 3/16" 1.60 
COUPLINGS 7482-0401 Mandrel 1/4" 
7482-0402 Mandrel 3/8" 1.65 
LOC,GLAND GLP) {7482-0403 Mandrel 1/2" 
COUPLINGS} — | 7482-0406 Mandrel 1" 
7482-0407 Mandrel 1 1/4" 
POLARSEAL| [7482-0408 Mandrel 1 1/2" 
COUPLINGS} — | 7482-0409 Mandrel 2" 
POLARSEAL II 
COUPLINGS Hand-Held Hose Cutter 
C14 COUPLINGS Makes clean cuts - no ragged edges. Cuts most non-metal reinforced rubber hose. 


Excellent for cutting textile-reinforced hose. 


Features Advantages: 


PCTS 
THERMOPLASTIC 
COUPLINGS ® Blade closes into handle for safety. 


® Cutter and blades packaged individually on shrink-wrapped cards. 
® Lightweight with nylon handles. 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 





FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


re 
Number ; 
| 





SURELOK AIR Blade for Skil Saw 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


Number : (Lbs.) 


7482-0099 8" Notched Blade for Skil Saw (7480-2500) 





EQUIPMENT AND 
PARTS 
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Small Nylon Tubing Cutter & Replacement Blades 


Tubing cutter gives straight, clean, square cuts on J844 tubing. 


Features Advantages: 
® "Blade guard" offers more protection against accidental blade contact. 
® Designed to ensure user's safety. 
® Handle has ribs for improved grip. 
® Lightweight and compact size - 3/4" by 3". 





Number ; (Lbs.) 


7208-40205 Blades for Hose Cutter Refurb 





Power Crimp® 707 Swager Kit and Parts 


Produces top quality assemblies using Gate®s 1/8" and 3/16" thermoplastic hydraulic 
hose with Gates® PCTS couplings and Gates® C14 PTFE hose and couplings. 
Easily converts the Power Crimp® 707 to a power swager. 







7480-0040 PC707 Swager kit 
7482-0429 Collar Swage Kit 


il 

7482-0430 Cone Swage Kit 

7482-0433 Adapter Ass 

7482-0482 Actuator Rod 
3 


Spacer for Collar Serial #s above 18555-use w/Silver Backup 
7482-1253 ing 55 


NOTE: Dies and pushers must be ordered separately. See Swage Data Chart in Gates Crimp Data Manual for details. 


es 
Number , (Lbs.) 
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G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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PCTS Swager Pusher and Dies 





HOSE/CPLG. 


Number : (Lbs.) 
G8K COUPLINGS 
G 303 3/16" Pusher Die 
GLOBALSPIRAL 
COUPLINGS 
PCM / PCS 
FERRULES 
G 316 1" Pusher Die 
MEGACRIMP 
eee 
STAINLESS 
POWER CRIME 
LOC, GL AND GLP 
ao 
Pena 
COUPLINGS 
sacratiatigs 
CoC 


7483-0340 GF015 Female Pusher Cup 1.20 


rct3][7gp3-0341 COG Female PusherCup, | 
THERMOPLASTIC 7483-0341 GF016 Female Pusher Cup 1.45 

COUPLINGS 7483-0346 GT204 Bent Tube Pusher Cup 

7483-0347 GT205 Bent Tube Pusher Cup 

ip 7483-0351 GT312 Bent Tube Pusher Cup 


ATTACHABLE G1 7483-0355 GF005 Female Pusher Cup 1.50 


& G2 COUPLINGS 483-0356 GM007 Male Pusher Cup 


7483- ; 
FELD 
ATTACHABLE C5 
cine 
Sue 
BRAKE 
COUPLINGS 
ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 


W24 www.gates.com 


Gates HS-1 Hand Swager 


Produces top quality assemblies using Gates 1/8" and 3/16" thermoplastic hydraulic 
hose with Gates PCTS couplings and Gates C14 PTFE hose and couplings. 

Simply insert the assembly into the swager from the bottom, place dies around the 
coupling, and pump the handle. A six-ton jack then goes to work and the swage is 
completed. Positive dies ensure a correct swage every time. 

The perfectly swaged assembly is removed and you are ready to repeat the process. 
Pushers and dies must be ordered separately. 


Specifications: 
® Dimensions: 15" wide by 7" deep by 19 1/2" high 





Ree ts | 
Number : (Lbs.) 


7483-1000 HS-1 Hand Swager 41.00 
Power Mate 25 Machine and Stand 


Portable hose assembly machine for field attachable couplings. 115 volts, 30 amps, 1 
phase, 60 cycles. 


Features Advantages: 
® Accommodates male pipe, swivel, flange and elbow type field attachable 
couplings. 
® Affords quick and simple operation reduces costly downtime and delays. 


® Applies field attachable couplings in sizes from 3/16" through 2" |.D. on medium 
and high-pressure hose. 


® Can be bench mounted or made portable with folding leg stand. 
® Easy and safe to operate. 

® Hand-skiving tool can be used with Power Mate 25. 

® Heavy-duty provides years of trouble-free service. 

® Produces complete, dependable hose assemblies. 


® Weighs 141 lbs. (without stand). Takes up less than 4 by 5 ft. of floor space with 
stand. 


ee [once 
Number : (Lbs.) 








7480-0029 Powermate 25 Reuse. Colg. Mach. 152.00 
7480-0030 Power Mate 25 Stand 38.00 
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Lock-On Tool 


This hand-operated coupling machine, made of rugged cast iron and steel 
construction, eliminates the hard work of manually pushing stems into hose. It comes 
complete with mandrels for 1/4", 3/8", 1/2", 5/8" and 3/4" |.D. sizes of lock-on 
couplings. 





ee 
Number ‘ (Lbs.) 


7480-0100 Lock-On Tool 15,00 


Lock-On Parts 


ee 
; (Lbs.) 


Product 
Number 
482-0543 
482-1603 


482-2070 
482-2074 
482-2076 


Mandrel Support 
Mandrel 1/2" and 5/8" 


482-2079 
482-2502 
482-2585 
482-2608 
482-2610 
482-2612 
482-2788 
482-2789 


po Mandel 3" 


Hand-Operated Hose Perforator Tool 


These hose perforators have needle-studded wooden rollers which perforate the 
covers of non-skive wire braid hose used in high pressure inert gas applications. They 
are hand operated so the operator can control the degree of perforation in the hose 
cover. 


Specifications: 
® Dimensions: 7482-6565 - 2 1/2" O.D. roller by 1 1/4" wide by 8" OAL 
® Dimensions: 7482-6566 - 3 3/4" O.D. roller by 3" wide by 9 1/2" OAL 





Te 
Number 4 (Lbs.) 


7482-6565 1 1/4" Hose Perf. for 3/16" - 3/4" Hose 





7482-6566 3" Hose Perf. for 1" - 2" Hose 
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C14 Hose Cutting Shear - Recommended for PTFE Hose 


This cutting shear handles Gates C14 PTFE hose up through 1" without requiring 
pretaping of the hose. The shear is fast and easy to use and results in a very clean 
cut. 


HOSE/CPLG. 
SELECTION 


Specifications: G8K COUPLINGS 


® Dimensions: 9" wide by 15" high by 14" deep. 30" handle 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 





STAINLESS 


Number : (Lbs.) 


7480-6596 Hose Cutting Shear for C14 Hose 23.00 POWER CRIMP 
COUPLINGS 


C14 Hose Insertion Die Holder - For use with Hose Insertion Dies LOC, GLAND GLP 
COUPLINGS 


Required for inserting hose into ferrule on all sizes. Use the fixture to mount the Hose 
Insertion Die Holder onto a bench top to aid in the assembly of Gates® C14 hose. 
Each item listed in the table below must be ordered separately. See product numbers 
listed in Gates Crimp Data and Dies Manual. 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 





PCTS 

THERMOPLASTIC 

COUPLINGS 
Number tos ) FIELD 


ATTACHABLE G1 
& G2 COUPLINGS 


<<. Ft 0510 Hose Insert. Die Holder 


7483-0511 0511 Hose Insert. Fixture _—— 





FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 


BALL VALVES 
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EQUIPMENT AND 
PARTS 
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C14 Insertion Dies 


Used to guide the hose into the ferrule when used with the Hose Insertion Die Holder. 
One set required for each hose size. See product numbers listed in Gates Crimp Data 
and Dies Manual. 





e 


ee 
Number ; (Lbs.) 
7483-0503, 
7483-0504 
7483-0508 


C14 Hose Expanders 





Used to expand the hose and round out the tube after cutting and to insert the stem 
into the hose. One expander required for each hose size. See product numbers listed 
in Gates Crimp Data and Dies Manual.. 








~~ 

a 
Number ; (Lbs.) 

483-0557 


7483-0559 HE-10C 14 
7483-0560 HE-12C 14 


7483-0561 HE-16C14 
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Equipment and Parts 











C14 Swager Dies 


Specifically designed to swage Gates® C14 hose assemblies. They provide the 
required swage dimensions to meet full performance. One die set is required for each 
hose size. See product numbers listed in Gates® Crimp Data and Dies Manual. 





HOSE/CPLG. 
SELECTION 
G8K COUPLINGS 
GLOBALSPIRAL 
COUPLINGS 


PCM/PCS 
FERRULES 
Number (Lbs.) 


7483-0515 SD-6C14 
7483-0516 SD-8C14 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


7483-0517 $D-10C14 
7483-0518 $D-12C14 
7483-0519 $D-16C14 





LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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C14 Swager Pushers 


HOSE/CPLG. Specially designed to accommodate Gates® C14 couplings. They protect the threads 
SELECTION and bottom out on the dies to complete the swage. Use the C14 Swage Data Chart in 
Gates Crimp Data and Dies Manual to determine the proper pushers. 


G8K COUPLINGS 





GLOBALSPIRAL 


COUPLINGS 
PCM/PCS 
FERRULES 
MEGACRIMP 
COUPLINGS 
STAINLESS 
Number i (Lbs.) 
HIG 7483-0521 P-C14-12TUBE 1.90 
7483-0530 P-C14-4TUBE 1.06 
aera 
7483-0532 P-C14-6TUBE 1.35 
ECU ENCE 7483-0534 P-C14-10TUBE 1.75 
7483-0537 P-C14-5F| SX 1.30 
Pe OUPLINGE 


7483-0539 P-C14-6F SX 125 


483-0540 P-C14-8F SX 





ea 483-0541 P-C14-10F] SX 

ects} [7ag3-0543.s=—=“‘;S*”!!!!C~«dw!S~*~*~*~*~™!™!!!”!C SX. OOOO™C™~*~SC‘(OCNNN.OONOO#~#é«’ 

ree OUPLINGS 

a 
ATTACHABLE G1 483-0547 1.15 
& G2 COUPLINGS 483-0548 1.95 
7483-0549 P-C14-16MP 1.65 

FIELD 
eae ee 7483-0552 P-C14-6TBFLX 53 

COUPLINGS 
7483-0554 P-C14-16TBFLX 2.00 

SipeLaca 


BRAKE 
COUPLINGS 


MegaCrimp® Coupling Insertion Tool 


ADAPTERS 


Offers an easy way to confirm the right insertion depth for all Gates wire-braid 
VICK hydraulic hose. To use, simply insert the hose into its proper slot indicated by dash 
DISCONNECT size, push it all the way in, check for square cut (maximum allowable angle of cut is 
COUPLERS five degrees), then mark the insertion depth on the hose. 


LIVE SWIVEL 
BALL VALVES 


Number ; (Lbs.) 


ACCESSORIES 





7482-1342 MegaCrimp Insertion Tool 


EQUIPMENT AND 
PARTS 
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MegaClean™ Hose Nozzles 
@ 4 Se 


re 
Number ’ (Lbs.) 

1.00 

1.00 

1.00 

1.00 

7467-3021 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


Used to remove dirt from the inside out with the help of pressurized launchers and 
compatible nozzles. Gates MegaClean foam projectiles sweep through the inside 
surface of the hose, taking fine particles of loose dirt and other contaminants with 
them. At 20-30 percent larger than the hose ID, these projectiles leave nothing behind 
but a hose that truly is clean from the inside out. 





PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 





MegaClean™ Launcher Kits FIELD 


ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 


BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 


es 
Number : (Lbs.) 
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Equipment and Parts 





MegaClean™ Launcher Parts 






















HOSE/CPLG. Used to remove dirt from the inside out with the help of pressurized launchers and compatible nozzles. Gates MegaClean foam 
SELECTION projectiles sweep through the inside surface of the hose, taking fine particles of loose dirt and other contaminants with them. At 
20-30 percent larger than the hose ID, these projectiles leave nothing behind but a hose that truly is clean from the inside out. 


G8K COUPLINGS ; 
GLOBALSPIRAL Number (Lbs.) 
COUPLINGS 1467-1000 MegaClean L-32 Hand Launcher 22.00 


PCM /PCS 7467-1002 MegaClean L-64 Hand Launcher 30.00 

FERRULES 
7467-1004 MegaClean LC64 (Case Only) 40.00 

ieee 
COUPLINGS 7467-1006 MegaClean Projectile Catcher Bucket 16.00 
STAINLESS 7467-1008 MegaClean Launcher Stand 32 and 64 7.00 

STEEL 
7467-2001 MegaClean Female Quick Coupler for Launcher 3,00 

POWER CRIMP 
COUPLINGS 7467-2004 MegaClean Adptr GAR-1 for MCL64 (-2 thru -20) 3.00 





467-2005 MegaClean Adptr GAR-1 for MCL64 (-24 and -32) 


or eta 
Rebuilt Equipment 


POLARSEAL 


COURTING: All rebuilt equipment carries a full one-year warranty, the same as the new 


equipment. All equipment has been repainted and refurbished. Inventory varies. 
POLARSEAL II Contact lola Distribution (318) 365-6961 for specific products availability. 


COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


[eects | 
FIELD Number : (Lbs.) 
ATTACHABLE Gl 
erTacHaB ED} [7480-00507 
ESE 
COUPLINGS 
SURELOK AR 
mou Rate 
Aen 
QUICK 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Finn Power Equipment Die Sets 


Number (Lbs.) 
600 
PO 


. 
po 


482-0950 
482-0951 
482-0952 
482-0953 
482-0954 
482-0955 
482-0956 
482-0958 
482-0960 
482-0961 
482-0962 
482-0963 
482-0964 
482-0965 
482-0966 
482-0967 
482-0969 
482-0970 
482-0971 
482-0972 
482-0973 
482-0974 
482-0975 
482-0976 
482-0984 
482-0985 
482-1129 
482-1248 
482-1249 
482-1250 
482-1251 
482-1252 
482-1258 
482-1259 
482-1281 
482-1325 
482-1331 
482-1403 
482-1405 
482-1406 
482-1415 
482-1440 
482-1441 
7482-1442 


Die Set (FP 31) 
Die Set (FP 32) 
Die Set (FP 33) 
Die Set (FP 34) 
Die Set (FP 35) 
Die Set (FP 36) 
Die Set (FP 37) 
Die Set (FP 39) 
Die Set (FP 311) 
Die Set (FP 312) 
Die Set (FP 313) 
Die Set (FP 301) 
Die Set (FP6AC) 
Die Set (FP 8AC) 
Die Set (FP 10AC) 
Die Set (FP 12AC) 
Die Set (FP 32C4) 
Die Set (FP 314) 
Die Set (FP 30) 
Die Set (FP 304) 
Die Set (FP 302) 
Die Set (FP 86) 
Die Set (FP 87) 
Die Set (FP 88) 
Die Set (FP 21) 
Die Set (FP 22) 
Die Set (FP 310L) 
Die Set (FP 81) 
Die Set (FP 82) 
Die Set (FP 83) 
Die Set (FP 84) 
Die Set (FP 85) 
Die Set (FP 21S) 
Die Set (FP 22S) 
Die Set (FP 91) 
Die Set (FP22M) 
Die Set (FP 18M) 
Die Set (FP 400) 
Die Set (FP3335) LG 
Die Set (FP 3234) LG 
Die Set (FP 3436) LG 
Die Set (FP3537) LG 
Die Set (FP 3638) LG 
Die Set (FP 38311) LG 





482-442 
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HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 
& C5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 
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Uniflex Equipment Die Sets 





HOSE/CPLG. 


Number 9 (Lbs.) 
GBKCOUPLINGS| — | 7482-1382 
GLOBALSPIRAL 482-1386 
eee 

482-1388 

PCM / PCS 

cee 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL ll 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaClean™ System 


Usedto remove dirt from the inside out with the help of pressur- 


ized launchers and compatible nozzles.GatesMegaCleanfoam 
projectiles sweep through the inside surfaceof the hose, taking 
fine particles of loose dirt and other contaminants with them. At 
20-30percent larger than the hose ID, these projectiles leave 


nothing behind but a hose that truly is clean from the inside out. 


MegaClean MC-K32 Kit 
Product Number 7467-0001 


e MCL-32 Hand Launcher (Including "Rotary" Plug & Coupler) 

e MC-GAR-1 Adapter Ring (-4 thru -20) 

e LC32 Carrying & Storage Case 

e Hose Nozzles GH-04, GH-05, GH-06, GH-08, GH-10, GH-12, 
GH-16,GH-20,GH-24, GH-32 

e JIC Assembly Nozzles GA-04, GA-06, GA-08, GA-10, GA-12, 
GA-16,GA-20,GA-24,GA-32 

e GA-04-FFORX Nozzle 

e MC-32 Launcher Stand 

e 1 Projectile Catcher Bucket 

e 1 Roll MegaClean Assembly Tape 

e | Bag of Projectiles Listed in Chart Below 


MegaClean MC-K20 Kit 
Product Number 7467-0002 


e MCL-20 Hand Launcher 

e Female Quick-Release Coupler 

e LC20 Carrying & Storage Case 

e Hose Nozzles GH-04, GH-05, GH-06, GH-08, GH-10, GH-12, 
GH-16,GH-20 

e 1 Projectile Catcher Bucket 

e 1 Roll MegaClean Assembly Tape 

e | Bag of Projectiles Listed in Chart Below 


MegaClean Projectiles Included in Kits 


Product Number PartNumber MC-K32 MC-K20 _ Bag Quantity 


7467-50005 HAP-04 X X 100 
7467-50025 HP-04 X X 100 
7467-50035 HAP-06 X X 100 
7467-50045 HP-06 X X 100 
7467-50055 HAP-08 X X 100 
7467-50065 HP-08 X X 100 
7467-50075 HP-08-1 X X 50 
7467-50085 HP-10 X X 50 
7467-50105 HP-12 X X 50 
7467-50135 FIP=16 X X 40 
7467-50155 HP-20 X X 30 
7467-50175 HP-24 X 20 
7467-50195 HP-32 X 15 
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Step1 





Step2 


(continues next page) 


HOSE 


HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


PCTS 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


5E 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 
LIVE SWIVEL 
BALL VALVES 


ACCESSORIES 


EQUIPMENT AND 
PARTS 





W35 


Equipment and Parts 





HOSE/CPLG. 
SELECTION 


G8K COUPLINGS 


GLOBALSPIRAL 
COUPLINGS 


PCM /PCS 
FERRULES 


MEGACRIMP 
COUPLINGS 


STAINLESS 
STEEL 


POWER CRIMP 
COUPLINGS 


LOC, GLAND GLP 
COUPLINGS 


POLARSEAL 
COUPLINGS 


POLARSEAL Il 
COUPLINGS 


C14 COUPLINGS 


Pols 
THERMOPLASTIC 
COUPLINGS 


FIELD 
ATTACHABLE G1 
& G2 COUPLINGS 


FIELD 
ATTACHABLE C5 


& CSE 
COUPLINGS 


SURELOK AIR 
BRAKE 
COUPLINGS 


ADAPTERS 


QUICK 
DISCONNECT 
COUPLERS 


LIVE SWIVEL 
BALL VALVES 
ACCESSORIES 


EQUIPMENT AND 
PARTS 
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MegaClean” System Replacement Projectiles 


Description 


MegaCleanHAP-04-01 Assembly Projectile (100 ea) 
MegaCleanHAP-04 Assembly Projectile (100 ea) 
MegaCleanHP-04 Hose Projectile (100 ea) 
MegaCleanHAP-06 Assembly Projectile (100 ea) 
MegaCleanHP-06 Hose Projectile (100 ea) 
MegaCleanHAP-08 Assembly Projectile (100 ea) 
MegaCleanHP-08 Hose Projectile (100 ea) 
MegaCleanHP-08-1 Hose Projectile (50 ea) 
MegaCleanHP-10 Hose Projectile (50 ea) 
MegaCleanHP-10-1 Hose Projectile (50 ea) 
MegaCleanHP-12 Hose Projectile (50 ea) 
MegaCleanHP-12-1 Hose Projectile (40 ea) 
MegaCleanHP-14 Hose Projectile (40 ea) 
MegaCleanHP-16 Hose Projectile (40 ea) 
MegaCleanHP-16-1 Hose Projectile (80 ea) 
MegaCleanHP-20 Hose Projectile (30 ea) 
MegaCleanHP-20-1 Hose Projectile (20 ea) 
MegaCleanHP-24 Hose Projectile (20 ea) 
MegaCleanHP-24-1 Hose Projectile (15 ea) 
MegaCleanHP-32 Hose Projectile (15 ea) 
MegaCleanHP-32-1 Hose Projectile (10 ea) 
MegaCleanHP-40 Hose Projectile (10 ea) 
MegaCleanHP-48 Hose Projectile (10 ea) 
MegaCleanHP-56 Hose Projectile (10 ea) 
MegaCleanHP-64 Hose Projectile (10 ea) 


Description - Bulk Pack 


MegaCleanHAPB-04-01 Assembly Projectile Bulk (10000ea) 
MegaCleanHAPB-04 Assembly Projectile Bulk (10000ea) 
MegaCleanHAPB-04 Assembly Projectile Bulk (1 0000 ea) 
MegaCleanHAPB-06 Assembly Projectile Bulk (10000ea) 
MegaCleanHPB-06 Hose Projectile Bulk (10000 ea) 
MegaCleanHAPB-08 Assembly Projectile Bulk (10000 ea) 
MegaCleanHPB-08 Hose Projectile Bulk (10000 ea) 
MegaCleanHPB-08-1 Hose Projectile Bulk (9000 ea) 
MegaCleanHPB-10 Hose Projectile Bulk (7000 ea) 
MegaCleanHPB-10-1 Hose Projectile Bulk (6500 ea) 
MegaCleanHPB-12 Hose Projectile Bulk (4000 ea) 
MegaCleanHPB- 12-1 Hose Projectile Bulk (8800 ea) 
MegaCleanHPB-14 Hose Projectile Bulk (8500 ea) 
MegaCleanHPB-16 Hose Projectile Bulk (2000 ea) 
MegaCleanHPB- 16-1 Hose Projectile Bulk (1 900 ea) 
MegaCleanHPB-20 Hose Projectile Bulk (1500 ea) 
MegaCleanHPB-20-1 Hose Projectile Bulk (1200 ea) 
MegaCleanHPB-24 Hose Projectile Bulk (650 ea) 
MegaCleanHPB-24-1 Hose Projectile Bulk (600 ea) 
MegaCleanHPB-32 Hose Projectile Bulk (450 ea) 
MegaCleanHPB-32-1 Hose Projectile Bulk (860 ea) 


Product 
Number 


7467-50005 
7467-50015 
7467-50025 
7467-50035 
7467-50045 
7467-50055 
7467-50065 
7467-50075 
7467-50085 
7467-50095 
7467-50105 
7467-50115 
7467-50125 
7467-50135 
7467-50145 
7467-50155 
7467-50165 
7467-50175 
7467-50185 
7467-50195 
7467-50205 
7467-50215 
7467-50225 
7467-50235 
7467-50245 


Product 
Number 


7467-5000 
7467-5001 

7467-5002 
7467-5003 
7467-5004 
7467-5005 
7467-5006 
7467-5007 
7467-5008 
7467-5009 
7467-5010 
7467-5011 

7467-5012 
7467-5013 
7467-5014 
7467-5015 
7467-5016 
7467-5017 
7467-5018 
7467-5019 
7467-5020 


Part 
Number 


MC-HAP-04-1 
MC-HAP-04 
MC-HP-04 
MC-HAP-06 
MC-HP-06 
MC-HAP-08 
MC-HP-08 
MC-HP-08-1 
MC-HP-10 
MC-HP-10-1 
MC-HP-12 
MC-HP-12-1 
MC-HP-14 
MC-HP-16 
MC-HP-16-1 
MC-HP-20 
MC-HP-20-1 
MC-HP-24 
MC-HP-24-1 
MC-HP-32 
MC-HP-32-1 
MC-HP-40 
MC-HP-48 
MC-HP-56 
MC-HP-64 
Part 
Number 
MC-HAPB-04-1 
MC-HAPB-04 
MC-HPB-04 
MC-HAPB-06 
MC-HPB-06 
MC-HAPB-08 
MC-HPB-08 
MC-HPB-08-1 
MC-HPB-10 
MC-HPB-10-1 
MC-HPB-12 
MC-HPB-12-1 
MC-HPB-14 
MC-HPB-16 
MC-HPB-16-1 
MC-HPB-20 
MC-HPB-20-1 
MC-HPB-24 
MC-HPB-24-1 
MC-HPB-32 
MC-HPB-32-1 
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Step3 





Step4 





Step5 





Step6 


PART NUMBER INDEX 


PART#  — CCi‘“‘C;C‘éRPAG@BN 
1 1/2HP, 115V Pump MC4-20 Refurb uu... W 32 
TEZAP FLT OV EAC sPUIND Adesibuseetucstenainbeustioen ion W1 
1 1/4" Hose Perf. for 3/16" - 3/4" HOS@ wees W 26 
De TAR 2 BVO CK OUT RIT sv teadtadeuaessauus U4 
DEO RS GZ OP wricacviscocinetecraerensoueatremesctiin dessin V4 
DOr C SASL DOr Luteeevaaite a acatiintnatthmaitnaidieatn V5 
Bess 2 SEU causa acte ela teaantaed tlepeiancbcneoruutedtietads V4 
Did) 322 FS GEZ OW Mh weceatinsets Gaalentoncdatuedintiaealauaesatalencts V4 
V3/O0e RG G-2DET csncatiecnicatalitsilaen eativantiat newness, V4 
DOO Se? SE Urea cuunee staulureabe mush laren Mirntenticels V4 
LSISURS GAZ OR | ccrscsastoccinuvearaasitueauecteneinsecciaeresiautin V4 
DTS E COD G- 258 Ue stienvathinatisatsecaiaive static V5 
Ba Oe2 orl, ahuterdiaaleet lon am tA acaalalants V4 
POU FS G2 OF IU seccettiinactutanictcnnadalbuiteceabuces uialidets V4 
DOS 2 ES a2 Sie Uva hacecsscdas cad desettvan tara ale Sation da V4 
DOB 2 Ra? OFT a histcteteew cu eleuarsbtincaltsbertietirl tates V4 
PLL G ES Geil Sencha cetlesnrecrconcnaiceanmsurratetduslieaass V4 
PATS 2URSG-20 0 | aaishanwewhadancains stvoesthniteaatadie V4 
PDT AP ES GADD E Dh edieutonn aubacaeienec hte echtaneruelditers V4 
PDT BZ ROGUE I csticcnsuciedoertacchacnexeainanmeiedaan V4 
17/64 RS G22 5F I weitere snarincavitalniduetnatnes V4 
TOA SOs POPU veuiGrsendonadl nist Melt tonatenteets V4 
TEES LO DUR: sas secennesenrastsiesantranncasiceeteinisesicenediaies V5 
PE S GHZ 5 E stiseasah sincthan lathe iannthatin ada abtiastca’s V4 
1.5" 2 Wire Shop Saw 60HZ LI5VAC ..... eee W20 
PCS VTS LUO M wesieln Gtr neniteatt crscctacuanearnecaicn V5 
1/2HP, 115V Pump MC4-20 Refurb .....ccceeeeen W 32 
TTP LPO V pc PAUP eheabeeaccutandulenmhtiatcnbenean W1 
VA 220K D/O SCIOW wsicincenivincatrenkieinared Bincercaliues w14 
PANGS WLS TT OORT: Witedarcsticutis iaaiachaati sche V5 
a THRU 2 BV LOCK OUT Kl axichateneucssursasti U4 
L/ATIPS, L2V DC PUM ceicdiecsincrecuacrsscat Senwnciniacntets W1 
L/4HP, 12VDC Pump MC4-20 Refurb ..........ce W 32 
L/4HP, 115V Pump MC4-20 Refurb... W 32 
DLJ St RSG E | ccccincneseatrnuitstnctanerdnrencineutusttencdeteesaite V4 
273/32 FOOL |. Jcidcausdatasincsasaakscnavanticatind: V4 
DUO ed Ga OP I shes ucesaceriaeentananiecnttecahunhavnmenantits V5 
DP TIGOA" RS Gad FT stoic seaieag ucnetou Weretneeaermaraiaadens V4 
2a TS 2S DE aelesemicdnsttaraisisucece Meese tesentan: V4 
2 Drawer Coupling Cabinet ......cccccsseeen W18 
2 Position 3-Way SOlQnOid ......cccsseseesstseeseseeeeees W9 
2:StaGe Malic. P UMD tetinnannandaticnmintninanattine W1 
2 SHOP: SAW OOlANE Kt omidusnaieennsindennmeiaets W20 
2" Wire Shop Saw 60Hz 230VAC w/Coolant 

SVS LCM esfasarsatdieehen ed scamies bie a atlas Je liscee Neat W20 
DI LE sic taleel nt dept antleale seliuelaetuat dela aucatellat: Q2 
Dad B= 2M D series snenisnuivanenbesteaxentciutaspedreuaiinants Q1l 
2 SAD -2F Potntanshs Oicetatenunsaninataah i amsadiicemaaeds Q8 
De 2 aaron lalate Nrecien icedaeteateter sete Q2 
Ds BZ P OO cates dcseiinstiaaerstans aati tuctsvaaatten dace Q3 
ZINID ZEA OO ae atasraatelancsuitasaniiatiartiatuseccait’ Q5 
PEPE Gi sncdulhs hee Raledutivne rele umnsmcentivncnlicas Q1 
ZINAB TAK LOOET, aisaveiaenustvecencsileesetemueottinedas B45 
DAB 2A Ds resed heehee kdipatenss bets dupat vdedhccadacidcaeals dadntis Q1l 
DAB a2 BA Dr yishucatda deal vastilebetcei dato vatuiabanceitelers Q12 
DE B= DMP scacoatensrucaaittdtudaancieslronteudiee atatearusatencate Q2 
ZEB 2M OD si cssiccuhish licstheet teasst iadnicalaaterniia bast Q3 
DSB Oc esisetarestesaue ee veetacereetatictale liars uauaredle enter R74 
ZEB OP Ped MP ccsuccencacarnassicons sa esitceteanmenivacinadomstantaaites R65 
ZR BOPP RAN] situate suseateialnidindametiedtiaiesed bined R66 
DE BO A MNEs Oetelactac metic tara tradename R65 
DEB SPP CAP ct cocestatinticinaantnnaNacaecapatsessiatutlbiucialacen R75 
2E BOPP 2M POU: ss csiecaedterat stew latidaatuticentn R67 
DEBSPE AM) Aucowacemneteitauenl cambtatacteaudintedniniadies R67 
DE BOP cc casreasoalrnnalivocanaen ences ceikienemiualiwucitveadeoits R22 
DE PARP Redan cheaaavah seca hen haat nes Mamta licaamae neal R7 
DP Ie toda tne sedi halite litt nutes! R10 
DEP DEP AZ MIPY scenes saute titerestes te Samra ivan tenets tntside Ril 
QP SZ TH OO ie icisniect lantseesttits heaast ail acahimciiliatie dare R8 
DR graces cinnce lau deen hentautves aunts sande nse R8 
DE Pa ZEP NAD cae cstscocdedessheoctrcaiivcaeuunatscnchedascusteanisisans R9 
2EPAZE PAO vinscansauteatavanendied iia seaecelsittiuas R9 
Dee seunattatialelunetlh tt asiuitel nado taeda edhe R8 
DOPOD RAD ei cdntitactndaswaieicadbesestatanstacanladatibarteauslisins R9 
QT PAPA OO) sfesetrcteataavatiu a ladeisdnna css Nadal De Medaiaiis R10 
DUPE LE CAZE PN deaioe budeeicersideesierrrteevat ha deadluias Rll 
DE PRED EP AAD MP soci ccusaus ctu Srctlecdeonedrsatetoentain R12 
2M BAZ cestanhiiccaig aha letnnhiacat ant idan tinea natin R17 
DE AIA OD: cot ctahacduiee Rated lolhucuctetheteut aceite: R19 
ZB SAM I. ssa’ soactnadtacatdta guceatanndaasusedeatuameien senna R17 
QI BPE UG seit ecccaishasslseseal dt tecaituts dicaaaiaeesteceatilvsa diet R12 
PMB SO REP IUG “ects ahieedauirrehieeehieeudeniebahuetan R74 
2M BS PPSAPB OPP sseesccansacusiendnitntecddvonmabicmntiat R76 
2M BGPP Pichon taiscaahsrenaun catia tatustas ded hs R58 


PART# — —C(sC~iPA 
DMB SEP <2IL Edu ysveeste aucisnesuae datateneereuadterinmcs R58 
DMBSPP=4EB SPP scvcisvacuriccseiecrwectiawocnnvesiuassneiaes R76 
2M BS PPAF Metiter: asbalidel Msmicsseitaddsletaabieniaaias, R61 
DIN B SRSA EP vcswieiassasusaccatisth suc merteatvaiel Rees teekesiell R58 
2MBSP Ried | \tccasinvaws tea sosciaeuswactsiaenaecinnenmaceince’ R59 
2MB SRP AM AG ictanitacsnetanialedbiauMeaiaialban R60 
PM BSPP AM] OD cs tncaital stevsnwanterauadtal mteucivantevneadiet R61 
DMB SIP Pea MPs cccv2 ant Mecdesrauteancdecedstacerutoniacn dates R58 
ZMB SP POM |eticcciney eksaten ei saiut id cacueiradatl at R59 
ZMB SPP OM) s1eracessci soadvnaantdetasicatedatnesethantunceranant R59 
2MBSPPOR-4MFFOR ..ececccessesceccsscsessesesrsseeasersens R63 
2MBSPPOR-4MFFORAD uu. cececcecsscsssssesssrsssesersens R64 
2MBSPPOR-4MFFOR90 uu. cececceccscssessesesrsssesersens R65 
DM BSPP OR GAM | sven ded catentacaaete ubiecanenniuteteenn: R62 
OMB S PP SPL Gs crrcstevanivsussledt une nccateentmucticray R76 
ZMEB SP he4 Ml): strautossattucts onatltides sau iuateamutdaesansetiees R56 
ZMIBSIP LAM] 45) seccsscaskateeeanlectsncnvsumetstonsiteananste R56 
QM BSP TAN) QO se cathctiees satecisd ndibcciled adit sacha’ R57 
DMB SIP Es OI ssachstsevabactesesacatdebaacelrdualittcitenteba dial R56 
2M BSiPalsOM] sicsshuste ied iws ea uettieiitatiesseeaanamesandte itn R56 
PMB SP PLU Gircts secre cuactatneatntcncst ab lietaintenas R75 
DIN Vie 2 FP ssdeutahieeteinccututteete hlsectsa etal telelicte ace Dutaltes Sea R35 
2M 22M J. csusscacuisionchiqeisieatciauhouesiutieatingeatienctoanieat R23 
QM 2M eI I eas ocerde en ite cua etacce teas meal caa atl R28 
IVE) 2 MAYO cd vniwessonesceratetiedecatbetsonbinesntiatabeinesssceratent R24 
DIM Fe 2M Poitou sarees aennindtausu st ditleudlancederawsescaetuatecettis R31 
DM OIE Bases secs oest nates debececameveld re tuin ceminactreedscie: R33 
DIM SO WP I crate tesserae tb TesaGriwad Huarbusede acess R34 
DM PEZE POD sasvercnseecerstarsacnlrataruectessuenanseneennidnane R4 
DMP SDPP KX <scravuits Ween Didnt leeeiatAsvetah edi thstvedl R5 
DMP EZE PAS: <ssuincxdusteuebialelongusleantbatonsttas nia sceaelaitaca eaters R5 
PMI PED ERK OO. cca Gecetstact et canniat Gaacudevs sacewnetaatine ee R6 
DIP DMP ceceettcss dress Bentsen dhiatieasi vaatieaat tls taut ato aes R1 
DIM P= PO ose a catessatacalonlftaaasswlatsiaeanar uihateamictmiaebae R2 
2MP-4AB-4AB uuu. ccecsesccssscsssessessersceascescrsaesareaseasseeanes Q5 
OM PARP OO ct licre ruin ieec erases lhl Lek esac ta lee R4 
DI PAP PIE acinsnivinisirtiwtlossinineedaudtatusmenstethedaeasnewetue R3 
DIM AP Ne cade anise eani ner ec ccuswe re Garumeaaconaoneee aaniaclen) R5 
PMP ARP AS ca ii tichostledncrease lomaldect naeucetienmvatcre) R5 
DI PAP PN O02 ss sworsnnadttedithsasGapicrateiiuai ted icommaieitadier! R6 
DIN BS GE Pill sacar scrreecditaraacittacissasheccennaitencntsenkinnmue R3 
DM PSP LUG x sricartciabineees ail teatideahieosialaohiontekeliectiats Rl 
21M PAA BAR B cscn scsnnstoienntsunhteuoay sii ensawateatewudaesnttiece Q7 
DNAB AA OR Ue scacciesccunidtarinacceidmanuctnuaciene B45 
2NABTAALG RR BE estsauyuatmausencum lat auaeal B45 
DP CTS 2 MP sxetes leteadiudeiaaet niece tubeculeiniar inte tiene N1 
2PCTS-2MPX oo ccccsccsscssscssesscrserssscsssssesersereasesereereans N1 
DPC T Seok Aten dtaasd a ah aaied ad ncaa use Ate N1 
DPC, GRAF] © Meatessitess veictcweshnen te arvehouhabutiaatsa tanneries N2 
DPE SAM Ps ccacsncstecpwaris caacan ame lesacieacibeeateaesitacaaan N1 
PV NG CT Lew ececsatntt seven tele eateatceletsceamtaehtspasans’ B49 
DT MN sein dete Daal aoe Aeon adetiaalleaeasau tren B49 
A ogc caceactatsoncniacitian mieakinal rasan wenertesinaatuetocemeter tec V16 
3 1/2" Wide Bins w/3 Dividers (Carton of 10)..... W17 
DOR Ly Gi srsteatuisostanesniet caensircicsatesinten tanctstaretiestusluse clone V13 
3" Hose Perf, for 1"- 2" HOSE vecessescessescsseereereens W26 
Be CS 5-50 Faken eacotrc narnia nines V5 
3/4" THRU 1"BV LOCK OUT KIT wcrc U4 
BG 5 UE ZaL OOP I wcalusdacoearseatvceraentestreniiuaterenibens V5 
3/8" FOOT lANOe sin itipewehaitecledatiuaateneceraynen W14 
D/O TACAE IDG. NID 0 © Seceaieanivaapeeienuaneseausiurenceiinenees W14 
BELG K. DI2 ROW Pie cviciieirketcasccciaanabeactequnstece: W14 
SED E P aivsnsyervitascarsssd osecnce nt Manta atateatamaticcaecanted anata [1 
BP cata Stace ress Petar atene eh toieaasats [1 
BPG srccesamernnantetucstrenteatoramantt ecmeaectceneoncataumeennmin [5 
3-2 MPG Biswas vicsncs nhacsiniasaieiclan aihanccboaedeciiaiaes [5 
Be DMP Isat at svslian Gantvsresseuaitastestasantvantemitetestencduatel ntusvesastestet [1 
Be OMr | A udete cds aren ab es eatinncala tao haus tatinten oldiaai eat [2 
SSA BO sie aracaususatetiarntacag silnstea etitammanhcntediediihe cay [4 
BEAT IGN ees auat Ackland ten Muah aa alceatadaae haedeattteana cca 2 
De) sc acniissvarisairnuiteniudiiteuisn swat muita buartadisesuatonaitansds’ [2 
SAP saciid icsess atu tec aia badd aNapeivaniu ace Meantudicun [1 
BBE SU otatuavatseostatentercentiacoiunesustenselcssunishattcastetteouts Q8 
DABS AWE chnicsaced aucun chic nsciacdstnutraneaPengiseuteareatae Q2 
SAB 2 WIP OO sae wisecataine te naraan vet cenametout peau cc cucaniteee Macca Q3 
BESO AB ect easiest soul tastes Q1l 
SAB=SAB=2MP sccscatcencdscsecaedevnerat tuncisateauenctiuvatdenettevens Q6 
SAB SAB SoM PM cis sucdachalidnatesdeisamaad nae dansannk Q7 
SAB SAB =o AD eteuristvcsactesiocal bath onitaevantiealstartnocatenitevicaittl Q12 
Be ON csc ncacadisheccutencateadcee tera ated aera ecendel 3 
37: SM KASS: a vacasettarnantczasscuntstoa te melacmanesinced edicts ian [3 
SCP BUN OO casita: carstalvtatseuadundd vesaaaluntiiasas dla aaunsde icine 4 
DU LoAP| KAO Si sicspaacintuntinntsn ascinudatioavimenaieicondiniesaunatiite 2 
SC ZAP AOUS i Abvadasashn ee actreninl ialoaudadtatatnaanectn [3 


www.gates.com 







PART# — —Citi‘“‘C;CsC*éiAGE 
BC GR DI catenin csamunrgincnauannnd 5 
Be ORD MO atciactls attached ieee 5 
BC ART RIDGE AB vcsislcrsecanadocanatte cavdlnaredetr Q1 
SPCC MP csrntase els atoartaniiees ssuseteetadeeaes R22 
BGG AE ese resteretaltnel on tetancltiete B27 
BGC Wi tee tanta rete B27 
BIR EM ceectestecnettecuertistred wtsvesen tee radacticed B27 
BD OO Mev scce yaa aeechee tn ote ceetee t eode B22 
SG REEL cutee eas eaten esas meted B22 
BGT CN ee eee pace ate teu beeen B35 
BLOLAXREEL® vosscsscccssssesssssseevssesserssssserrsssseeven B40 
SLOLBXREE (Scag sceaulststacorassnssesensieecus B40 
BLOLCKXREEL*®*™ ccccccsssssssssssssssssssssssssersssseeenese B40 
BLOLGXREELF * vs sssccccssssesesssssecssssersvsssseressssses B40 
SOUR REEL ite ev Morne ute Wena ncne lee B40 
BLOLYXREEL¥** ccsssscccssssssssessssesssssstesssstseresee B40 
See tests ae ened an iat ani etiatks B16 
BMBK-XTEXREEL scessssecccssossescsssssevnsesseresstssevnsees B18 
BIND DEP caorcsctsekecetreauetsasceentanesn aateecsirnat R13 
3MB-3MJ 90 vscccccsssccsesesseccesssssesesssessssssesesessseeeee R19 
SINS AMM etacsatt talc ace te coal hue acintlt Maas R17 
BIN UG veces hee cass hccrctettenes tot use R12 
SID ect aati tierce eaacltead R35 
SINNED ceases taste ais natahin dec at catia? R23 
BUM Deo ecreott icceselacesiuta iccierttesas ed triistate! R31 
SMO MPAG cscs ccceaorsancteesesoueonssanccnton R33 
SMR OU <e aatet ectenda acawltacontitelean sacral R34 
3M} BBKHD acscccsssscsvsssssevnsssseresesservensssstvensesserens R27 
BN SM ceases lees cain ttt ceictetbateiest eb cnt R23 
SS MOM Pia hect cn latencncain sista taat alent R 38 
BMV SMIESIA. sscieseshocesesasturisnscedeveassiuctevee shes R28 
SIAR Poca: eee tae eae sate taearecee R35 
SPU Geter ueee erate Urs tes R22 
BNABTA XLOOFT sccesssssccosssscscssssesssssseevnseseeressn B45 
BPC Slee te ah eet ata etetea a 16 
Be ete eatin dlemincetel tata aaa 16 
BP CIC OME cnceme edad caiman uta N1 
BPC INE ees ex cans dste aeeaten aoteanceeeen cet N1 
BPC AEN sere iterate casa teconat cet not caus N2 
BPCTS-AF] XQOS scsssssccsssssccsssseesesessesessssssesssseeeenes N2 
SPO SAIN eee eri adetahea ta aan sed etetseatenceieed: N1 
SPC TSAI ecealttrte Nett teee at Neat tteace N1 
BRE SN REE bxccsssanesiasielessussoseivusoseelbcsoatsesteessarbte B28 
BRB 2 F Reassicccntetis crane oscemndes gat Meio B37 
BURR E cseasiehc ane Men yi verat etc B37 
THING XSOFT scsccccssscccesssccsessssesssssssevenssseeeessee B50 
ST HIN CX CT cic cce sescctasassecsrasssbehedecnesiteantrice B50 
STC TN eset cece deetcnirs Naa tGatalat ett ats B49 
ST OCU Nicaat aac cA trent acAn te tecaseetad B48 
BG eve thecal ate asa a oe eee V16 
BR ese eed ncesacstians seaconctl seu uctanem V16 
DORIC ie eteclieectectetcrcsacuh acieste vciesertonntastsee V13 
A O-RING FBSPP cccsssscscssssesvssssecsssssserenesservenes v14 
DOGAN GIR Eo ecdect accutane cas ene wa v14 
DEE Be ccs carte hte cece vatahclee teasens vies tecslaante 4 
MOS PE Oats nece ates cae eee anes \4 
NOUN aot ecerer ih dace fa tee AS coca cree Q2 
OD se eee a eset eg eae ecend anes Q8 
ABD OO see et oes ctaet coat etaces testa Q8 
AB JEP BRAD .resccintesasescusicodd acatconseiscmecs Q10 
TAB DM Pie feescteaterishateciataaed eel desc katat Q2 
AN BIW ccs cacsoceccen on cect ceszunthotseoserersovee Q2 
ANB -DMD OO ccersahtectesh cd eco tnanl deat neat: 03 
HA BD IIP YAS: senrocuctscisesenssoraevstiohssseslotassetsanvases O4 
AABN OY: seccettscat tcl ane tan tlie cite coatbeee 05 
DDO ADEs ets cat deena tart teeta O11 
AAB-AAB-2MP cccccsscsssssssssssssssssssssssssssssssssieseee 06 
ANBEAAB MP. cece dc cncccsudssceassataasaneesacaceen aca 07 
BD TAD AAD) tacesh cad ramen lextaasstunnsestsanls Q12 
ANB AA BAM ges: cttetsctostcsdeticloter asoiteteedetdos 06 
AA BECABAMPIG 2 ccteacthie satis areas centeeseecees 07 
AAD ANG OM Peek eiecnoditacn es taasnele ecrnans 06 
ANB-AABQO voccccccsssssssssssssssssssssssssssssssssisssssieee Ql 
ANBEANB-BKAD cscce acs sssertcssssanctos Geteenscrtnectocs 010 
DOO ue tetera teem eae! Q8 
WNBA EPID soir sccsottessteiaciseerreisicr uctsciseetecak Q8 
ANBEAR P BRED agttetrucanst castiatttea tet caret Q10 
AA BeAME AEB AD 3 ccia ci amciethconsienatievaccias 010 
ANB-AMP cssssssssssssssssssssssssssssvssssiessssstsisssssieee Q2 
ANB AROS pss ccceattcechesceaceit ada soaceettes Q2 
BAB-AMD G0 ies rsnch ocansled sever ih teen bea acdt leans: 03 
ANB-AMPXAS scccsssssscssssssssssssssssssssssssssssssssssessese O4 
ANB-AMPX9O ceccssssccsssseseessssessssssseessseesvessseevnesee 05 
WADE POO Alero a ici actu iat Q8 
Xl 


PART# CPG 
BAB OME. sic uaactoeeriungiecs voice ae teauvmuneeeuorunecnines Q2 
BB OMP JU suadielscireittuictedian elacucaulutartedaaanasiade Q3 
BADIA vccsxitiheSiccash el date atta hearlan ts attire deca danke Q5 
BAB OMP ID ssaieristevtsliedacslngalee sacelveuatdaaettosagaihaleeeaeesatadees Q3 
DBP Gh crac cestisceneatenvasiomaiitiun tadtsconmuecanmmumaieran Q1 
OD LAL So cca asnsestica abe Reediniiedastnesketees H8 
BB LE 25 9: xiveussiuit oemacsvantastevaatalelvnuinnvaletaanwastaldanadaneesaxt H8 
OS AE POR Neo ol ir eetiesteaceraiaseicerdedvcacovueutncudentenavnil H7 
A OT | AS oo ec aa tale ceca ata cncanie Mi sevatheat reads H6 
BARS ROOM 5S wiansstsivveneanevussacsataieusersneutcnareestes H7 
AE TACO 9 ievesneccatecsetenrounsennniannegtuariiaedaiteaneuetae H5 
A AMP 5) sais adechtunsa eretansd i ceria tpdtaualvig Ate Pentatietate H4 
ABB DS. cancves suet stucavielyes vetveeamuencuelunnecnuuecymicaguernads R74 
ACR NIP cciac caishesconsanderwcanacetneteon aan rnvcamn deueceanennits Ot 
CUNT ARIE) IX: obeiesticben race dates cdltelae ld tevaauleditaaDecett tad 02 
AG TARE) Go Sri og eet ovata tari tauntuneiarat beatae 03 
A ARE XO snsescavacahrremaeniercinventanevancnemaenentite 03 
AGT AR MP i sthesathsa teeter satencenlsssietetatec ant tvatnattiete a O1 
AC LT AR MPD ss wecouastsciessuatsleeuroeaeseeouiiad weusnsullsledtae O1 
De TORS | 2 scence ceeded reece cata eat amas cone de teocnatanciira 02 
DO DITA RINE scarensvessieteteat coat ehteuter at sweats tienes 04 
ACZATHAR FE ORK siscvuctsecudautateevssdbeaedamuaeainsuies 07 
BC ZA TARE FOR KGD 9 sersviccincvctecrcencutacstoncislivercencane 07 
ACZAT-ARFEOR NGOS: wiccnstaiicttata widens aia, 08 
ACTA TARE YX ccvecstsnestianteiactenaeaia enc veaal yea ineuarseneest 05 
BZA ARE KAS icc erst aencueacienuasswnnraessnceucitnene 06 
BC TAT RARE] ROOM she weachicen alias uatiecn aa tinaas 06 
ACZATHARMP vivctei suse seuisi ad sineeneuetanieagutacbhenetenkites 04 
AG ZAT-ARIM EX: ciccrentserntecntciancibceucatnmnaurentcanee 04 
BOZAPORE | cetare: heetvas icc sel teiailta rice iectiiallss 05 
ACOH Z RMP sudan cetrstunausbsvseeneteeattaaltinenal a ubtumeuni Pal 
BD ARTE OR A ircctcecinedaavcinionatscaeartmeanactinen neti P9 
DC OPER EOR AAD cans tee hiiunialeand at aancalie P10 
AC OROR FOR KO caieinnsstatscbicsadraxacasticreusvtacsuvuaie: P10 
PCD SA Rl) Sih wcincitiacracanraa theese stmestincestucsaticatacaean P7 
DC DAR EONS paths caiiial saan caiialata Meclalaaihs P8 
AC OPER | SAO stascccccssanceeariccassessaancennswateconanetandes P8 
BOAR S200 L rtittence dan laacwracelantetemnonnenapeuadeden P8 
DC eA RIMIE: Gah casein sic csu de iach daha enlace dl Uabccatsants P9 
AC OCARIMEA: secssadenteraneuticecheitdeviusadesRiunestaanteboonaliia P11 
PDT IMI areas ncecrce docs wuushacuseruaacsiuaten ahetcouencioiuend P4 
eA MAD cecil te eastitcras esl ad dani adda dansetnade P5 
BOAR MIKO sec cecractinasucaarnresinanurvnntonauctimnsatd P5 
BDO M  -sae Steaccinaadteeanagh scum cvaeotanhanmmanieumens P2 
eA RIM saaeaetla Staite tas Wn Scented eed Pl 
AC OeARIMS  cactenchuhasea vais taacteitadumuleticcataieseanamualnals P4 
BCDC. OUR Ui sccqusterntutuasiernceaiennnaanannvanacnuceneu B41 
BCOGAREEL -sisiaaihhe unin ain volia haat an talon tet B41 
ACOD. KSVE T swhviciioysivesntsetesennaustausteenieusenvessleinal B43 
BOR BIE scar catseccuatten tons conded tetan ott acute caliaiccarec nt B43 
BCE NO OFT sceuseeratiescciils tie tatent teenie arate tea B44 
ACDE-ZR MP a cussniencuveaetnCelveuenterateaunimeinadierse P12 
PCO ARG ee etrcocteecarnedseacemanncnutcontaincainaiedincdanest P15 
Gre) er naa Rees opener anere erenerere race yer en re tree P15 
FOE AR EON OD ven crsscucenceevieramunieanenienmsactimun tunes P16 
BOE AR ME A tic tecaets Gucrienerescaenete ncacuneaunacnede duos P18 
TOE AIR MN scars tate shelna scat ta lace Ranta canis a teh P16 
ACO EAR MIX OO sssiteessetrecacdshectencudaeis tarenuacleeenadwonere Pit 
OE ARE sserachaaautceestncesheuinerentsctindeahantirsesiaestiial P12 
CBE KE ELC lth ical ide chael tua lda tie ail Mica B44 
ACTA KD OFT socserlevouciesntinaeecnnttugea tities euedosntrsanatecktin. B46 
APB arash te tasepecncastna tone scuaantesteatasinr en ctcemal M1 
DC TAN Pia or waintese tilnitd tas vatacetuatantar nee aad iti M1 
AC AAP | SKB ict uectiiedeteciircdtshalvennuttheshaleduavonive M4 
FAA | ONA0 O siatecuwnaca tracers cibraetamainwemeniccannmecn M3 
OCT ACAE RAD tua aietasssechetis sedaaanledlsaasauitemnadte M2 
AC TAF | KIO 's vatcersntetecstrervenintanacensintnns uoveuadetene M3 
DE Aa ADs tetris teanstonaic anes csidean cnc atuaiieancceccens M5 
OG AE SOO saticreRicota tea deceel ea rcactutateaaeahtaatcaalian) M5 
ACTA ANIIX, esi tdcstewer sss ibuctatsesdeatebiaruainuadeitugnecbustaees M6 
BTA ANNA Dy eccceacctersoetrnenaecvancmbrocreniauntacienetacdl M7 
BC TOCA AGO ses actress deneiathia bien ciihaeticantasinettri M7 
AA PHB sisuivctascsetiiauteinustiactinnavrawunrineumnuml M1 
BTA AMP So iecen cals teatrciah neacenatintien cucenncncinentaamtacl M1 
CLO CIN sates cal a inaehi tit tle atatiata ceca tsad stoic B46 
ACAR TRIDGESAB icecctigsateinutnutsaiduat vom irdaastats Q1 
BE D2 MIP) ccrasciaenencctentinenmn a acirmeiteicenmenma tgs R16 
APB RAPB BV cecsalsiattchamtatba epics apieubaisieiastid sons Ul 
OE BR AMIP ices st unten cvela us ntaeneutnnr tea dumny voubuenauelayt R16 
DBE Pe Ptr ic caradatina coment veneimaninaaractcmasanndh R66 
EB OPE ANY) csessra teva ni caceite at eaateled foeutlatel teeth is R66 
BEBOP POMP coceeiuadeshectbsuutsiecsametedanietaadtend R65 
BEDE BON siesiccerncrncecaua tutes coumcavnedauestouclenieins R66 
BEBOP POMP cccdacstectssacielall barnes ibanteubiatemastan R65 
X2 


PART NUMBER INDEX 


PART# i tti“(sCiPAE 
WEES EPEONE  giaimanuaamanacuminan R65 
AFBSPP-CAP vssscssccscssssscssssssssesvsssssesevessssseeeensse R75 
AEB SPP AE |X seri asaniter an voneeinsan acacamiten nana R68 
AFBSPPX-AM] ccccsscsscsvessssscsrsssssscsvsssssssevesssssseen R67 
AFBSPPX-AMP9O cccccssssscsssssssscrsvsssssssvssssssersvessee R67 
APE SPP SIA ucceaent picnttnesierensiteceaueeteeanlat ice R67 
APES PCF wicdenaresvertanscovscuiéectioabicnidteniccs R68 
AFBSPPX-GMJ cccccssssccvsssssssersssssssevessssssseessssssten R67 
AE EIU cease tes oustteatanituteesus finimiacttnins ia ak V17 
APPOR-CAP csacissunine suave nncondseeies R39 
APE OR XGAM| -csttcusnsueheinsst ecole secsiina RAT 
AE) CAP coer nhar rishennaansde tia iagiemiaeraatat R22 
AE VIG-AN),ted-ak shies ocenidetéesestadnSsceoltonet steaitsic R81 
AEN CINDY csc scecauiihen ais Reeuvssiten adie tcnaseiiheean R81 
WA ect a iatch ansible steed iiohacd tm tarches ate R37 
AI SOOM ccastcatett eanccistiautsisbehaigaticansititsint R 36 
AEN CMP OU ssrtesnet acca taste iasedae ata aera R37 
TE) Ae sas icteituasetidchaciatstchr dealin Mdebchilars R37 
A) AME ine sh Sus cacedatelctd aardiaielnacondee: R 36 
AE AMP GO sc cass taraaioselcaiiscucedlorueiciastotean R37 
MEK AM Miser chisotsiet ie atau nntcsiped teat athaes ectisee R93 
AIC © AP a.c9\ cect eaierecat ATicccareas eenietiscoteesetenel R82 
AEP OEP atid mutate ndihe maaan: R7 
APOE P90 sia ccensetiarhdvaorarone veasuancaeriel anieseeitevncte R8 
APD EOE ocnats ceadiae ialnate aideans an conde ued: R8 
AE PEDEP 0. sons cosealeruesicadsteloceapuierdocaahtedetenintes R10 
APP APD: vonscici neviousrictnedcidentruneodaatiiedewease RT 
AF DEAR PAP Psi ccssssarsecs sdiesecstseateerssasereecsiscateed R10 
AFP: AEP APPR. sister swenctaannrenaandhenantnana U4 
AP PSAP PAIME  sisssccvdeeausestoctehpuevderautesoaitehsncifnies R11 
AE OAD 0 cle atti careedsceeelonet aentdsateendaetaek R8 
AR PAE BV casnhasrecnvatiniatsicsteduittaansriatenwtious U2 
AE PAE EY scctsccsivin tate ahesnsietandnsesofaiatasiotutabonsatis R8 
AP PARP VAS is cicssssananaseishconainetaianviostaciaasnertiy RQ 
AE PAE (0. vosacvaccanetliotestan’ lebedansiDateanasivetcatan R10 
AERO EE cinta ianiatansttelauanetetaicoalaestrwines R8 
AF PEER 0: scvicsusccanicaveichsvcinsicccnsebseseusen caine R10 
AFPX-AEPX-AFPX ccccessssscsssssssscrsevesssersessssserevesese R1l 
AFPX-AEPX-AMP ccecccssssscssessssssrsssssssssvsssssssrvessse R12 
AF OBACAPP. sccrtcsincrtecdacttccinusteathontatinentiadn Sl 
APOE EAPO. cinutreatuntenansyincceasieaminebavtte S11 
APOE EAE scp cchsiiseavesistnentraeiaunttdiuvelviet $12 
AF QLH-AMB scccscccsssssccsssssssceressssseeressssservesnssssee G15 
ARO CHEGME ideal acortsticantoreacmteteantatacntite G15 
EO PAE ec vuices tir ous ieaiatuea amis wile 522 
AP OPA: APP’ iets casscsit cca tihcossscsidietestirncossuat nese S4 
AEC PUPAE Pes atashinanay Giecatntiainian Meeaminnuanne nae 58 
AGA SOE servic coagitichetcisancelasbunctetesuncecti B27 
AG WHEY SOFT  ssccastensssadincasecncensecedsuarostensesssateied B28 
AG WERE Levis ecanstacteontere aconwcotin wcnecacntite B28 
AG TN BAU wcsertaiasdnseanseeisie ager aseeedercvieatetnince B27 
NG RE yd icicle tcae « leecc ants s tens B27 
AG GOT ecstatic itnnnaindn dont B22 
AG DEBS P ccrnssivestdbvcrnineiohe dikontnentdit G37 
GP xe uscd niteadilvishaaaucdavadnesiantoasaats G3 
GO pices clteer AN tsa rsnnss tearnoettend G44 
WG De SOE | tastcundtelcutadndct@oiiunt msoacdties B25 
AG DLN REEL ssssccccsiusileccssiniacvossinlecsssoidsecs hatte B25 
AG Ne das jrecooinastacatsunttadeistaabeatsmeninisacninnt? Gl 
AG IMP T CX dcssivrialeheaestrrveuseialrspivnsveetuterstd G44 
NG el ahcaisaersacle ited sseantctnohcassslivnt G2 
AGING 10 sods veimalecadiaaultcacnbauste G2 
AG2XISOREEL ceccessssscssssssssccvsssssscsvssssssesvsssssseves B23 
AGO BAVE ss nsceh cttsaneiterecteeiniestesehactiea B23 
AGA OSOET steers scttcenwiccteatccaten uclenecae B23 
AG YR EL: searsanvessearesuctotan arsenite B24 
AGP) REE Ui wcedcsaid cuscirlvet acsisontteardnaheeunt ance B23 
Gs assiacs onan vedotiunmencea nice, B34 
AGS CIN wissen anus i euaieduds bien B34 
NG ONY cceensvssioeeripssisue eaitet incur tetvsset gids G24 
AG SMX 45-018 cctarvistsscatancsdccrvutietarsapicasvnittecs G25 
AG ABS PBI. cscorietisieseah ic enuvlatvaniolts sistance G28 
AG-AEBSPORX ceccesssssscscsssssscevsssssscevsssssservensssssee G37 
AG=4EBSPORMAD ssvvircescvessitsecvion ticasestitieeaviuiide G38 
AG-4FBSPORX9O vssssssccsssssssserssssssserssssesservssseeeen G38 
AG-4FBSPORXQOBL ccccessssscsssssssssrvsssstsrvvesssservves G39 
AGE OF sas ticeuesstictatt tact ieee G17 
AG APE OR NAG: ssshistossunsncvtaatuueudictsae G18 
AG-AFFORX45S-TCX ccsscssssrsssssssersssssssersssssssereese G47 
AG APFORY QOL ihn scrsaarviesasnirrctnamn titanic: G20 
AG-AFFORXQOM vcecssssscccsssssscevssscsscsvsssssssevsssssseen G20 
NG AEE 0s sic uacsitiaiuuten situates G20 
AGAEFORN 90S TCX cuss saccerstsccuaiaiteacdataiastuans G47 


www.gates.com 







PART# PAGE 
NG AEE ORICTOX ce cvssistelanlsdiedatsusritslentdiieiecnoes G46 
NGAGE ec ee ee een G43 
GG lec ea) tee ae G42 
NG AEN i ccscerfecsipsoeesestsnches scactciasentastherects G8 
AG-AF}XA5S ccccssssccssssscessssscressssseessssssvessssevnese G9 
GOO eect etka Nace can G10 
AG-AF}XQOM vcccccccsssccsssssssssssseseesssessevsssseeevsssote G10 
NG AEC ele Geetha cee G10 
AGAR OK treat rcsticca acne G45 
NOG Btn cthc ttc eatin) cae ane ae G41 
Ota tere scecer eae ra asic one G41 
GOO ee aa eee eed G42 
NG AE etccctictacperetboatocins doce bec otieel nipsasteacth G3 
NGA ah te ete G44 
NGAP Go ccsek lelccansl cians ald teed teeraud G4 
NO eset est Aeternus G12 
CIS Ace reer ata ec tr G12 
NG C0 ak rene oe ai eae eats tent! G13 
AG “AM B cst oséccreecancivinvassatennerssstvtviessssemieciaseseotan G4 
AG AME SPP sede tccsp thse. adshamartaenuces G37 
AG AME SP esccsdsase.tresuceciaesi ter tsiaeeens henner G36 
GE Goh ean ee teen toe G5 
AGEN cach eterna udaines G26 
GER Oe cpp ainesanectonees ince G17 
NG AK csc vatipticsertias ontente ert canister! G24 
AGAIN 0nade rece eect ter iat Cece G25 
NG cscrrstercnaco sale ened uc tbeseas aun G7 
GNP aaa anbeetaesne eoae ee eeetate G1 
AGW Uist te tenet tate t tam etal Gt 
WGP IC ed Mas atte enna G44 
AG AMX cccsestsacstesasacroaessednravseseadcoreimestonssse G2 
AGAIP 0 oe tence eee G2 
NGAI die astis cen ak teat G13 
AG-AMQLH45S-008 cccccsssccsssssserssssssesvssservssssees G14 
AG-AMOQLHQOL-039 vsssscccssssscsvssssecsesssscrsssssteense G14 
RG OUHO0G 010 aide e tithes ene G14 
GANS oes ecinatsstalorctesseh eyestorioesrtetre dsties a Gl 
NGG acct ence thee arerecre ens ed G26 
Ni sicociats esrenretncuse inametatuant aml G8 
NG Or OL secon ace aenaehten eon aen ie G9 
NG FOO 0a crete ee ree G10 
AGE) 0s auseaiel maa dake iadiaiaat G10 
AG-5F}XQOM cccccccssccccsseccessssecevsssescessscesevssseee G10 
AG SEI Chien hance anaes G45 
NC cacao ear are G12 
NG 5515 009 ce ytitrverscoectncanedtee sesame G12 
AG-5FSX90-046 ccccccsescccssssscessssssevessseeressseeeesee G13 
GE ete ee G4 
AG-SMBXQOBL vssccsccssssscssssssssssssssvsvessssevvesssevvesse, G7 
AG SPA era vat ci seein G26 
NG SWI aoa cc crea tasee essen Lesa ccttanctn tase! G24 
NG Oe cece eect teeue tent G25 
GS i easel tit cas tes uaa ease ectat toa G7 
NG WS dare ence ecules ai ca easel G1) 
AG-GFBSPORX sscsccsssssssssesssssessssssvessorsesesssvvense G37 
AG GED OR a8 aceon. lcd asa G30 
AG-GFDLORK 90 snbetscserbceiesneicncoreatiaaeteac: G31 
NG GEE ORM hc cicntah arctan tcaiieetien tank: G17 
AG GEE OR XA5S sacs sccsvssnserinenicienenttinaster casted G18 
AG-GFEOR MASS TICK aa cercusescesaauslansay G47 
AG-GFEORXQOL socccccsssssssssssssssssssssssssssssssssseveseee G20 
AG-GFEORKOOM coiccscrtercccseu trdeecuithacaneesonienes G20 
NG EEO RN O0S ate Merwin areca bend vadiannn seed G20 
AG-GFFORX9OS-TCX scssssseccsssssessesssssrsnsesecsnssssees G47 
AG GER OR TC aicteascnccstacesay rsh G46 
NG GE naar anc ter iantl a ean Mieka G8 
NG GE 19S tdi cttviceecotcincteabioh rape oteetestetevaurt G9 
AG BEN A5S TC  cnncnchescicdiuusnabucteduatad G45 
AE 0 ec sestnctieon te eeteancstemes ence G10 
NG GF 00M errant ecncondt wxeit te: G10 
NG 65 0S ve tiheck ates taunitinmanmamte G10 
NG GOO eae hal onan ane G45 
NG GF KX cecesccsseisssion cvcoren cntvel caxteontaniorsnstona: G41 
NG Ge settee arene cuneate ern G3 
NG acta cece eden G12 
GIN eels centre tue cnt acteurs ant G4 
AG OME enh cent oes eae eee G5 
NG GBD acess ea ate alet iets atek tote see G6 
AG-GMBXQOBL vssssscscsssssssssssssvsssssssesssssssesssssssese G7 
AG OMB Mite vette heat chat caet G29 
AGGMEF OR ication Ge dees ccencoticncaticaecnutas G17 
NG GU aed tse ee ek entre tae core G7 
AGG P ote tr cttw eeae ete a GI 
WG GMP Natite ata cenhthe udu halts anil deals G1 


PART# — —C“(sCiPA 
AGZOMPF OK, easuuiedinmmieenmmdaanencnties G44 
HG GME testa senotmati che tpsuscastcdes hattanenenteneve G2 
AGeONP C0 Aiicaaulie oeaam mee hmaniitaen G2 
AG OMOU Cs crcasitstinedluhresnuaistdruvusstincicaiianste G15 
AG-6MOLLA5-026 cccccccssssccersssssecsesssssectsesseseeeveees G16 
AG 6M OU 90037 ssa sites satan aunenusmeansye G16 
GON GD te ct coher ebteniacmecndereted daneeneen ttn. G34 
NG GPW ietrcatsananeliatanestpmedaiama eure scsiach G28 
AG BF DHOR \acoashinustiorsconiunineaninnecmuations ip G33 
AG-BEDHORXA5 vscsscssscssssssssessvsssstersssssstevvssseetee G33 
AG-BEDHORX90 secssssssccssesssssecessssscsvssssssersessesseee G34 
AG OE DIOR tal luteuitataimstiaaulanncamen conden G30 
AG BF DIOR 45 sccnorsnadinnascutenn asiene alesse oi G30 
AG-BEDLORX90 sccsscsscssssscsscevsssssscevsssssseevsssssseee G31 
WG EO ee aici aiecauit core wacastenanay G17 
AG-BEFORXOOL ccccsssssccsssssssscsesssssecssssssseereessssseee G20 
AG-BFFORX9OS vccsssscccsssssscssssssssesesssssstsssssssetsee G20 
G20 atareaniuiical iiceantetioeniiceassuieas oh G27 
HG OME ss sintcornustcatenn uieteaastentouittebeaustealad G32 
AG BND es ersesisrvsexssetigctcedes araseeritanciestoctnt G29 
HG ONE fhassal erranmeuaniansdcecpadelnnmn tanpamiions Gl 
NGOS TC sures coescrstreseit taiccrnurna basioeecicanian G44 
AGONY secant seach neitaen te sien tetasutnmtnauecae tend G2 
NG ONG Piers fasane Met sieantej ecnlaierne ieee G35 
AG VOR D AORN st aceunruits cet aceroractsieebincatennt G33 
AG-LOFDHORXA5 vsscccscccssssssessssssscssessssseeresssesseee G33 
AG VOR DORN 90 piscwcscirasicepaatuctyeseocnaatnenne G34 
AG TOE DOR sstesnssnira sestirneststrnaicestinnesonnens G30 
AG TOE OL ORD: ct es vs sets teen nese G30 
AG TOF DOR) 90: cicnaasaroanniasagnn caremniasomnis G31 
AG TOMIDH seston vinta ester spusttsetntecorstnacten tal G32 
AG TOMI secsattsscsorls ecentieiacotere ns aneritanesaevem G29 
NING este reat func esau tetany een tie G35 
NG 17005 | ds carsiecnts sussetiehs ner tastetesitanentaiaatoon! G29 
NG TPE DHOR Y scccanssicecessaclorrsiasetivinsticranseate G33 
GOR ak tinmtteaumiaueaiaieen ie G30 
WGP UE IG i eacantasesstountasennd aiesiounsaus bias }8 
AGP API NAGS: srsacnsaaisenniaissuiesucementiauin \9 
AGI PAE I GOL: ans caeudasshassncanseasacaliscecatricaist \9 
AGP 1 AFI UG -snsasserterenssiReunesntteuavssGabessiesada \9 
AGE CTEM sccctptotischictaesetutetatataletticetutttasotsameate 18 
AGT GIN si sssseuassaistenaadted aanseanaiseanintas B35 
AN OINT SOE 1 scovevieetsinaisesouronivetsinyaseioorsmnecan B26 
AV INTEMTEX REE lc csssvwvanancotanstrcumtisaensasns B26 
A TEE latest recat cat le sees neetaatonnat B26 
AOE YS Oh ecasiitsasutiee wecmamar cise aitseaiet B39 
MCR EON ates ce tester ttttacas tet eacnyatertce ite \3 
HOE) RNP watt hte ah mutraanhsihoutituteioa ieee ten 1 
ALOC-2RMP90 ccccsssssssssesssssessssssssersssssstersssssstervees 2 
AGIA (Nosmcat atsamnenet catade saat amide 16 
50 oeaahel ais cunpuatonhasecahstenunl ar cuhants \7 
ATA) CaM creas satvecesdatrreateolvaliaateosestoussen 16 
ATG WE ae atesgitnchs cel acatteastMintaseraa eden: 16 
HEA 5 ies cstasa tocatanstsocakantavetarsoneclacaitoes \5 
ALO CARTE: tuunsrastucatcnsiuucusrtuetonurennsueatoon 2 
ALOC-ARFPX cesccccssssssersesssssevesssssssevessssssssessssseeeveses \3 
Be sacs sg ksi a oaaunscmentnu beanie \7 
AVC ARAM: ssiindsssanucwcsvsnisiaians sdecwareusedsodyianesweoe \7 
AO IRN ces casnttttatesgtecansiitccatety aang 16 
HO eI ces ematea elon a teesieadnaniea thectestintee }3 
AUC SA AINIP. sinetctelctssnidive tid oenstborsoutbatiouse 1 
ALOC-ARMP90 cccccsssssscssssssssessssssssersessssservsssseeervees }2 
AO ANP) tisnay asta anaeeatetvnuae ete 1 
ATO CAR MS: rsssncerarreesvicrsasteinistieediverotadmipereed \4 
AIG SRE sacar wiaininnciee mer cdtanatastoatbttaiainaetine 16 
APOC SRE SX castersncasvermsrascaneascanueracectuntacess }5 
HC 5 2 Ussis usushtveniendoc aust eatisteehosaabieninde \7 
ATG SIMI. to aneehscniseteinsanvetsves ce miaeuttamecs 16 
TOS constr cctonsta stele musdtaatta neta teanen }3 
ATO SRG versa sctedierrsehetrsestolsiiennsiaanaanelsueas \4 
AIO GREE) Yc sss cswriiatanwevnomessornciesseinscawverasted \4 
AO GRE aecccanasaitornaisnnabnonninsanial \3 
AOC GREG coh ecctern teesiertsca cn cteetiacaena tt }5 
WSO GR cere cate ate vce Aeduttueteanats }3 
VOC GRIP sain: arrnuhhonnncunwiienint cemented 1 
ATO EGG: castes ssteoc tatteruitstesaslceatentunnmatean \4 
AOC HEE I usissutssaticaccsiehedstotactiausainnt B39 
AOU AS SOF I xsuttamances oem conan cameanih B40 
ALOLAXREEL sscssssssccssssssssssssssscssvessssserssssssseresees B40 
AVOIE. 1 O5E I aiasiisdcinsananssaniniiaiaeaens B40 
AP OLE RE Ele western euaetetooree toa casnedetooaainas B40 
ALOLOX PEEL: scissssicsinisviessiniveiserie ternimsaniane B40 
AWONG NOSE Tscsciinassecsturh cactiorss teseivibeenvesa tut B40 
ACOUG CREEL tocar cacti tuanesaai tacit ies B40 


PART NUMBER INDEX 


PART# CPG 
BL OR 2 OI Ui xesviucubi ude aerate Veale uliiveoi liu uebcadae B40 
BE OUR AEE sstisaniisarciatasieateananrnairn almocuanvece, B40 
ISOLA EE Ue i casita tact ancatisaniteatniatdidtinsd tation B40 
AMZ, KOO ET cys cMucttvracee ta alist cuit agatiieat liter B20 
BM ZT TP OOP I aicscouccerascumetecmtenectvesomeninerc B21 
ANIM TERE AE trast det hatte lukeidatl arte sasel un’ B21 
AM ZT. MTEXR BEM os cvcvcustnusveveausavenesetiususvantandteyentt B21 
BME ZX TSORIBE |: ec cececanetineadhcccncntunrodidararnans B20 
BZN BB osciutta teeter tcacnges tarmac st ncaa lovee, B20 
AMZ TAREE le wicicesste cites dsachustecteaaedaliveae uu siaamecdanuite, B20 
BM ZT AEB EE Le cexcuciveunenradhucatprsutlueanenieiaurraant B21 
AMSK-A SUR | cocitalatcmsiatictaci tania Raabe icenitde B16 
AMSRE-MTEXREEL wcrc sacscrwenseeruunseetewunavtuate B19 
A SEAR ETE Uh ds ceraatiincenrdiavacdonaieeecaanusasdencndiaert B19 
AM SKM VE ADO acstecsnitedt icant obi ebenta nein licce ue B1/ 
AM SKM TEX BALE iecoctcaiaecamadtincnddaentiateaanontun B1/ 
AMBK-MTEXLG: REE b viccnisccvareiirecsdceniienanaecine B1/ 
AMSK-MTEAREE Lvisciatiumnisaditammetinrdatetelns B17 
AES PLC cst wssteanitsasletetesanteounicte sack tna easinaatuayauientitdins l6 
BBR BAG tea ssaccencatiateannen igcaruch sina aieunsusmouct B16 
AMSRX LGR EE Lticcvissti aden iui lnaaieticat aa tiins B16 
AMS RX REEE: sc cecasicsrasitysscausebusteteaciitadudtetitaenetetde B16 
BMSRXTEX BAEE  icusca ceatnacandinhauteuseslngtencietieeuiencent B18 
AMSKAXTEAR EE sccttereiataanhaninatat he aeaihar B18 
AMAR KODE ies iccsatuneonauseenestaaeinaavndulouneduaeneneetss B12 
A AE OOO Th vrai ccacnncesniceiuetaoncsten eabeutceannmcntieuts B14 
AMAR ET MTP SOT tizsctlia tices casi the annie heat B15 
AMAKE-M TE XAREEL sicicacienaticaciisianntvattretmeatdonnaet B15 
AMAR FORE Lo. caccsvnsnduccemedenessonetantarnaneasceneaer B14 
AMARLAR EE Li cist scicaxs anc iattncscrecetsiaetaadeatincteive B16 
AMAK-MTP ASOPT ducuvtersutvatussanianadniactiansseduionenie B13 
AM ARAM TEX REEL acccvccwsteuntveceancnnsveamentrauerecntevent B13 
BARB AE arate ceeet scant anicaay tant ial eadieeam sede B12 
AMARMREEL ssaiscasussesitsescausebstadeeacatadunliag einen B12 
AM AIATIE NOB |. ere lesccencasavetinutasnectveatlaccsinensunischis B14 
AMAR-ATEXR EEG: ranteicstuatiaduiss tieasiatir melt B14 
AMOK, ASUE T iescccsuseeoneausenebautsnavndatounedinacneneniss Bll 
MWK AM TEA REE essa calcretioneatecarnausncnaentrceratcnd Bll 
ATOR IE Es osc tacincaes sieccaaneee facet odcivante act teat saes Bll 
AMOK XT EAR BEM oi ssccinttadsetcacelehatitvousdeetiniedeabtinoute B12 
A ORR AE EI sasreceacadanctnnenincinscalaucemtaaluncervenhant B10 
AMSOO SOF ait accinceiea aa eatinetacriaat Maratea, B32 
AMDO0K REE ter cctieuisseecuiael uncconvertnattoctuin denventiti B32 
BOOST AINE Bik tac created czecemmansaeevanentonagemeantdeent B33 
BB AERP sche ceccati theca ol rcatnsadinemn ie ienstacat coi ag R13 
AM B-2E PX cc vesoccsuteiariviias deosnassstucavs eeu denieasamacreen R14 
BND 2E PAD ccccancesnes tonsa eeccoteaedcctenciaeaeetwucestnenens R15 
AMBER ROO irradia aici tian i caladiis stein R15 
AM BOM] ssiuscuusannnpsaytnvsvneantgutadvyaaciehaoueduiesnuncyaatiua R17 
DIE ALE sce dolcnscere ct a cancicnwxatearent musa mec euiaceahneete R13 
ATA EE scares titan it cath ed iat ated itieta dae R14 
AM BAER XAD « seocoutaneraibudesieventulydaeRessanes ta Mawusensa biel R15 
DMB AEP NOU: cicnccsnieatenctenivescdeaswarerencteseatounteinctia R15 
AM BAM) Zcsdius clap iadthites dara enunaiehan des iadiadioast R17 
AM BAM) 4M) ciccscoretacsisavsicnemsexeieveneunasawaneatetateenes R21 
AEB AW Oconee seca etic ummand iereantecntnaeaeeutuimauatit R18 
BM BAI) Qo becca cell tens sete tebt cacent Wiocenasd ase R19 
AM BOM) ‘veces sicasiie Gata baecuigasltittebinsn cSecweasdandalaidnashin R17 
BBO OU) cwsteieccasetcecteaute aceuututncnuatuucnnendeueuerat R19 
AME OEP: vssehurhsircatid Gna nctti unt dali abrcadtinaee R13 
AB -OE PX iseih sesuorterrectunteceuenaneeatvensanlyte wnnwubtreeansu R14 
BEB = OEP AD: cceccxusrsttxartocesla tren nenmniereaceniienasntue R15 
BME OPE KOO iii iieectie te acai tal cdones ua tiered: R15 
AMB=OM)  sacectstscsatecabiustatelriusaGuetatimdea tits ayagdats R17 
BB = OM | OS ricta a ccdevccerrencesamcieaui ta catenutatentaturutenss R18 
AM BOM) OO ss ccttencutctetarheaietannscrenaasercian: R19 
AMB2OM)  sxstcrsinccsenectaawesnavoeavlonedtnyeactiastvedauennervotaenin R17 
BEB OM OU ccs dedtcenrcent sapeancudeveuatecntenaiemecueumauain R19 
PNT BI sata et ite cattle aaah sat cad lalate at R12 
AMBSIPOR PUG! sc, supe auensiiries gusttcemmaindenien R74 
AMER SPB SAE B SPP Xe ccocieutescramcdleuaremenstenerarentacianeier R76 
ANB SPP Ze Pssst iki simak aie becca R59 
AM BS PP SOM P -ccstanstetvenaceunelademavacerainieinuseadetss R58 
AMBS PPAF BOPP A. sezccensacreneiaicatonestshventucsdenatunesy R76 
MESS PP SO IK sielen: caaist adaccibenatascaatel ce calacsntta scald R61 
AM BSP PSOE «asses crsvcsvtevustii eal teudhseertamoncatanativen’: R59 
AMEBSP:REAM Ys ccciccectoncrrecersnce wuseraeisescecounieieeceie R59 
AMEE SPP OM] A ie, tscactrerhla lita carina cde catinuaet R60 
ABS PP AM] G0 i cseueisuss snxevinatuarvedtand ma snmuehsirevngalt R61 
AMB SPP AMP cust doc bcatenade cette duns tecerucacescensasuenseat R58 
AMES PP SOE Ae waticacaseilatacmnalatascasais dace teinite tas R61 
AMB SP POM] wcsracesstiacscssiaade hues isces¥ives va tetndeamacen R59 
BEB SPP SM 90 ictesatuncces peconrednartenciamneatmmertncnia R61 
AMBSPPSORB SPE Kcnttasiti siren ihadim tlie dase: R76 


www.gates.com 







PART#  — Ctst—Ci‘(SCéRAE 
AMBSPP-GF|X scccccssssccsssssssesssssssssssssssssssesssssssse R61 
AMBSPP-GEP vccsssssccssssssssesesssssssesesssssseeessssesseessee R59 
ANB S PR2GM II 5 dette iotecseveaadeepsevst ase R59 
AMBSPP-GMJ 45 ...sccccccsssssssssssssssssssssstssessssseeeene R60 
AMBSPP-6MJ 90 csscsscccssssssssssssssssesvssssssessssseeenene R61 
ANE SP POM Poise atnatieeahitsecoaltunennd decotiats R58 
AMBSPP-BFBSPPX cccssssssscsssssssssssssssssvssssssseenves R76 
AMES PROMI cactns cau'cantesnteeatossedtessscinn esieien R59 
AMBS PROMI G0 acca sscaseessaenilbsrsnndstoranviatn R61 
AMBSPP-BMP ..ccccccssssccssssssssevssssessevvssssstevvessesten R58 
AMBSPPOR-AMFFOR ccssscccsssssssssssssssssessssssseereees R63 
AMBSPPOR-4MFFORAS ccccccssssccsssssssecsvssssseeeeees R64 
AMBSPPOR-4MFFORQO ccccccssssccsssesssesesssssseeevees R65 
AMBSPPOR-4M] .ccccccsssccscsssssssserssssseterssssseteeenes R62 
AMES PPORESM) c dorcccoucetinanetaamttimaceragn R62 
AMBSPPOR-GMEFOR ssscscccsssssssessssssssessvessssereeees R63 
AMBSPPOR-GMFFORAS cccccsssssccsssssssecsvesseseeenees R64 
AMBSPPOR-GMFFORQO cccccsssssccssssssseeesssssseeevees R65 
AMBSPPOR-6M) ecccccccsscsssssssssssssssssseteessssseteeeve R62 
AMBSPPOR-BMFFORQO ccccccssssccssssssseesvssseseeevees R65 
ANE igs MIG sare uss aleocstntchceroushesntol dasorautiher R76 
AMBSPT-4M) vccsssscccssssssssssssssssevssssssssvsssssecevvesee R56 
AMBSPT-4MJ 45 ccccccccssssccssssssssessssssseevsssseeeeeessee R56 
AMES PT AM) OO as ccnssoiwshensonsersacsoiteabdesaans R57 
WE GPUS icuectsuin ut seiuioisavearetacaninat R56 
AMBSPT-5MJ 90 ccccccccssssccssessssesssssssseeesssseceveessee R57 
AME SPT OMI) accivestincasiettiecitic ticcaetnaic tse R56 
AMBSPT-6MJ 45 ccccccccssssccsssssssesssssssecessssseseevessee R57 
AMBSPT-6MJ 90 cccccccssssccsssesssseesssssesesevessseseeeessee R57 
UNE SP OMI crcescteadeitihoceneruenaaioaaansnan R56 
AMES PUP LUG  crusstnstetuiehrnstnsiagedeelshantessint R75 
AMEGATECH 250XREEL ccsccccsssssssssvssssssesvssssssee B31 
AMEGATECH 1OQOXREEL cscccccssssccesssssscessssssseee B30 
AMEGATECH 3000XREEL secccccsssscccsssssssecvvsssesee B29 
AMEGATECH G5TB XSOET sssssssssssssssssssvssssserveee B32 
AMEGATECH G5STBXREEL sesssssccccssssscssvsesssereeees B32 
AMEGATECH250 X5OFT csssscccssssssssevssssssesrvssssseen B31 
AMEGATECH1000 X5OFT scccccssssscccssssssseevssssesee B30 
AMEGATECH 3000 X5OFT sscccccsssscccssssssseesssssesee B29 
AMEGATECHLOCXREEL ccccesssssssssssssssssesesssersveses B39 
AMEE OR=21 Psa sccertscncecivaciictssicnsioe tinivtcriaatit R43 
AMFFOR-4FFORX-4MFFOR vssssscssssssssssssssssseeeee R42 
AMF FOR-4EEORX90 ccccssssscccssssssseessssseseevvssssseen R41 
AME OR AE IN i ccvecssssctrtateseiantasroutnatatiantaisee: R43 
AMFFOR-4MB ssccsccccsssssccsssssssecsesssssecsesssssecressne R44 
AMFFOR-4MB-4AMEFOR sccccssssscssssssssssessssssssessseee RAT 
AMFFOR-4MBAS .ccccccsssccessssssscsvsssssscevssssseceessse R44 
AMEE OR@AN 290 Siannieretnan unin netaan dina R45 
AMFFOR-4MBOOL cecccsssssccsssssssessssssesecssssseseeevessees R46 
AMFFOR-4MFFOR ccsscsssssssssssscrssssssserssssssservessees R40 
AMFFOR-4MFFOR-4EFORX ssssssccssssssssssessssseevees R42 
AMFFOR-4MFFOR-4MB cccccsssssssssssssssssssssssssesesee R46 
AMFFOR-4MFFOR-4MEFOR ccccssssssssssssssevsssssseen R41 
AMFFOR-4MFFOR9O cccccccssssscsssssssssssvssseseesnsseee R40 
AMFFOR-4MP vssccsccccsssssccsesssssecsesssssecsesssssecvevsee R43 
AMFFOR-GMB vssscsccccsssssccscsssssecsvsssssecsessssseevessne R44 
AMFFOR-GMBAS ccccccssssccossssssccsvsssssecersssssecrevsne R44 
AMFFOR-GMB9O .nccccccsssssesssssssssvsssssesesssssseeesessee R45 
AMFFOR-GMP vsssssccccsssssssesssssssssssssssssevsssseseeessse R43 
AMEE OR G1 3 aus tarsocantiitannsnsnsnrimnaortneaies R44 
AMFFOR-8MB9O cccccccsssssesssssssssvsssssssevsssseseesessee R45 
AMFFOR-PLUG ccccccssssssssssssssscsssssssscrsssssssersvesese R39 
ANNI DO teria aerate ec cia hanced dec ceta ean heh R35 
ANSI P90 azssi caters sematontisctettdianat atone R 36 
NN NID seit tetera cane 2 atte R31 
Ml: DMIPO5 sfaacsion tarsaneceacaramcrseessnaccaean sara R33 
ANI DMPO Gs aaccetvenouscanarteehucsensentwitttoerseattie R34 
ANI SMI sccn-asnntoevd-aicoesnsiiocesi ade coevedgnitenstenea ie R23 
ANI ZABK EID sv jccamssanandutentarenanimnntenananta R27 
AM) -ABKHD-AMJ ..cccccccsscscscssssssssesssssessessseseereves R 30 
AMY ABKADAS 3: cccrnncesnsseaiviorsstniiciesecasenieas R27 
ANY AB RFID 90 in, anceactesdavetntsaascidntasan sancamatiantonn R28 
AMI EAE WKCAM cs saccratirdodubectusetatabeduntccateit R31 
AMI AE 19 AB ats tivcitssatcrhsixsucechetassiart vente R25 
AWN EAEIY OD ec econrsttaanmuetacuidtsaabdenme tena R26 
AWAD ss cthsardecocgacathyatedvelbaialvelsssdeionses R35 
ANY AE POO cst alc hit Seaaaaitetleailt R 36 
ANI ZAR ail eaacriandosveatnntveit ond snestnatestinatea R23 
AM) AM] -2MP vsscccccccsssssccvssvsssccvsssssseeesssseservesee R38 
AM) AM] -4BKHD cccccccssssscsrssssssessevssssserevsssssereves R 30 
AMI CAM) 2AEIN cttettecatetftenatisttsacane seat iets R29 
AM) -AM)-AMB v.sccccccccssssccssssseseesssssesssesssseseevessee, R20 
AM) -AM] 4M) ccssccccccsssssccssssssscesvsssssscsssssssssevessee R28 
DUAN AMAA Be svead s tsccatratteaes diame watseetlesnet R38 
X3 


PART# PAGE 
AM} -4MJ-6MP o.scccccsscsssssssssssssssssssssssssssssssssssssssen R38 
ANN AWN 90 cs rsccaswwosscechtvacnciacedscedbvcneieorwneuch R24 
ANN) SANA ica eaccasesdaousceidzse seh diinaily iatuayselacvnd R31 
ANN) AUP AD i cccrieledecaessedteann icestonstidasteuntatiasitt R33 
AM} -4MP90 o...ssssssssssssssssssssssssssssssssssssssssssssssssssssssen R34 
AVIV ZOE | cccsog: saan cael aa tacwnnsaiinedh attestation R25 
AM] -GEP oosccccscssssssssssssssssssssssssssssssssssssssssesseseeeeeeee R35 
ANA GONE srccctcna saceveinicknacaraeidiniaoudtanandia: R31 
AUN) OWE ceccaeset ccoteattnounst bsarocstildacaied Mega R33 
ANI SOME 90 cscasaavessvewnesspaatnsistite'tssiaieasisrngten R34 
AM] -BFP oosccccsssssssssssessssesssssssssssssssssssssssssssseeseeeee R35 
ACM cc cancteitee okra ancien a Ova R31 
AM] -BMPAS o.scsccsssssssssssssssssssssssssssssssssssssssssssssssssen R33 
ANA <BMIPS0 ciciscoceeielsvatsecnranaddstoududentonncGead R34 
AUN = 1 DUNB sisch ans pestoascbiedteasasl Miaouhilatecadhcacol R31 
ANN) UDUPI cee ceavetivessicivern Sesesvts ig ecuestemincnne R34 
AM| BKHD-2MP u.scssssssssssssssssssssssssssssssssssssssssssssssee R38 
ANA) BRU DAMP a ss csenvnscisscacossseecvvetesessieievnscasiesee R38 
ANP IS=PLUG sscesasnsinminnisnautenateaeaamenoninnn R81 
ANN RUUG ccaciicecadeceucnteeereanaencan ne R22 
AUK AER ANIC sats srtccans ssscsnaesteraans trcsptintinth R84 
WIV ATK OO hous crenata teitiauntedschnenmmentntt R84 
AMK-4M) .csssssssssssssssssssssssssssssssssssssssssssssssssssssssssses R83 
ANCA MK ect stanca naa lees peeshidecans aibacipsalicag R83 
AMK-PLUG o.sssssssssssssssssssssssssssssssssssssssssssssssssssssssen R82 
ANP DEP 90 sh vccccsshnraccsthn canctstiaduieatonundencnce R4 
AIP SDEIP Lssténcay :ievarnie gore encanta timean saccernint ti R3 
AN RADE DS scvstuussatis des oasaieao Menai anecve R2 
AMP-2EPX vcccscsssssssssssssssssssssssssssssssssssssssssesssesseessee R5 
ANIPDEP XAG ses cuuth ssecasanh eeste doaiassracteensibs cea R5 
AMP-2FP XO vssccccsssssssssssssssssssssssssssssssssssesessssseeeesee R6 
ANAPED MIP © ccucccos cantcaskcsannesassitsnaetctaoneacanthontedetn R1 
AUP EA NB ANB os icsicatn cesncuss ctsanisbatnaiseaarnaon Q5 
ANP AB GAB. cshssisevissacsncivanssssebosiits ke sesatenetonitin Q5 
AMP-4EP QO cccccccccccssscssscccsssccsssecsssccsessecsssceeseeeesee R4 
AIP PAP Ls ictcees'steaichs tae elagia hilani atiaataatiin R3 
AMP-4EPX voscccsssssssssssssssssssssssssssssssssssssssssssssseessseesesee R5 
AVIP“AFP YAS: sccccaasvaceiensssintataeanieaoamnnnanact R6 
AUP AEP X90 ss cc aout tinacastuiiananaeecenlwincomaltes R6 
ANT RAPY cccacittesicca uibsiatenttis cna uitseanterioadaia R1 
AMP-4MP90 vovvsssssssssssssssssssssssssssssssssssssssssssssesssssssssen R2 
AIP OA BEAN B acti cciiricsalakiitainabiirenteeliiaciit Q5 
AMP-GAB-4EP vocccccccsscccssssccssssssssssssssssssssssssssssssssssee Q9 
AMP-GAB-GAB ...ssssssssssssssssssssssssssssssssssssssssssssssssssssee Q5 
AVP =GEP 90: aowsicternscussetcavissteresonnsatcaniaieteenntniets: R4 
ASG aitiaactaats cin eta tana anteun agen ale R3 
AMP-GEPX vcscscssssssssssssssssssssssssssssssssssssssssssssssssseeessee R5 
ANP OEP X45 iapinae, catamarans tase iteaunicemt R6 
AMP-GEP X90 vocccceccscsscssssssesssssssssssssssssseessssessseeeesee R6 
ANP BEPC. ciation vunceenuiziommnenuianined R3 
ANID SGP Xa ash ctsecursraccuint oaueiucicaenskehieonauicaus R5 
ANIPEBEPX 90 ssssihdasashsettsaniotieahistaeaaiatetaeand R6 
AMP-PLUG o..ccsssssssssssssssssssssssssssssssssssssssssssssssssssssssen R1 
ANID NCAR BAA Be iohicies asdea nissan italia os Ailsa Q7 
AMP X-GAB-GAB uiccsssscsssscssssssssssssssssssssssssssssssssssssssee Q7 
AWOBA-APR sacri ctincesncectcmatimeeatametinet: S1 
AMO FRAG Bice isespoesseaiccavsuasorosuivasaavseluaimiestiass S10 
AMQFE-AFBPP vsscsssscssssssssssssssssssssssssssssssssssssssssssee $11 
AMQFF-4FP oo.ccsssssssssssssssssssssssssssssssssssssssssssssssssssssn S10 
AU O PEA Pc cacti hss aun inane cada he an $22 
AMQPA-4EP o..cssssssssssssssssssssssssssssssssssssssssssssssssssessssee S4 
ANIOP EARP i XA wscch ccuscisnetonsteniinata dando 58 
AUX PPE E De siarscceniss tuscan nettovan ivan reeiseneen B10 
AN AB TAS LOOP Uiasscsa ssestavbotvatsntvansatazernsitéeciet B45 
ANABTAXLG REEL visccccccsccccssscssssssssssscssseccssseceeeee B45 
ANABTBX LOOP sscscthcsccdtinin ccsstrrtsentnninein B45 
ANABTBXLG REEL visccccccccssssscssssscscsssessssccsssccceeee B45 
ANABTBXREEL wisccssssssssssssssssssssssssssssssssssssssssssssssee B45 
ANABTG KUOOET scans ctiadarries enssastacamtusecenieraes B45 
UNABT.GXREEL cau astenuaduiitiinadianna B45 
ANABTNXREEL wvvsssssssssssssssssssssssssssssssssssssessssssssssen B45 
ANABTO XUOORT siccrsisteaniniey caesar centric. B45 
ANABTPXLG REEL vcsccccccccscssssssssssssssssecsssccstsccceeee B45 
AN AB TRON LOOP saci cc sasssnisasatenacuacaseinte dae B45 
ANAB TR X REE (cnc incignstiesinissiaosancianinan B45 
ANABTSXREEL cicccsssscsssssssssssssssssssssssssssssssssssssssssee B45 
ANABTY XLOOFT wsscscsssscsssssssssssssssssssssssssssssssssssssee B45 
AN ABT GAE E Luk asta eeeduiautinisiaivoraudeininn B45 
APCLF-M2S cecscsscssssssssssssssssssssssssssssssssssssssssssssssssssssee 16 
CEG etter cadinckGacon niaenaae tne I6 
APC DED ccs eaciasastsccctentcedion lta atucaiesal ta tiated 16 
NOC O cits eee haat nas gdaen setae aaa uitatewon 16 
AO DADC ssccsstrnieanssertscienparnucstuosiniansasttiedesiwucadintas 53 
AOD DP xiotcas oma anita ne mda 53 
X4 


PART NUMBER INDEX 


PART# PAGE 
TO DADE Gs iisesthesnatcillsteunesieeuectanudtecaniteethetaa 53 
NOD ROR: statdeconanhny cutesdiernaadrcanucciceondayeuntal $2 
AO DIB Re aca eisticncnscliaideatieheteeaneh lidar ean ni tanarshliait cathe 523 
BOD DEC sutestadamrionr dati cavemmsiardnersavcinucad dats 523 
MODE EDC scccisanecacatieut sumcacnsucabiamnadaaneseatdonys $14 
BODE RDP ascarid aiedsaeiatel amon iuiaidalates, 513 
BO OF ORC teicher te cucu bie tevacuhtiauusst chen heeuets oye 
BO DIBR scvateiuasscnnstadacanateacumuals nian cueniadlacin: S8 
ORIG catalase latte tas cate ihlat attetata scat lasoanl S9 
BO OE scoctetat an dlecen ceaiadaand castles teaulaaeret amides tena S9 
BO OO Red ccctig iulacitrnsaracenatugimnedadimindimamincne $22 
ARE OAR EE Laisa astren ck Maar riathed adits starels B28 
IEP AD Oi Selec ccc Selah taaiea dele ehtcet wonebtchna dees B37 
CPO ele tit taactshenacad dod eateaGatateastanatanadsenned B37 
ASG A sincisrcirtiaan terest dldoie Rats road lirdenlity tweed iiceat: V2 
Oe I  ateeseaigee cuca cadichuectttaet duct tata lecheaetent duceate V2 
OS CZ ABU EK sesuscchiietctectanse eis cuctnut acaba saeed V2 
ATT A SOFT wate cnvas leitch ote stitch abehievs tative B49 
PT TOE NGM tata dstet ail sietinaydst aa aaanan dae B50 
ATING KOOP. sxnestciccuseshoneunanconannakinnmam conte B50 
AT INC BENG TN i rasaseeiatatabeltiauel ielatct iticuett B51 
PTT NCAT iscscesecteetsrecuecheadetitivacesn thle eaucl ees B50 
EE ENCOUN sccunateatsscontaccacenmanecnentandcadtensen arent: B49 
ATH GA GOED wxareharaieh casa ae tuadicaaaetheeveitie B48 
ATION G MOOT: stinccsleccetentateateacatestahlahaiannetceauis B48 
TIONG ACN ssccsterascocntecatictaautdaenianatamscontndonmenae B48 
PG GIN seta taste ect WG eceas sts cca i ti srceut tice! B48 
PTL ON CA CU aii sich tovsuehucthucle desluctdteduatalioucn tates B52 
CT LOA TUN sates cesieadcoecmtenlticcrsuadectocdenaysentents B51 
ATR DOORS OF | ices tucson stirs ldih dena naiheeda tiie B34 
PTRDOO REEL: ctictetcitiaasitesectarteleaucte ditavunartessuntne B34 
WS nk ictha iaciuuemnm ual vacua emanate: V16 
PTO Nai aiatashtate ld ceils falas itt ices alana taiaaAlas V16 
DOT BING cuties aererateual tearanstsulitrtlenseelianciuedit lauren V13 
BO. CVE 4 OUP I ccuvecenecebactnvontsecenntuwiemnacaatecnte V5 
5/32" SHOMAMN HEX KEY sviciiersisdetiniarcidivanvaraccn W14 
DO RINE. Diu sgedeet wsuedcutd silionasetsta ncieedctonaialatacentehiaee Pl 
DDO feo Disvcs whxtaana ns tasarasuincaatiedass tuantagatitaatupues P9 
DGG OUP waceees al abeiirtldaiciebnai minutes B41 
DOG KONO UW wa ciatarsurstaseteAadettrdiinileeenueenoeoucd B42 
DC OG AR Ee i cestantnoetachicnatdnctastoeachouateie: B42 
DCO CARE Ee iitiatssuirnatis thts iacities Dati atsatats B41 
DOOD OO RA scateideanstdeeecere tad cusiaieitiebaaduaahliracian B43 
DE OD AR CE Le cicistacvuda coconuts vacunmaistateanbartenasn B43 
DDE OUR tageatdceanietiealadlana Maliccs detente, B44 
DO Ea MME sanerelited dea ltatattehel ul desdeaatitnalibeaudeiets P12 
DO OE OR | oN dcanhnuagtianhousimcnniouaiscebouitcatuuaeiiesty P15 
DOO E ORME Piaconitettaceliatsh Soda cece lgath atest cad tte P18 
DOE OP NMA seinallehl te chaachishtn leat N hres iil ail alt! P16 
DG OE ORM 90 eater ccnasa te csnnsatuacsanawdnskannteubanaouet P17 
DOOR ARE Eb Aceh stateMatatnecues lattes iat Malas B44 
DOM EE Lectscsicatet seuss Maeda etanltas seta ides seals B43 
GO Der RMP caste tea ete eacanctrsatan ame sticansca eaten taleicataiet Pl 
DOSE | OIN wtaitid inset A aaa A atta arated Giascaie! P7 
DC ONT a RIM Py aieceaah abc alee urcleliiutcle Mehmeti Pl 
DG OO lo vtech caicicas ngunedohiare ns tongeedumidedicnict P7 
DOOR ONE) Sly 4 DO erers tnitat sai vaateenaicabitenienticamieust P8 
DC OAOR | SAGUL -isiasnilasanarduncesal viasialedannadonnrensatdeniiss P8 
DO OO OKO O aricarkocitican saree sacnmeen vacmaenuherts P8 
DOOR ME Picasa sade hel i cahi teeeccen el cam chedrcenia gs Pil 
Oro Fy MUA ssa ln ctaetleeehat oie biittnalsualiecdtaieal dee P4 
DG DAO RMA SO-UAZ: i ccciescsesrocranesdcreatanteostanentaiaeane P5 
5 Oo) Cao]. Meera erate nee arene tener tearm er eet P2 
DON OFM Ors urieatl laied Jeutecusuedlarcndeatutteuedledds P4 
DE ON OR MNS iectia ci sractturtsecapnanaslscuaatceatinat sina’ P4 
SOLAN ZO cnticataauieatnantinananaicataciinataccieains B46 
DG EAM Ps deco teueala lisesi rele aiuto teu Me iusaleluasds AD M1 
DARA NP =o cesicsulcntae an sasterotearcgtneatngrauaiennnan! M1 
DG TA BFS ARB: sscsass eadietunil ded icsats sind cash diecast indies M4 
Be SF SiN oo teas tase en aontan nacevon gan raiaaionan standin M3 
CAA OF Dub cisreriouts ecetit haesenasiltaaataieteniwsnnnetae eandbees M2 
BGA OE AO cia tnensiaatecaiaecs satin teineniaatten M3 
DO POG O vissuest heat eatheesdnegtbuntsanedaesciest atin M5 
SCOP Oh OU wtnecanadetuanetmamutenuaaueniad M5 
GA SIMI cieetleasate treat ideal Matas teralitd itadiabiatn ails tated M6 
DC ee OMI 0 ihcdeccuussondustltendduastsudeersruinunmdneteel M7 
De LAN GAIN eset shacsntacesacurmansanatanatemeatuhannmeuan B46 
OR Bed MP wisi Aneta ananassae nates oat, R16 
DP caesar lisoncshe uisshcint tial cle woMek hua dsencabauasskiMtat V17 
SE CAP. recente tat Kesar hi ioweeh tt Sacaael a hia eak ida R22 
GEL C INN saps catalan anata aadrant dastiiesanatettadennl cmmreanueasdadaee B27 
OLLI EES Bat ca ctscce aesau na tednseeiisgasosii neta adh B27 
DOMINO ORD iahantenial ican sh tect tees ante B34 


www.gates.com 







PART# PAGE 
Be SFC ee ahacsaetesta icescnsie aetna B34 
BO MP La cpcudcen i auseaneh aces G1 
Bao aie ten acanaisiena ld Monon Meaaes Memianals G8 
BG OE 15 OL acsrcrvetatdiet ts wmeueh uta dena nenue G9 
BGCOMEA dite. ceutetetercatttitecanasmaanedtastesenes G26 
Bea I wet cxeecs hates ace alata aed a6? nea acehi tee G7 
BG-GFBSPORX caccssssscssssssseesssssvessssecessstsevnsesee G37 
BO er OR aucisite racine created ss G17 
BG SOF FO R155! ves acseini dieters coctwanidsnconstsrten G19 
BG GF FOR 905 seciceceecucestoiavceantienerestee-vesasicvstes G20 
BGG cee ees ennai ies eter teeta ttt G8 
BG GF) 1 oa aaiantint acai cnet ie mt Aten tte G9 
BG-GF| XQOM ceccesssscsesssscerssssserssssttrvesssteressetseenee G10 
BGG) 0S hace cescet tact ark eoiae aoe on G10 
BOE Cor sieccin nnn dua nnstlnemtnrerausts G45 
BG GEG ct ein icunel ean itera Gt eetaie G12 
5G -GFSX90-022 ceccccsscssssssseessseseessseseesssserveseseen G13 
Be ONE ee nsciat coat latebd agate td inlet uiceastaiat a G26 
BG<GMEF OR siccerersvnscsessesinc sav: cv iesseeseheinetstuneose G17 
5G -GMIX90-035 seccsssccecsssesessssessessssstevesseseenssete G25 
BG OI lee cserasteanra al acatelen ances tainivostaenaaiett G7 
BG Mat ve ne tan tate cate hte G1 
Se SOP Oe stonccties iaaterenticenietta aecuicineeal G37 
Be TODO R rein lidanian tatu been tamdtctcd G30 
SG LOE DLOR 145 ssvisrscaieetosieveseretsstecsnttotvensonsoes G30 
BGP LOEDIOR 00 isecoet teeta cseicaticc tat eancnne G31 
BG TOE DHOR ¥ stecinsscescatssunetrencascassiaetecntacedd G33 
BG APF DHOR X90 esessatsvevesasuaniecaeseosvesntditteecects G34 
BO PDLOR nie oa aes G30 
Beliefnet onccueeslehcn ictus nt aliatat a! G32 
BG-LAFDHORX ceccccscsscssessssssvssssssvessstessssseesensesee G33 
BG TAF DHOR X00 ccd fossncernusearacdciesansesonaseies G34 
BGT SOFT seasstuecdiatuae aeeeleedeencrssnueaiane B35 
BG THK BUM Gucaceseinueacscadene ge tacestaceaetsiesi ett B35 
BOT CT Mec teccee eatstastertacta saeticcsannteenagiete. B35 
Bl isc valeerl sce setae: atte Cena ee acc ea V17 
BLOC-2RMP vsscssccevsssssessssssssssstsesssssssesssisssesseteeves 1 
BLOCPR MPU nivccedacuacaa iaihiawiicact an 2 
BIO CURE Piss hoc aceon acca antesnene ten 2 
BOAR MPs cae he cette sth Acres rys aan ccna. \1 
BOC AR MP OU. cuccee cites ect cet }2 
BOC BIEL asrnnsanianiaeaneciban uedaieatsiute 16 
BIO CSIVE|.S Xs cvseccrseser:ctuvsspechsveethestetueninetoveasier 5 
BIO SRE I snore cacoetoeesten rt osecec Senet aee \7 
BOC BR AU nosccecuteceanNa craatel, cam \saccnalelae: \7 
BOC SR hale tiarictitemon ce atest 16 
BIO CSRING ccssucacertranssesseniertteaacamecsamamreudine \4 
BOC ORES) cacy vemmieanonenees nance! 5 
BLOC-GRMIX vocsccccsssesevsssesssssseteessssstevssstsesesseteeee 16 
BON or esc et avae tae, eet B40 
BOL AK SOF T secnteccincaudteawhceecanit lerentsclees B40 
BIC OUAN AEE. co:cassscentesoecestittdatcieruserencessecsotee B40 
BIO OOF tac ice ae cee B16 
BOK AGREE Levee tee panting teen ataieaee et B19 
BMBKXREEL cssssssssssssssesssssevssssssvssssssssssssssvesssven B16 
BMBK-XTEXBALE sccesssseccsssseevssesseressssecenssssevs B18 
BIMAR IR rcae er intent rey sone anne B16 
BMAK-MTFEXREEL seesesssccssssscsesesseressssserensnssevasens B13 
BINA RE Ge cesses ccsessvinst acs avseav eateries B12 
BMAR CRE MRE Elincust) srauoaceretaron: wscauncine B14 
BMSK-MTEXREEL sccssssscsssssscsvsssssssvssssevsssssevvese Bll 
BGK MRE clench scree eau acten det a B11 
BMBK-XTEXREEL sssssscssssssssesssesssessseesvessereevsseeen B12 
BIND DEP scientists es entenes taste mateene manatee R13 
SIME Mil estes sesteecee eect reticent te ae gente R17 
BIN TEP tee c tenet waters orice cena R13 
BMB-AEPX sccesssssscssssecsvvsssesenssssevensesscevassnserenssesn R14 
SMB EAM) coceccn ica tkicengttactetdch-cinkresiedets R17 
BMP ANU OO) toe teens tind ears ieracat Mecacl R19 
BING Wcsucesismceh aan ere cheat ace egestas R17 
BMB-5M] 5M] scsssscccssssssessssssserssssessessseeevessseerve R21 
BM Co Nae, cae ote una aman treet R18 
BMB-5MJ 90 sssccccsssscssssscscesssssessvsssesesssseeesessseeeee R19 
BIB 6 Miser dar gate cata aurtinsdstet eet da R17 
BMBEOMI AS eso be cnccleivans Meme lec aitbeanest R18 
BING SG M90 ce cuacstiotntctiobscuaistcuutasteowaste tated R19 
IM CP eerie cttteece teehee nea Reece R14 
SEO OG alts aelaciee ant tides tattaunats R19 
BMB-PLUG cssccccsssssssssssssssssssseesssstsssssseeesesssseree R12 
BMG cee ace peels een att ce ae R35 
BI SOF PSO seta a hcocetindetioaen tte usntaussl totes R 36 
BUM SON essere etc ce ned aca cean aces craaenccigd R31 
BIN] ON Aaes caste ctieeets leet cat ca tees tad R33 
SIMON act ues aire dant eae eat R34 


PART# PAGE 
SIA escttecrestacpnamtenstececanias ahead casas R25 
SIN RA BR ccrcclicitete ee lccnitea hse tabeosieat beemadigaie R35 
SI OOO tee creel Teradata clas lahat R36 
BIN) SAD Medacedeahanehaistts nme haemunsiategiiesebenesaa: R23 
BSI RAMP seivestineAtsseccinte tvencesosMarstavosteo Meevickenen R31 
BM) AMP A5 din cscceas evita setecanceisactanicsamemnatrde R33 
SISA OO: aes ctataatiniase tance aisnimaaue ts R34 
BMP eSB D vsicieucasoicroneveaceevndactiere teat ccorcossontees R27 
SMI DB KAAS vi tsinnstaietava isisatahtageatt tiastiale R27 
BMJ -SBKHD90 u....ssssssssssssssssssssssssssssssssssssssssssssssssen R28 
SIM SE OMI sciesceisicas cc Sian ncastccne asst R31 
SIM OF | X15 ccsehencannstsaitstestcasunnimnts oceania R25 
SY OOO acta tctcetan cian epee R26 
SIM 25 Ml fcr aste esouisdee eet dad isentetere dit denithess R23 
SIMD SO WP x cculeseictts toca iatistenusesicanviihivoe R38 
BMJ SM) -AMP oaccsccccsccscsssccsssscssssssssssssssssssssssssssssee R38 
BMJ -5MJ-SBKHD wassssssssssssssssssssssssssssssssssssssssssssssse R30 
BY So SOE eter stern beter sceceee Mecceel tsa R29 
BM) =5MI=5MB wisacesesssasnevestsaenevseeversensdesen®atninitaele R20 
SIM) 25M 25M |e asda ttc ces ecisad nase i aatadsteg tease R28 
SIV OMIIOO: AattictantssehccuNtiteainut islet ech leads R24 
BY Ole ccstetece ect eetce etcee air cacteate alata R25 
BIN GNM seu, as ceases cesenscponsesrureoveeiesdeaoneteetans R31 
SMI AOWP AS isi tacessltieses teres, ise eam titiceuninae ds R33 
SI OWN oiasctch etch tha: Gutta ees atch ea R34 
BI OM iss iccaours ecccat scents Meee never icnaane R31 
BI SPL 1G gi2setoreounsotraanse dover ats btsocat doce R22 
SNABTA XLOOFT viccccccccccssccsccsssccsssccssscccsscccssseeestee B45 
BNABTAXREEL secescessssesssssssssssessssescssseeseseeeeeeee B45 
SPLCLE 5 cx shusarescaratinanienscasiousinasimenansiaenaliin 16 
OS May otter restate sects seiner 16 
BEA DOE Usactdssuaishuavemeeseeantecu neni Ganeauen B37 
SRA RE EL nuteutitresicus a duenhedianantteetinwuscns B37 
BTH7 X5QFT ssssssssssssssssssvssssssssssssvsssssvssssvssssvssssvesssen B49 
BT HEDLX SOFT vieceacansbarvesuessietanaeessucttecosentenani B50 
STIL Gol tl ain iusmorsclteanietsanuatsitsnaatiacavian B50 
DI TNCX50F T) svcestdtonicantirncetianien inngrnseseiien’ B50 
STING X CIN caczeantesoiieintus aecaivacciaticnnmenscie B50 
ST NC TN stoeetcsce sc doteciatensoutet loeatiannaicbea tin B49 
BIH ONC X CON ssceicesbranstetedaniahemunnnieeaunian B52 
STON Ml cntteratch tats tac trata ttaaantititatens B51 
BTS seca oicdian cise staalin uasiie ueaalnn Basel V16 
BIS eecnsneesians Ate aeeanin eal ecaitiactoadetartenean ah: V16 
GOA ING sera vicerdts cate Sacnehines vad une aanien V13 
GORING DIN: Hise scrcanensnccceasls tacmmaternateuatieceis VID 
GB O-RING FBSPP vaccccccccccscccccsccccscccecccccseccesseceeeee V14 
6 O-RING FF aicwssedrccassnesseseniivusstovcustiasoneas V14 
GOP BO! ap tcie aiisiiaaisdldmeatiaaneesaauia mania cinstin I4 
GB i BO vesclscorsceaisen anaietnee aula ears I4 
GAB DEP xis cssculesboesenacsdencsarealsennd a onenteateunaee Q8 
GAB DF POU usauaiseoavitununeamans Manteo Q8 
GE DIE ac ciecigs rreteonsicsaetaenr ninconia et votleteeasae Q2 
GABP recta citsaietusoredvecesrsvutopostdbveri ieivtedeoe Q2 
GAB MPO! cease aesaathasstachsisetseassiapednaiasad! Q3 
GAB 2M 90 tute ante ncannimeiastutnctancnauu: Q5 
GAB -AAB oh aacaiea hme caieecctestonicanetssmedsnsicuncsts Q11 
GAB: AA BAA Brno coaruertevansestteaceunalectataitctueh Q12 
GAB-4AB-AMP oaccccssscssssssssssssssssssssssssssssssssssssssssssssee Q6 
GAB AE Ps cccerasecssiaiusoumacnnotesaqanentenacantssa isin Q8 
GAB AR POD sean sststaoowsncsinirnnaltasnieaieinavieriinsint Q8 
GAB-4FP-BKHD vaesccsecssssssessssesssssssssessesssecssseeetee Q10 
GAB-4MANIFOLD uv.ssssssssssssssssssssssssssssssssssssssssssessen Q13 
GAB AM sercrac cnc sustats siesiuvindcaleeticou tala: Q2 
GAB-AMP-2PT90 vocccccccccsscssssssssssssssssssssssssssssesesee Q4 
GAB-AMP AS aaacccsssssssssssssssssssssssssssssssssssssssssssssssssssssse Q2 
GAB-AM P90 ss vccctasassectsanasucbait secssanasuspasmnssea: Q3 
GAB AMP IAD a saastanciancataneaiarssatestanetuusercnntrn Q4 
GA BANE Y 900s scssrusestusescoreteroe tnslovte fbpvepstsdedesves Q5 
GAB O/B cessasteronssteteiananictecmnaay at aia, woahersiectn Q11 
GAB-GAB-2MPX caicccccssscssssscssssscssssssssssssssssssssssssssseee Q7 
GAB*6AB-AAB  cccssicaccnsineinedoniiniwun aesurantien Q12 
GAB-OAB CAE P si snicohtwiernsinsaetna ite wilaascan wane Q9 
GABSOAB*AMP ; ctccassatoiuila-aneieaiosostsaiielonionnertis wats Q6 
GAB-GAB-AMPX vaisccccssscsssssscsssssssssssssssssssssssssssssssseee Q7 
GAB TON BON Bisseau tut cers hterenshaieuinateetanieat tugs Q12 
GAB-GAB-6MP oa.cccsssssssssssssssssssssssssssssssssssssssssssssssssee Q6 
GAB-GAB-6MP90 wascsssssssssssssssssssssssssssssssssssssssssssssseee Q6 
GAB-OABSOM PY aio’ tecscarccsecansabetarssan nsvastartebicsbs Q7 
GAB-GAB“OAB scsi eronurnvisiaintimanautianens Q12 
GAB-GAB-8ABMH unsssssssssssssssssssssssssssssssssssssssssssssee Q12 
GABON B 90 i sssarises svtsavinusdtscnancstescmssndesainssetsaen Q11 
GAB-GAB-BKHD ....ssssssssssssssssssssssssssssssssssssssssssssssen Q10 
GA BSF P acccsrsesseranalagattncataonsnnentvansssensaousnentaare Q8 
GAB GF POO deci tseit nei ate daalnan bss Q8 


PART NUMBER INDEX 


PART# CPG 
GAB OF PB RAD swicyisntentancnreuuaeaia anit undiciunin: Q10 
DAB -OMPA-B KAD: si acastcrciteducstcosnnadsunnstedeuenaicenasteden Q10 
DAB OM IP auseslsccsttoatsel ccs ashi’ dtieasash letiewenie Mic ccdcaaed Q2 
GAB -OMPS2P TIO stn a tuob tales Patent acact db taen: Q4 
GAB -OMIP SORE -crcoranstetceteunietsenacanestoreemenamacnnocant Q9 
OAR OM PA de. seticcctautiainiiaddicatanddiiauesstitteaibuedenintn Q2 
BAB-OMP OU scccnactepaeirumavearsiananteyanctins voxaninactetuanait Q3 
GAB OM POO: ce cecceccceencand veateacts tucnean Suacneanaunen Q5 
DAB ORE ORD sa etetanieNataicannitslatem ad sincens latte ties Q10 
GAB GMIP psa sarselant dc adnatedyasdtitbendaicaiauaytibdat Gaaliiitis Q2 
DAB OME AD 2h acca cectne city goeunuemnioceneniieectuansnacnucatires Q3 
OMB T ON POU anhatati sli aia Silat desis asain cli tedt Q3 
DAB =OMIP AOU rt steccduattensveriusteterennancasleecantate wtuattentiutis Q5 
BUG et vcsahcuaae ten ciara ec ecnadi nent nemcanntnetae Q1 
DAG I SAA KOE T solsnanusiticsctetdican duce asd ica Nac. B52 
OAC USAAX REEL sietuedseeinterrerdiatmseimavadenedtts B52 
CAC A Or PON ics crn hvaceaienecuertnendstenmacncecinnd K14 
GAGAAOF FON G0!) situcasticcmsiattamnatinmiartantn: K16 
BACATOC F LONGO Sm sitsceisicamucvessrmmnaadsiecheetnecines K26 
BEC POO) cacinruateacta mec tiuaauanl maenacadtanniamecncneu aan K6 
DA CArOl 6 OS ta iiusaissianaatuatdcnatatelsam us lioanidatias K6 
GACASORS Letina obsnaevsa seinen teeacathenea seine Ginat meters K34 
DAC AROF 5 BAD ecirrcaniasuenriecenunsiuatecnnarincatene K34 
DG PsOl SOU ealhais Rea Calta satiate tesla hetauialcaleadanitis K35 
GAC AOR SX nvcvisusresescnitual weeauneauncniveapatyta nneabtselees taal K2 
OE FO A tiaeiaiat en sa noccanaie icant lniecumcnnstindeeai K3 
DRC AO AOU sate lictaneled a auen anneal uote eeu lennsttee an K3 
DACAOF SAGO = 5) snisicnisiacenatfeaag tection dieatatanutaenntees K4 
BAC RrOl 0150 asersetnimectnantencctincraatanaceetinctninueeed K2 
OAC AcOr LON innit aiadnismenimaliacenaserctansstatina K14 
GACAPOR RONG 5 tecioe stvucnventrneattentmnsustentuittuctgte K15 
BAC AORN ADS scausccaeescedas cena aiuiainled Mectercs K16 
OAC ACOr TON OO i cctcace tei tonatiaie nian Valea i stinet K16 
GACAOF LONGO>S ica sucseireetacuevncumeeisravessliiaaden K17 
BACAR OF RON TSA SP 4 cccenceauatisecannetuteustavcseneaneuscele K19 
DAG Aor | ONTS45 P00 ascasisataduinsieedienrceiiset K21 
DA CAZOF TON TS4S P 90-5 secsrevsescceuivnsnecimavennceniess K21 
BAC A OF PON S49 Pao cicievticenianaenct denis tuenian ue: K20 
OAC AcOr RON LOO as sitcnsisre tonanistat fated oetaiuuitiiears K18 
GACA-OF TONR 125 Pca cout avcivaricissiagueenadondlianiies K18 
BAC A-OF LON RIZS PQ sccimiescetconsevcarcenkeoncanientt K19 
OAC AOR LON: cicdisate iasccsdatiatedanastal sat disseny. K15 
GACAORILE sacisiantvuinssael vmnrncavtunnvedvaul we snnaitvatonapael K7 
BAC A OF GE D0 scan atreraaa inven tac tcenenntantan. K7 
DA CACO MEE LOU) sce teat ncuie taccat let nani tires eed. inn K8 
GACAOA LES G: cciusitcrctetiatt semaine Ah cteu maine K9 
OA AOE ED ocasns cennccestcrentaneatomcintwetanaecunenraurats K8 
OAC ACOME cscs easadslaediabnnaianiaanh ala Ainect ait K4 
GAC ASOMF AOD vsicrcutevessicenuvehneenaensttveniaunneneaiae K5 
SACP OMI sccoccatatacedaa Tacencdltaces codaa anenaenemetatonit K28 
OAC AsO MOOD scccrseleatsicraet taletie tate tate salataiesnitheat, K28 
BAC AOMIOQO sccscssacseduwnrauedanatyeas ccineavauserutermac tie K29 
GAC A-OMIOL 34 SP csiccscercenravcenuemhesconcnmicvemsentieycens K30 
DAC AsOMIO SAS POO citar olthaubatebedtecaniaates K31 
GACA-OMIOBK AD strccccmenverssatesiuetinadetecennvesasae K29 
BAC AOMORI D0 a sesiateacicccastditens acuedadiacioncat K30 
GAC ASOMIOBKMD=S aisasrsstcncnacce etnies K29 
GA CA-OM O25 ciscacscvvsucnuseti sinereleeatbatinetaiautnanedinueist K28 
SAC AON Oia strecancascaeonatnnutnantenn mee iuecmanacmnelie K1 
OAC AcOM SAD stig cathe diana didn hada acaae K1 
BAC APOMS 90. ci saccwuncevearatsreatenentarramvnsaccninenaitaints K1 
DA CA OMSL rtccoredcaisaciascnctoesicanasavnSauaraminnsncdenat K32 
DAC POM SL 6 cor ccastllates Geeta ianlomeie trast ine, K33 
GAC ATOM SOO ie aalsattcetancsaltiaeaaeattietiea atiecsnnlate sia K33 
DAC AAO MIBOIN x crcosensitarcnraunicctenasciestoncameeccneeaieeuctts K10 
DAC ASOM TONGS sinterisacninayd amtentatecmintecacctanss is K11 
GACASOMT ON4SS: scccsrisciunisieeriear ued autiaebsnnmmearatt K12 
BAC ROMO OO ccsticicencsretvta tte cealicacanade saat tea vaacent K12 
DA CAO LOIN DU Sis uttstccsn iliac tahicaue attinbel dined K13 
GACA-OMT ON L34S P -ciseiyitecinetduiacemadvsaucieevondent K13 
BAC A-OMIEON: Sis trsanticcernentacivaacienuctneiienecennenicet K11 
GAGA<OT ORS xicutihentuatiahienlalahnatsanteatshantias K31 
GA CA=7M TON tivcssscursudancecsteuseotueneivecatessleaveorsuaviles K10 
DACA EMEOIN GO! cc.28 ceacananatetaniescenacadiencieGeneesenete K12 
OAC AaI MRO NeS-5 eltiunroctiseolsictnutetimmuediccts: K11 
GA CAGE SE. cine terest cual Gaistncedia i ntacnsa euler Goaterucudet K34 
BAC RROF 0 EAD vi snenceetsnaaectsnentaenmauemmencaaes K34 
DM GPsOl OU isaietisadchaiala acetates ta inca aalehansts K35 
GACA-GE SES P stirs vicsurnatiesaaraesasnesiisnncervanentatwonniente K32 
DAC A-OF SL TOR OP vicierettiwciracnheaaueth etammeniiocistat K32 
OA CAG Oa airelfecesiintet nas treteccati tet mean ualienar edad K2 
DAC ACOF SOU catstsnuscecacstina va naesancanaiansvaanehoactarsteacne K3 
DAC ARO RON cea: scactenusnpistonecateuatineteevcemeneatonetanie K14 
DAG AGE LONGO hin tercciicecmmatsainsasmecasnaicast K16 


www.gates.com 







PART# CPG 
GAC AGEL Be icievenss eeacvsimceava cunt teiyectriacuelaateitstouacldenis K7 
DA CACO MED ecticitacsetucarnieca ivaduatcuenientaustleveseidetbatine K4 
OA CARO FA QO titostacdutetencarsica tutes haattuatsucatsebaticatent K5 
GA CASO MIMIEA cers erccteetsdesicati uivesiioula ivan lndeaneeiniulst K5 
SA CARB MSL sicesconscananastieatea csaizananti teeacen cueutteacrcionse K32 
DAG PONS eG ical sdahcatlts tated dad tnt tails sities K33 
BAC ABMS LOD. siwesitic eee cualvarinerstintrnaniertucitanctnes K33 
OAC AG MIO IN sass at ciirnegu cttateicd react K10 
BA GAB MTNA D i ceceni lotic tialsceuiddat canted ieconslinete K11 
GACASSM TONDO: teisciectuicuea vatastaaiestudsmeduntustanstetole K12 
CA CASO OI se uscatontciasltrea cnet uecacancas taeaenesmanaceemarione K31 
BAG AaLAP LO MINAD: sicoml sicsctendd of sued vornetadidel iat K23 
GA CA LOE. POM scicsstacdesaaiuuhe vetudutiay uelausenauiiualennts K23 
OAC ATOR ROMINA D asics cconsetdcncsrcenttrectantesdaecartdatings K23 
BA GAH LOEOMING Os iccstsicttecaiit ofsvceubendte trans hse K24 
GACRSIGE OM Ns: asvestiveatiatsincentractitostalancucsalnste K23 
GAC A-TCE LO MINAS aa snisiscaracatvchernmuniveccraiwementitas K23 
DACATORLOMN GO cscs schetones atisivenls tutu aticuane: K24 
GACA-20F- LOM seuss taitetetiitin vasaabbiantesiuticuisalsiants K23 
OAC A=20F TOMI AD sacitcssconnatcacciradataoceanontacwmmantsnes K23 
BA CA-2OETOMNGD sciccsuicdtictusl oteceat edie veelsetar K24 
GACARLZS P ssuesitaes ult saelcesuaesdieeiatuwesidundneuteudasouesiatee K9 
OA CAR eS rears teeceseaiaian tures eaeaemtte attest lteat K9 
OA CARAS PAS woshecall srt tate dieltrcatec ab tcadatcaly ts K10 
GRC CoE BO: seuarcicedienucaletutaaeaceliRutaaielubdarwutaauncaulys L1 
DAG COP ON acral cinsaeateeaens saa accaateatueautatinnleneconarntine L5 
OAC CHO DOINGS decal lasectiateaicatd ithe tata alalcats L6 
DAC C=GF TONDO sis cectedicsistivesnccssamvasendacbioegnudthaentac cent L6 
OAC CHOP scciweceninatuarenatsueanesin twas iusteunindieieeatenes L1 
BAC CoGrL E1345 Pit isuuncuurantacni denna liam seten L8 
GA COR LS WP a cialecnastsilesu lucas tucetptulaianldutachents L8 
OAC CaOF ET sraaccnincn ices aitractanad nance necomeralioat L1 
BAC COME A scat sah itecenetitol mati isd ia catiadacectevsatieacaiaen L2 
GAC C=OM AD a0 vss tenctestuccctaveennlinnataviuaenacumacmudcasde L2 
OG CeO tcre ncaescacaraests ste contantuninte steer miuncincers tae Ei 
ORC CON OO ish cies sitet sil teat netirsiehed ate L/ 
GAC C=OMIO BED iy ctacccssuaveraushiytveicwvansatesaitentninan nd L8 
OAC COMO B RED 90 ts ac vodieneesceracadinctnuenkenemeamt L8 
BAC CaO TOWN sexs’ iecateusshttectas Manan liens Means a L3 
DACC OM TONG) -cccsccatecteientshruslonersebstadicuvestaestentasc L3 
DAC CeO O NGO crac cittcrcensecnacnthoeteaitenenecnsis L4 
BAC C-OMTON TCO siticwiutsatctn santana sndtemaatthuat su L4 
BA CC-BP TO Ntscy ceweiduciectendeadeathandiaatie csdduuchuaud tactic L5 
DAC GeBE TO NOs sX ceca castasens doa tacanntuisisetadind wusewteaaees L6 
OAC CORTON L345 PO va tircesneectlacsen i hecmccateent reat L5 
GACC-TOF TOMNSGOLS4S PH) wiccsscsactieavistucieantorsvedneedes L9 
CAC CAGE TOM NOU cenit ieccastiantecutatiiniaaatin da statceteaiite L7 
DAC C Pol DUPT sshamiuisetimaadtnvetla sth catiaeetaaene B53 
GACC-PSIAR EBL wricitanetaeirniarenatersiaiediv drew ilareauae B53 
DAC OR ce ceca esslcceacen ti eecatauiea taaen aatnearonge naneeuaiee: K36 
OOS each catieanes taal ic act adits ataal alse H8 
GB EF 225-9 reser anceateisnceraninsedsint catiausamcnn edsint tainuane H8 
GEO FAA 9 Ouccasleccnrveitentomtinocemnieeemmennaes H6 
DBAOF |X O0M 55: stitairea at catiea trae ciel na iarer, H7 
OB HOF | Ae5 Or rascantyonutcest sasucetsihtesta lot vadeiaiiaeantaat ane H5 
OBO PSS. ucanacts ita cn dun eaaneaeneasi dad veneer nwivetnsleas H4 
OOS) sca an austen site caest isd acai te caaldaia di cave k cease R74 
DBO siecck ithaca detoesgedsianehlausstaonetadersucutnoduuaennss G35, V18 
OC SA IP cerca iucseaitiectuanenaiedsuneceniathiacitiesadscenuenivas d 
OCT OR EG scahetahicen i atheataitiasiia induct: 02 
BC LE ORR Fl Ao sicrenssictlte vascesatiastiielts deatbshaeaalt ate 03 
DOOR E| N90 .ciccmerthdnsenatentnmein vena daimecommrnen: 03 
OCT ORM Be sesecemtesit ciate alatesnituats aces lntaa tia itd icaatat O1 
GOTT RMI: succinct siettdasausestatianne dua tueanutn Sudeanucumnctameuets 02 
OU ORME icarc seeds ciaatetietsi ia dhetncoa a tcauendistdita: O1 
OC LEOR ME Kass setae aiicta antenatal saliaecss O1 
GO TE-ORE] Mcsucevwiaiaieradcaratdonntiasytadaiasiaiustadlisebad des 02 
OO TTPO RE| 290 ac ccom rteassenarenceuet enemauermnnenan: 03 
OC TT ORM Be sstecemanaciccetllataniattas callie aN ata iat 02 
OC 2A Tea RMP ccm suslaiaiaasestaliine dustin Mueimucemacmmddets 04 
OGZATAORIE FOR K woccacavesvevenacivanracnrecomenssicinets 07 
BCZAT GREE ORD 49S: cual ect waisecdiahinaliasttena O7 
BO ZA TGR FE OR A905 vctaccesdial oe cistasteineaitublone danklaedens 08 
BC 2A TRO RIE oredr adtitsceuea bias curr datixansancabonicendotieaces 05 
OC ZA T ORF) AAD wcckisecadhinn: ccccamaeotieecnioel die ieocseuatsles 06 
BO ZA TORE NOD cts aitsctalaa tanned caeritetabad vues aetenhats 06 
OG Zs By aicimees mete acid ed dgeeutnetieectnieduorinteanaieds 05 
DO ZA TORN wont dattcastal Aina celeesiathal ioral asia he 05 
GGZA TOR MP cccusishutcsasestvotenrierslcnae iuaditumaestbienie 04 
DG ZO Fea ecisetacna canta adit aa enacenecncusitdea beusaica 04 
OC 2A TORE) Ae vwaniol saceabvscticcarlladtseceulutaaeliinatsn 05 
BE ZAT HOR E90 tessa tacacaiultet sets ipsa daateadtaltetits 06 
OGG a Bieta cron cnsauncarecronadaestecoumanucinennciatts 05 
OOD A RIM Aen ottiette acta tatscitanan teed aatchmanica P11 
X93 


PART# CPA 
OC eA IY Eel eat eect lana carn tentauaied me 
OC De SULA as cae ne ald alent legit anaaghegecneaeteenesnanas P4 
DG O-OR AON, Masih lsu Misechta de nraal besa iets cuee in Poe 
BO SHOR FORA ussaveucttussuajsr tna lauditncaduieatt uaeiusand P9 
GCO-ORFEOR KA 90S: teaensecconunenacmmaarstengnnrvcmannte P10 
DES ORD tice aaa shales aaa buen eats, P2 
BESO RE) AAD seu csciortnansussnay Onmsaburnn a tiesnmttnivaetununises P3 
GOS RIE OO cctceraetsdcacdhaanteectrnuarsractaeateienminedlentnt P3 
DG SPORE | OO cesierstcasas iss ecanandicanre sii ria leash tatacttl cae P3 
BO SHOR EAB feds sumer ie sietssier sees aide eeatasme hes 82 P3 
GDS DR FS As onaiaesacesesneencuienareascenea dean tineneunteserinnanths P6 
DE SORE DAM aie sduraibeiaars Cai iialat aaa a uaahtea P6 
DC SAORE SAO vse vecsval tecaitian hve uslstiaitivniynlt an veauuarshtites P7 
OO DeOR OA DOL: st eacenciiteomurain seentenrammnearnnannins Py 
DG OPO Re oD usisilads cart Aiteueat lid cacnt us esate ots reaet odes P6 
BG SO RUD cticeal ee cewaaael a lntatatting ante ca eseaacenatcatts P9 
GO ORIN EA cates cecrentcromecnceciteuatcauqienrcmennts Pil 
DEO: ORIIN Wid seas aals gerne hues ests use tbat ad hean ait P4 
BE SOR MAES ccautsratinmsantscen aus sammteeratiaian tuted P5 
GOO ORM AO Occceccrndreatnaateetnadaracduatigancitontn P5 
DG SOR | isiacaee ys diloce ts at nse hi tacatiadl Saal a dicme ats PZ 
BG SHORIDU Picasa satiate bet oxataasliesnaalaatitedatend sitaat oath Pal 
GEOSDRIM ED wicacenanti cn tiedicshuncoraeReeotiedeeytorautaataeaed P1 
DE Os OR or aaa aie aalaah tana DA sind atin P4 
BC SORE) SX elstsseimeitaroncumaigcartmenatetseevnncoauecanses P7 
GOOG Fl a7 45 aia ttcaaneuneeeaeamutatacuetetaunteratucanitdne P8 
DG O-ORMIN Accents talscneluattestilidtius saat aelals P4 
BO SORIA cot aca ase ielicai dt acwane eteretathiteud atti P5 
OC OG ADDR srsgumaccansrenmaemanen nae antequatened tai B4l 
DEB OA A OUR idl serial stadia akelala ated aatae B42 
BOSC NEAR EE ly cesta testuavorsieoiuavetavsnteavetuneraueredadernes B42 
DCO INE Bl wan Avec eta actame aotvenntn arian dain ant B41 
2) Gio Ba) taal near nerenrece tee tree nyeceerren nen errntrere B43 
COSA EEL sca iu tupasetecucat eaeuuechstadtaicn yi laetatetanagesatt B43 
DOOR A SUR tl seicsescenaindintencemenemaicateurancs: deawucsnate B44 
COE AR ME Ae iculits tren tatinciiadeteca ance ieatrccs P18 
BOSE -4R MP ecvcaaccssaptesencenniianatcsnnaenndeineinaancenuiinrats P12 
OC OR NA eiceva ce icect dent diseaacutans tie tlieatecu anes: P16 
DG Ie SRM OU estate cet acressclacedte Natasa tetas. P17 
BOSESOR EX ce diuathdtinenctasanuduarnaiPnntealeutannaels P12 
GEDE OR FAD cprsnetacananciiesmenetuesrnvaneototossiancates P13 
DEE OR OU sath csttle titatihala ieecitch atch aalal salad ati P13 
BOSE “ORE SX ‘ss tosacpinuieoneastinns trganttaastonenntinantnguaeinnaesers P14 
GIDE OIF oA cacush wcamuntracmnmnh mamenecmmanna P14 
DE OE RORE oD Ui: aiaaest besntestnelehahal Msaheee tone aa P15 
BOSE SOR MEA ccitsccsieacuihisidenGnennettuudlveniuceneust P18 
GEOE OR MIN, sccncoeanecatinagesiuqroraencyetnaneatacenauesinateres P16 
DEE OR MIG aacticctiets Ui titel a Muha ih lala ald os P17 
BOSE OR MIX 90 a ssiccisatresrcconnsinnaccearereeuesineanamnceneannnats Py 
Oe = OR EE sah daca tatt ctecnt a con ag cca cc pcon tetelicucttee P12 
BODE A REEL si aianiccMeeletaunaah icici tice n B44 
BO SM: A SOE aesscescaraedsate tessa Hiaenesn dene ennceisesiiaandneave B43 
OOM AEE cirtucctonmncacdincra nrcencatescanacanuucetcaiiest B43 
OG 2 OF Te eashatearccitedadnetta la ahaalieoat hahah sete B46 
BC AMP = B i rcestauceetiaenan te ciauiiuedtarnaneattaemnuuncad M1 
BO AAP SiS sracencaal daseidesveacenacat asta denusenaauutuauaed M1 
OG TAO | AS oe webitsescah critica alienont att iesant eidecathcabeh M3 
BO TACO) AOU ceases bansnedeenees utittebinaditarchibartaltabnetedt M3 
OG 2B sess crustncsntvacenimnrn tn cecinvosvaetcluntarucadiseinis! M2 
OC TAPOR NSS aia Aire ahd raat Neale acs M2 
GAGE SAAD sarc catdeaisaetnitetixaneecectatvtyetumanusdeenmuudanal M5 
GTA OF SAG Os Pe cere acetacharcnte ocean earatcnatdicancetneadaatas M5 
OC TAGE Se Baca diucare tren las iatan atacand anata M4 
GC TA-OM IX, ccactisstetstecsttinuccitracrmanebratimenivataanenacs M6 
OOM Di eanrnendineu tence tunneldacttreitnancieciasninre! M7 
OO OO es cauitsreh ait abil atenaatla deat ibal M7 
OC OME HB ricicis dastianernietnanea cine tuvmanemeunuudend M1 
CTO MP eS Se iacinatStaatetat arenas Giceta ea Menanaeucnesteded M1 
OCT catateaitu saris telieeNaiaaials intenta tine B4/ 
COLAC TA GTN sestarcuruieriariaernccteitadcenteaiulencecietn B4/ 
BAX CIN: cwscnetaconceiancencreteseneneantnincmnonituencensecdted: B46 
OC AR TRIDG EAA scutvationluhen uigrleaaulnaatacidte Q1 
GOLA MIP succehastity tis tetatevenndcenayvanaaeaustermbentaunudurnealis L9 
BOM ZTDLX TE A BOE rcataccent anentcsmcmatactvncnasessiies B22 
OCMZTD LEX TENGIN a cotseass vba iomiuteelaceamlediecebaites B22 
GEE GA A2DE | cteiacuneenatsaiiat dadhesneatiusueadeedtans Bo 
Oe aD OF i earcnacerseharincttnedranuccimemaretennncncaenane BO 
DEP OAK MITE A 25E 1 wails a ieatiisiieel ce teemaieta. B/ 
GEG AR-MTEAC TN sccuseaierss vostussntinrnaternusedsanracwonnyusets B/ 
OE IN tar tacacarceatestemnceseeauieneumcante anus ete BO 
QE ice 2 Oral oti rary isa lsastaata cata igadionanll cat neat peat tote B3 
GER GOL AC TIN sccteinctinatetednsaucsteliameneltadiant say asate B5 
GEE Ge MITE A ZOE iccnanscsecnncteal pt crueictuscateddtanceste B4 
DEE GOR MITE ACT Nias actinic istiieat edit n ttle aidiat B4 
X6 


PART NUMBER INDEX 


PART# — tC“(isCiPA 
GEE G5 COIN tstpernsinearsnnciaven site tiunedasdiane B3 
GEEGOK XQ5FT cccsssscccsssseccsssssessesssserenssseernssssees Bl 
GEEGOK-MTF XQ5FT cccssssecsssssseressssserevssservssessees B2 
GEEGOK-MTFXCTN cscscccssssscssssssssevssossevssssecsvesssee B2 
BEE COC TIN cs sccescseieicieictaceclnaettactianausaare Bl 
BEB AMP cosh od ccensesserdenle eantar cave ehsccessasth: R16 
BEE OF BBM sce texerct uciciesdahactunitcpatereccte Ul 
GEB=6MP. acc sccacsncscceaiiss nceatassscanaviecsanatadusonees R16 
BEB COMPS uccoastscelanaeh enaentetiacantacattinenndt le R16 
GFBEFOR-6MJ scssssssccsssseccsssssesssessessssssessseseseven R68 
GFBSPP-GEP sssssccsssssecsssssecsnssssernsssservsesserenssssens R66 
GE BSP REG | ececied erate startintateccscastaaaide R66 
GFBSPP-GMP. saccesssssscssssssersssserssnsessevssssssevevsnsseeens R65 
GEBSPP-BMP aaccccssssscsssssssssssssessssstsvsssserevssssteenee R65 
BEEP CARS cut ted Vora heeay ona uee a R75 
GFBSPPX-4M] ssscccccsessevessssscvsssssecvvensevvesessevanee R67 
BEB SP PX SMI cscetefccicicssecsllesdstatsttnces ties R67 
GFBSPPX-GE] X sssscccssssecesssssevssssersvssssevensesserasee R68 
GEBSPPX-GM) cssssccssssssssvsssscvesssssssssssseessssstvesse R67 
GFBSPPX-GMP9O cecccsssscssssssscrsssssevessssevssssstevense R67 
BPBSPPXeGEIX scents acnuttonolacault faecsta R68 
BEBSPPX OMI aercscie unin dtewiustiindieareuee. R67 
GEBSPPX-1OM) cecccscsssccssvsseceessssesvessesesssssetevevsee R67 
SAC Ae cae veterede aes deetstia cual actus aloes R79 
GNU heretic ataceciatare casataniuicacd eae R72 
BEDLXGSM]. ccsscsacoutsccon ans ncencunacinneciearemnatsseeee R72 
SEA via ade aie ee V17 
BE FOR CAP sso senso: woaiceersemeacisauoine deveensls wiecen R 39 
BRO R KOM cic: cos cater tinceame R47 
BEG eee es clare eal eee eee 
BE OND cee cle eta oaidiaads ae teat R22 
GE VIS A cutee tt otentiended a tceateditincteee akcat' R81 
BUGS GM set icewebe secant ecattsis acthte nell Canals R81 
BEIGE ete chand  Ganstancd ue Gia eee teas R81 
BEV UR etree tte eect alt deatia a tatintaal R 36 
BEAN OO eiedeeee atts tetera ecto! R37 
BGP tee aiche fale acciahh tnceadet Auch ac: R37 
GF) SGM Pete iacaceinccsdenteg cu neccatatee or nstesaseoans R 36 
BE) MCGMRO0 cera tcurctiateusicadsctoccnsinuatessedsloteae R37 
BEK GMM sissies nenecovsserccistsnadeustesteaentite wictetatove R83 
BENCH Ponceau et cose seelste ve tencpancclavccnhrasietciced R82 
GE PE Pate dane eeu tiedtas arian ie R7 
PSD ec tecsesen cated esta attutter acannon aaa R7 
GF PAE POO set a lceesdsoct sce assscanthastestaraesioeeceleased R8 
BEPE AE PN cic tint ase diuctienuse ait ad ue R8 
GE PeAE PNAS caus ses dunes cen toctaeelasasia te ovdentostar RQ 
GEP-AEPXO scccssssscccsssecsssssssecnssseceesssseseseseerenses R10 
SOE Pine teeta hia aale hi telbaesia a R7 
GEP-GEP-GFP ccsssscccssssscvesssssevensssservvessersesessevnnee R10 
GEP-GEP-GEPBV vssscsscsssssscsessssesssssssssssssssvessseeenees U4 
GEP-GEP-GMP sacccssssseccssssccvsssseersssseesnsessevensssseeens R11 
GFP-GEPQO ssscscccssssecsssessevnssssesvsessevesnsssseevsnssevasees R8 
BERGE PBV 4:5 sculcceriet ude oersalccetuitacetewetedel U2 
BFPO RR Gases itr he cane aie eee eat R8 
GEP-GEPXAS scccsssssccssssscscssssesessessevensssseresensersnsee RQ 
GFP OEP 0 tcccesecaceecdes centstvisett acigoeccl ices R10 
BRP ON PIA 5 cceee certs es Saree tet inaseesn tseesnlbetcan R4 
BEPC EP ice ccricehle a tetceieees Beatelntses R8 
GEOR PN AS: ccsccostursercecurseicsnssovteesctatersasrnatiees RQ 
GPP SER NOD eee cetrauldetsssne wletae ot nee vodrant) R10 
GEPX-GEPX-GEPX ascessssscscssssersnsessevensssservevsssseves R11 
GEPX-GEPX-GMP ccccsssssssssssersssssevsssssevsesssseesse R12 
GFOBADA-GEP ccccsssscccssssescsssssevensesscrvesssservenssssee S1 
GEOFE-GEP cccessssscsssssscsssssssevensssservvesservasesseranen $12 
BRO REO edie desea acti seems S11 
BEOPRoOR Pen ice cea een numenadeua aol! $12 
GEOFEH-AEP scesssssccssssscvessssscrenssservenssssevensesseranses S15 
GEOFEH-GEP scesssssccssssseccsssssccsssserssssssevensssseeesse S15 
GEOFEVH-GEP sssssccssssscscsssseccssssseresssserensesecevanses S21 
GFOLH-AMB cecssssseccesssscscssssccvsssseevesssssesesessernnses G15 
GFOLH-GMB sccssssseccosssscscsssscrvsssseecsssssevnsesserenees G15 
FOU S UD crest catet heat ne arse ote teen oe G15 
GEO OR Dette testench at cle tatehncetctereatentenctetees S22 
BO GG ae actas ceed cerradstnconmesee eotarhoeassees S4 
BE OP IGE Pees coco viete cash tsecasenre ton Maecenas iter 4 58 
ETO Is care criesd lecatauceieere eine eeetcon B27 
BG OO betes ete eaten ele B27 
BG OO Gah aaa tea atse eel canted: B28 
BG THOGRE EI: cesses on ectwahiricoiset ohactedsceaestoetch ensues B28 
BG 1X BALE ses soctncassnitorscelcenceGeanneetneracnsie B27 
Be ad dete ca alienate ta deeate ote B27 
BOD KS0FT sccsss Srerceeceetscretaeone ld eects essineataceeree B23 
BG 1 LOOF Besse lasers laces nineettasciniteacastiasicats B23 
BGO bison rel tna es B25 


www.gates.com 







PART# CPG 
COZ LA RE BU sc nictia iciaueevauilapeiiauuiousasuitrvneetauarunessets B25 
OGI2 BAe radi ntcutdeleatcaanie criananelultacnn ah areantddiannn B23 
OOZ NEN OOF-L sic acctesabstyiraieiiatetadatnic sence B24 
GGZ TARE EL sicvedtisaedsunanduredumamtaurelaulitiatenuicseds B24 
COZ RE EL ciccnrcanvcencanmiucnusmeacene airecvtmcenneancatin B23 
SG] i. 0] al Mee ere rerrar rete eee rrner ean Tere tirr B34 
BGSAACTIN c, veceusunciedaanmsenencinnntaiauensiintuatinilnseatene B34 
BGA ETO DX cccaccaramntencne at renmaanaaecunintate G17 
OGHAE FORM ADO: sce csacansy tactics vadcacatatsitat G19 
OG AFF ORXASS=1 OX ee focasiensancictinaemumrncauiee cnt G47 
BGA ROR KID 5s secconcumtepaterntieened mea ahanttratenetate G20 
GG-AP FOR AIC. st incaiiiaiiaviauninaldaaanican: G46 
DAE |X: sre ucsustonecensitl tuuaeonny ieatoial tnasuaitlnmaucnau cna G8 
BGA NGS ahrestos cs yaceawsitaancaamecsilsptencsiaantmianeiy ities G9 
DUA FASO emma esos eect ieee eae ened, G10 
GHA | XOOS: arcrwacastie Gateieanadenants eater mganine ner G10 
DOA [NSP scaratanshesamentiecnanen tecrtnaiderguanenmecntenten G8 
OAR Pinshi cam ian tetas olny Aanahaie kuti taal antsy, G3 
OG APPT OX ssniessusrrravocsninadenunsianst woesuencinernani G44 
OG AMIB SP Pracecushencacty aces tell yeasenisthntu ree aanueutetaeate G37 
OLS AIMIEA cntiettes ant cattails d olemie stances facee G26 
DG AM IAs  utcadeeveencetinas vata ciind ittetoaalenntoannedumnatanatnl G24 
OG AMEN AD sans ucccocetariascovasaerennicsutennsnecamerteaetay G25 
DOAN GO shui faite aad aint anue adie G25 
G24 MPs i olisccsidawrenieananneractun vncatanacitieantinanatenne unit Gl 
GO AITE  caccaaenc treated cetantn aeveaae natanain hetadletat: Gl 
OAPs OX sitictanciuta lene siete ualneeaehiaat tals G44 
CGA PK ie ctunviad eseucnptiatinniactiui aidan scamunn lenis G2 
OG AMEX 9 ceacenciceencetanesitstanan shay canauitantonasaiegtanie G2 
DOE | Airs aust a inate es abit) cael abs ehb G8 
BOGOF | ASP a iceusiasinciatienntraranneeoiantersinusteaatiuateveantnls G8 
Gi MB itstrenasaliscea seractncsssacatmernaoewnanemanatuert: G4 
OUI E A cesses ies lat cath elas ace tae G26 
BGO MIAN utcadunevamartintenstrind taeceaenldleaesaccumnatanacnl G24 
BG DIMEN A 2 ha. scccnantiecseatesteronesnatnerneanavcamenteaias G25 
OO OMX IO hich te iatitnart anlar amtei lt a kia G25 
BG-OB SPB)” sicissesssaiinsanernnsvnendonntleenoatmnmninnnnen’ G28 
OGrOR ABD srasdncc wat renavent naam enaateann arate G27 
DG OR BEE A. aco asledanaiunicnuelecatetataraud nenennla: G39 
OG-GEBSP ORK x cceitecicwidevaeRawnieadeuiceiuetuaticein G37 
BOOP BSP OR KAD scscinasstvrcnsgunsansaenseretgnnievenracs G38 
OG=OF BSP OR A D0 ialslctiel sacha adedsibattedealins G38 
OG-OFBSPORXOQOBL via ierssisstaunssinesatvectouensinieuates G39 
OOF GO BX so csccstvreciateatenctuae dalterah a ancaaremevecatane G17 
OG OF FORM ADO! sider caren sted ad acahseadeenant G19 
OG -GFF ORK4DS-1 OX cetaecanctessandibeunin auneecis G47 
BOFOP ROR NUL irccrsicitiecaacnatertranveusmenenice G20 
GG-OF FORK OOM sss cuhcarsialcianselddaraaleneisaleias G20 
OG-OF FOR KOS i ves vs sriverincl nevanmesnveninatune venaeeeel G20 
BGOFRORAQOS=T OK: svicicserccontnarwacenciqacnduartuean G47 
OG ORE OR NTC A tec hieceeitie aise hireatniicams, Soca G46 
OG OF ISAs seins tachinantieiniseaiicnmadtetsagene G43 
DOP SK i sGetnner sss aceausnntecseneranteactacsenucwaucnty carne G42 
OOO | Kirstie t oe ala tte cea tats belts ues ucla te G8 
BGO | AA 9S yicsisel rv sesoncesansuantveasanaetomnniertnmnnnuanc G9 
COOP | A OK sivssates esececaeetatawtad osiataracoctedant G45 
ROE |S Le sates iscsi reeni heen cast nae deiacea. G10 
BGHOF [ASO cristae bitte dacactthsesetirbtaandhaceanatactsa ows G10 
DG FOF [SN 905 ca atinescsuctonernntuautanacenaninnencn eccete G10 
OOF | AC siento aa anal rt alts alae G45 
DG HOP RX si ccdeersxtccust ores ssvanas nel wtionuiusstaeasatl aetian G41 
BGrOPIN AD -ierccecaccnunieatenndaaammaaeerennenacmnnaven G41 
DORK SU oiliataat lasts aes aa lien nla saa a deat eed et G42 
DG OEP acisaircicth eeeucetcherars avaatiianieticiasits eeandinadotartcianes G3 
DOHOPP sl OKs atncenanncunmenanttamimmasoutrennan G44 
OGHOR PD wisaeiinatacasitanans Meas siiien nse Maaasarinaaad G4 
DOP SK, ce vececativuttens sn sheantsateoaniael mieuedeusinieuadtat ates G12 
BG OF S49 scene cacconuraiantnnsia anntn aatentenanecmnnaere G12 
OOF SOU wie isin atin etic ie taeda, G13 
OG -OF SA 90059 waar tisassiiiatsosiies bere nauedee eaten G13 
OMB sts cxreascattecanen cite cevumstesectmnearaniameunratvcnmnecuteates G4 
DOHOMB OPP calscatsiaal scien Cer anal ae catia ival. G37 
BG -OM BSP T scccevsascesiindnccaesniencesnneteead shee dvaanreentineys G36 
GOIN EN sit acacia catia c ca tanta erusaca cance G5 
OG OND AO erate iau alain hain inlaletiatuiacat lane G5 
OG- OME AASB: satacanemsecmn velnaedsiunecdneelinennnibiine G6 
BGFOMB AOU cccstincesicntensniinnmncacvhessenseniuaiondnnmn sient G6 
DHONI A sachs tiet ahaa ated ant ceihis Salen aaicahataahialy G26 
DG-OMPEOR, scvicislhusseticneestatisal vetaddaug edad vetesiuuivan G17 
6G-0M FRORB DEIN sci ca rernaamcetucsonecnunsaiet G16 
CORO) aeeerrymrerertar ccm ee mma tertene rrrren rater trea G24 
DG OM ASS adie vencesanetehacenia ansathanctatatananisnactnatinel G25 
DOOM OO eacsanactiectaeetivatenertnvaiatinteemanecrmammccats G25 
DON) oevitianlistscrateeal sinteartA inna lsat ates Marek tia G7 


PAGE 

bit einai hig oede Naa curcatihcg eet a coaniaceean Gl 

avd titel east nol ntaniel Utsocanlieaseatinideleead G44 

OOM PK nis iets cease dna outcast trcodsatiuracearnesitetabea aanuet G2 
OG ONE 90 inci Geacersentcscnaoniecamuiewonacntinnnneniwn G2 
GON QUE sel aiierah aha tnainea sna hiaianl etree ata G13 
BGO MQ LEAS 00 ices cstaeatavatiatidenttie iiouantesatadusyes G14 
BG-6MQLH9OL-046 oe csceseseeesseeessseessteestensenennens G14 
DG ZO OEE IOS =U 20 a issccae uascmaldcaaiitiann ith G14 
GO =OMO UE ctmcsnssisuetadiaueutertatdsensdcsneebnactanesemnleane G15 
OG OM OU OO-O 5d ii cicciaustuncongasnccdiamvanconiudniveanie G16 
DONQ WSO e UT a sasstesstectaealraaaa ie aonieantnid G16 
BG -OMOLEO0 LOB. 2a: aieiascdnrarecascunulnaianetee dvahexesicanetean G16 
OG ONS sic acess ccc asecrantarel vacenecte acetate antec G12 
GON S Pies tescitlatiatascaiseinia aicuie as italiana G26 
OGHORW J wianteanhieedtaduincesanatiatadekiacontetnbuiattrentamuatiaeds G28 
BGK acta toa gee. ccaaaienne cin gnaencnanceagts areal G24 
OG MAGS acces actess hauaina dinate tiucahs oh tacts atta G25 
OG TIMI GO scicistet cteedteiciaatel fue canada abana tected G25 
DGGE BIFE A: ccncanaeracae dhasianancineaaan asiteemeanncentaus G39 
GOR Boi OR aisle ortscre ects lar anata alata G37 
GO-GFBSPOR KAD sci sciceccs teste sumatrnnceaennumenucantamedies G38 
OG OF BSP OR NID sic lecciavraienintasemnecnimeninetuad G38 
OGORE OR et tiene oars ata tade inn G17 
OG-GPEOR AOS ites rraiciaumnteccimuiuineruadeneulie G19 
BGrOPE OR RAS CK are tsrs conn dst aucianadtnaneraduneeciaten G47 
DGC O RN OU Ess hitches id caliante ai inlsc cutie G20 
GG-GFEORX 90M csc sicecilussint wuss rancasetencinteticeramentes G20 
BG OREO BX 90 5) sacestetatetiicctenaiusiioaces aaitanem ta wninte G20 
DG-CEEOR NIU SHI CK siescsehsaaieed jacigiush atic Aiea G47 
GG-CPROR KT GA vivre csittsvatarbtnmutanebanncedieatnautaiee G46 
BGO Giacca iecscrtentstetnan rin ackocimetiemadiunine G27 
Fs Oe ecto tate seed Sica a aatan at saa etree G8 
BOF) RDS ictus svtacic'atieantvanilennsiaratisanbeaniltnnet G9 
OGAGF/ AA SACK sasiacesa ant aonnsainumsnnincnamen eae G45 
DG Or | NIU is sii en tretinoin inca nhac sets G10 
DGC GUM cactistunastudeceh easels date tettelvmeaGieuge G10 
BGrGR | NOUS scaadiccnnest a are obenanneemcmaitaeenncntn G10 
UO Ae Arnal tse aces senanhie i acautaaea tact tistics G45 
BOE eiesaticuimcaiateint es redtancniadunt du eat enaudeane daides G3 
BGG EP CX ccxnacs tesa test calla connate vee tian eatin: G44 
OOP cts rata est aa ec Adenia dake as asa bit G4 
BG GE OX ca sctrvtiaientheatancathateslananuecaledeatanatinesinaeeatey G12 
OCF AO A cai vacances Cehaencresisnaemnmrteanuncrness G12 
DO OU aera sise sa bataictitt late Na mh sainls enetal G13 
GO OMB seis scectacioncrne deunsvsutanis i ansuintueitarvonenatennauas G4 
OG GNIB OPP asiccertuteascamunisteannaitcadecatininceraastnoaay G37 
GON Bi aia nett ieshid beteacnlG sbcabalh sities sobs cel A Neccaanl a. G5 
DG GMB AGO cast vases oncaah stan eeaasitinntearsian abantenes G5 
OG OMB ADB sicernuciliencathcecnanlactut hacenduatiorrs G6 
DU OMB AGU cecstintaihsstsccds ve leientus escent deSmeabvedbi atte G6 
BG OME AY sicraciasstraaumsamcieitadeine dawicandvansateant ihe G26 
OG OM RRO: cicada tinct viinstsastieanciein th rscmeascaunrcndiasies G17 
DGSON II sri cuetielt anhalt at ital ait tanta. G7 
OG GIMP. sia conceal ce cau ticianncbeebasldusatiode at vtedi neal Gl 
DOOM P TON fcvaseacudt acuta ta cnettintreatenmmehacanetine G44 
DG SONI PN drei sesacehsleiuidii Gb cnaiuedescdall Wanetealieets G2 
GO-OMP KO sc scrccnessaitacnstitwnntenactaniarietieenbeanastienin G2 
OG OP KOOL cnirscerentinctnenreteniaeancnio matin G3 
GON iaciha a tinea aout aatiniata taba ied G12 
OG-LORDHORK cciscsctaveutestuandetlabsiainidantembcecavenia dues G33 
BG OE DOR AO tt carat sical diciyestinetedanevadacentet G33 
BG VOR DMO RN OO wernt cas alan diets tacnieleara G34 
DG TOP DL ORD ibacsshnuscacisttansalithanes hatutliaknanaenes G30 
BG OF DEO R AAD: adiccaacuttonmaitcneuecd wteushaens G30 
OG=LOFDEOR AGO wicevsctinanuilancds tes stank G31 
OG LOPE ORK sca catatetecan tse slairteleut diac elaliemt alia tates G17 
BG OE Kass cence tenasacia Gace deacouaaacmnnnteaneadis G8 
OG OF ION tics Meas ed ccc lia dallaet teetada: G10 
OG=LOF) NTC scceausslecneceninseneuawesceeaevencessucvadiaereneet G45 
OG ONT saints tariscas aceite acteacuatneacengata anratucaieeaeneiiat G4 
OGATOM Bi\cslaststeihis etetenlid stasis Aiiictaid oti cetha aeons G5 
BG LOMB AOD viateictestavns asl aiat ettastittcadedesunn atantonne’ G6 
BG LOMB OUR Ls iccisiantitanncases cnmnerasiernneansita coed Gears G7 
GON tical ceteenl tae tistal hs aaa leatathes G32 
BG TOM DL srtisncessnsintivte camctaitinetint dutlataaavelaadean seit G29 
BG LONE OR cscs ccnctestcn snes tieanenei th raconesceueandiates G17 
OG OM atts Paints aia aii tach sateen tA. G7 
OG LOM SP vvecasitu stints debusiattelad ti Qreridstitc testis G35 
BG rE ZD BY: sicsccsaadsicaceatonrntcuan caceunanese mare at rammtenten G29 
BG = 1 ZED ORD svsediccmsliiehe cannes ioecavtahcnatuia tied G33 
OE ZE DOR AD iol xs cteid strate ramus cea uisapucaancaneinen G33 
BG ZED AORN occu eciiane ceciivmatiatincimmucaned G34 
BGs D FDL OBA bavsicceastd ot send udictor ded haat laecen dacs G30 


PART NUMBER INDEX 


PART# i —Ci(ist—“Cié‘éiPA 
GCs TIPE ORNS cccorie dusanenicasteenitectareans G30 
GG-L2FDLORX90 oeccsssescssseccssssesssssesessteeeesseeee G31 
BGS css weonuitet wh a canteen aemaesnesea! G8 
GOOD ae ee tase haashielac tetera tectsicuetsumeactettacad G4 
Go I tere setae see remrstereaa: sentercnce teens.) G32 
BS eye tt iatade te tatekt at cata ea blot cate G29 
EGLO a vceocucsoreadeoytetcedsned chs retobucieortcten G35 
EGOS torent atenice acek aa 6 G29 
GG-LAFDHORX ccsccccsssscscsssssecsssssesvesssssensesserenees G33 
GG-LAFDHORXAD seccsssscccsssssccsssssesesessersnsesseresses G33 
GG-LAFDHORX90 occcsssscsssseseessesrvsseeevsssteessseeee G34 
GOs PDLOR cet swe ninena cents G30 
GG-LAMDH evsssccssssssvssssssssstsvessstsvesstrsessivvssssvene G32 
GGEISEDIOR \ oduct ceaiea ace setuck aervcatitcens G30 
BG SEDL OR Ao rent-eeacont lem tenenubteanea ss G30 
GG 21S LOR NGO or ccarsedosiesencmccitn tet uteeteremnts sie G31 
CGI a aceite ee tek rth tae tee Caen G29 
BST OD Bie ayotiteseaedaa monte toned aaa cae G29 
EGET OLDS ftestesarirtatsets it ercecduntstan en anesinateres G29 
BGP 6G tec versa crite wana Wacvalnecas teal J8 
BGP TCE (0 15S ssddocoisssentnonaatcaens ononrditfuahcbes }9 
BG UP TGF 1 90S css nx aicrtacsnnanc dann: 9 
BGI 6 Mecctustsstund atten tuvctailtecutttet eas }8 
GS De Daren tate ta eats neta tele ences E39 
BOS cate cte done tncgtuceerstercse muses uae! E39 
BGG ea eee ease ee ce E40 
GGS-6EBSPORX sccssssscsssssssssssssssesssessssssseesvesseee E34 
GGS-GEBSPORXAS vcsccccssssssssssssssssssssesesseeevssseee E34 
GGS-6EBSPORX90 ssecsccccssscesssesesssssrsssseevssseeeee E35 
BS 6 ied i teat cee a iatteaeae eens teed E8 
GGS-6FFORXA5S sccsssscccesssssvssssssssstvsesssssessteessstn EQ 
6GS.6F FOR NOOL ii eartaaraianiacuatacauateates E10 
GGS=65 FOR C00 Sexicccservans stcncniatecrconncetinme ase E10 
BOG Ober ech cade Gett s aatotn ore tiaaahea te E4 
665-60 11S csreerncie atone Seal wititeamnetan natin E5 
GCs 0 Lis ieee aemieat aaeainetoniet roan E6 
GGS-6F} X9OS cecsssscessssssvsssteessssevsssevvesrtsvvssstveee E6 
6GS-6F} XMM9OM ..ccccsscccsssscrsestsseessecrvsstersssseeee E6 
GOS OB a sisrces at ieanstns ech csceeedete cans tutes E2 
66S GMB SP IO seecssocesers Gaboieretnaa sae detaemieu rane E33 
GGS-GMFFOR ccscssccsssssssssscvvsseeesssesesestsessssevese ET 
BGs Olle ntact ti a aneeec enn teas E4 
EGS BIND’ oscsssclesssvretevsce ohare oomtvunetereencscqetevertce Fl 
GGS-BEBSPORX cecccesscvssssevcssscvesssssveseseeevsttenee E34 
G65 BF OR nersconulire nents tenephcetn wee tecnentastn ES 
GGS-BEFORXASS scesssscccsessssssssevssssessstssesseteevssse EQ 
GGS-BEFORXOOM caecsecsccssssccsssssvessssevesesteevsteeeee: E10 
BGs Oe tose alent ie elie teeta Eq 
GGS-BE} XA5S cccessscssssscsssssevsssssssssssvssrtssvesstveee E5 
66561190083 statctnsauchcctceticmsdlmitudne E6 
GGS-FI 90M eetcseontadasaconie in ctsucten aiaputeneit E6 
BS Metso sea  Waeertctees talline tami E11 
GOS CFO Meets at mete tre E13 
GOS BF LOOM osc. phates scion sation edes siaies til E15 
BS OU ere ctreertertostenee voteeeictetest eneeenene cortteonee Eq 
GOO CMP cc neces ea ai cvae eben ecel Fl 
GGS-LOFDHORX scessssecccssssevcesssssevensssscvessssevvenessses E31 
BOS OMI tect ar reueetertene ace coed Eq 
Ue AO RO raters oaths eect aie E31 
GCS: 19F DHOR 45. cs, score emtacanaatdel E32 
6GS-12FDHORX90 vcsccccsssssssssssssvsssessevessessvssssee E32 
GOS AIEDLOR vtec wrasse cet ah ecaetiee ne E29 
BOS ST PE DLOR O02 wencniele as omaedeeene wes E30 
66S TOME ce acct. ceo cutsaadca teat tnasanccnte E31 
G66 MD eet aokst o cee keds nies E29 
GOS EDO Re ere ete erent eng eee E31 
GGS-14EDHORXAS vccccccsssssssssssssesssessesessessvssssee E32 
GGS-14EDHORX90 sesccccsssscscsssssecensssservssnserensssees E32 
BOS AMIDE ke cde acc are ta teilacntacerta canals de E31 
GOTH NOP Wasnt acieuetteaaute ms eh onc mesacte B36 
6G TAN REE ccsanctss Sic ousaomasianoanane B36 
GO COU Ie edie ccet ttre lid B26 
6] DAT-MTEXREEL sscssssccvssssecessssssvvsssssvesseseevnse B26 
6) DAT EE Mics tend ce eaceten er inc acatintes B26 
6) IC SWIVEL SEAL KIT scccssssscssssssecesesssservssssteevee T2 
BLOG ODF Wiehe ohcnstina canteen macnn: B39 
GNOC OR Mics ctececmta ese ctete craze! j1 
GC DR INOU ittase ete este eta eee 2 
GLOC-AREPX vccsssccsssssssesssssssvssssvsssssotsssssssssnsssten }3 
BLOC ARUN (icctcdsbcet tesa biat cabana tied atte }3 
BLOC SAR NE: oo estreoensn.cororcvcenithcececairsemnn dees 1 
GL OC AR WOO ccieresseide satteceres sh acteoeecuie chee }2 
GROG AR Me ncaa anette users eects \4 
ECO CSP lit. cantaeauutiata saunacptaniat 16 


www.gates.com 









PART# — C—its—“(Cti‘C*iA 
BLO CR EIS Meeaaccovee di bsarecseccdecdasoreesutateniediue J5 
BOC SRM rsaasrcctrudedecsttssiobectendunn dsmedaahn 16 
BLO COR INI svisdcenish scans oslacteacelsnteon este tisdncadanese }3 
BLOC SR ING servis: cese na ivtetecteucedv tn sdsclenb evens tesie \4 
GLO CAB REM ttsicacce ste ccaedusiace taal chaihcausttiaudees 16 
BOC GR EID sieteseusietdamtiaatenissilenseliecnin tessa \4 
BLOC GREP. ssrccssschiascstehiaresavlteactnstavtastieacels 2 
GIOCZOR EPG soc sl cccotcielccecadettace ode earteitacentets }3 
BOC ZOR ES) Secitscrmited tacit tenets Cacuatteveeth sea: 5 
GLOC-GRHM ceceesssscccsssservevssssevensssecvnsssseravessevnssssees \7 
GLOC-GRMIX vossccccssscsessessssesessstssssssstevessttssessseeees 16 
BC 2OR IN sianaten veletate aatenield ntoensldueteae Nesheatel }3 
BOC ORD xc Ga vce ta den atsctl veers, Aeauauation 1 
GLOC-GRMP9O ..ccccsscsccsssssesssssesessssesevsssesesesseteeve }2 
BLO CZOR APN eeccichsceserasasdec pasmientecetsuatelsmi seeds \1 
GLO CZER ING wcerstetesscsuiicratertoveelieesdelvatcveulenerdua \4 
GLOCCOR SP aaceessaldcstuantsteicaietrestumeceatesnutenteanaat \7 
BG OR EIS eats cistarearie stnatanl onset atta Geena 5 
GLO GeO REP aces veentte cst whdositccdditcabeteanscentoncei }3 
BLOC OR MU cance co adictcenctacs crcsehteneatucendats 16 
BOC OR IN errtomcrnnscsranad hint cwiatestentaraten eaten }3 
GOGO MP exer cccsseadbateesteseeiteheevtoe toreenlcosedere 1 
GEOG BRIS. srectect vcisieccicettesnsniatecnitittecateetesecut \4 
BOC REE autre teteti Ne cpateacdatl a cate B39 
SOO SORT ant ita ium aensttads ieee theca: B40 
GLOLAXREEL caccesssseccssessecessssscrsssssesesensevcnsssves B40 
GEORDIE To senieve telco beaters uate haere teins B40 
GLOLBXREEL cscccsssseccsssssecessssescsssssssesnssevvnsssses B40 
GLOLCXREEL cssssecccssssecssssscsvssssersensseseensssseessees B40 
SBF ecient rcma icant Adtate B40 
BMS EU a sceedttcaits coh eis st lok acest B40 
BEOUR OSE T seciaselsticietel seenetioaschncluctertedctols B40 
BEOLR REE [hee crseosnsa tien tscoctnrescecoan dace B40 
GLOLYXREEL ceccessssseccssssecessssesvvssservnsessevensassevens B40 
GM2T XSQFT cssccccssssescssssescssssecesssseesnseseeensssseeens B20 
BOTTLE OORT siateteauesiecdu aaa eksteden B21 
GM2T-MTEXBALE ccccssssssssssssssssssssssesssrssessstevves B21 
GM2T-MTEXREEL csssscscsssssccssssescsssssesssesserenssseens B21 
GM2TXLOOREEL sessssccsssssssessssssvessesessssssesvessssevees B20 
BNO TBA LE ses. 2s,cpecpcutertelenttie atoew tninsesidccio B20 
GN ITER G REE lbecive ietieceeaniccstete oenssnan B20 
BM REED hae uct alent ad leant B20 
GM2T-XTFXREEL cccccssssssessssssssssssssevessssersessseerese B21 
GMSKOX SOFT osecsaeeectanssescettiestacstencaterns B16 
GMBKH-MTEXREEL sccsesseccsssssecssssecevsessernsssseeeses B19 
GMBKHXREEL cssscsccessssscesssssevsssssrvnsessevensesservenees B19 
GMBK-MTF X5OFT scccsssscccsssseccssssecessessersssseeeenees B17 
BM SKeMEEX BILE vesccotu oon tntscctnaictatsccleatvettn B17 
GMBK-MTEXLG REEL secsssssessessessssssssrsssssseevsseeen B17 
GMBK-MTFXREEL sccssssscccssssescsessessssesserensssservenees B17 
GN aie ac a aa aang eon 16 
GMBKXBALE ssscccccssssccvssssssvsssssevsssssscrvssstervvssssee B16 
GM OKMEG RE SD eccentric a Meet B16 
GMBKXREEL scesssseccssssseccsssssecnssssescvenseeensesserenses B17 
GMBK-XTEXBALE ccccccssssecvsssssevsessssercnssseesnsetsev B18 
GMBK-XTEXREEL ssssssseccsssssescsssssevnssssseensesseensees B18 
BAK NSO D sesseeryccceaneenicate adeeeailepccea’ detocnatess B12 
GMAKH X5OET scssssscssssssssssssssrssssscsvssssesvessstevesse B14 
GMAKH-MTE X5OFT sccssssscsssssssevssssscsssssservssssseeses B15 
GMAKH-MTEXREEL sccssssscsssssccssssssersssseeevsssseerenes B15 
GMAKHXREEL essscccccscsscccnssssevssssscvnsessevensessceenses B14 
GM ARIMA EE Leech ccc cdsieeecacasasselscabresiadsscese B16 
GMAK-MTE XSOFT scccsssscssssssccsesssscrvsssservesssservese B13 
GMAK-MTEXREEL scscssssccsssssccevsssservsssesvesssseevasee B13 
GMAKXBALE ecsccccsssccssssssecesssssevesssseesessssereensssees B12 
BM AK MRE E lox ccseesrensssrcteeensnersocaanrenuna cesses B12 
GMAK-XTF X5OFT scccsssscccssssescsssssesesssservenseseeeessn B14 
GMAK-XTEXREEL scssssseccsssssescsssssevnsssscevessteeeeasees B14 
BNSK NOOR T cncieccsarlsicais Ginaniarledecass dutocrates Bll 
GMSK-MTEXREEL ccccesssccsssssessesssssvvessscvessssevvese Bll 
GMSKXREEL sccssssscccssssecensssserensssservevssssressesseranses Bll 
GMSK-XTEXREEL scsssssecccssssevcsssssevensssccrvessnserevasees B12 
BM S00 XSOP Ur sestievicvicsstevevter cucovcteteniceovicoin B32 
GMSOOXREEL secsscsscssssscssssssccvsssssceesssecrveseeteeneee B32 
GMSOO-XTEXREEL vssssssccsssssesevsssssssssseceessesevvesee B33 
GMO DEP ieee cess ei casaasitracmartiectt tanaka! R13 
GMB U RP te a etcetera R13 
EID OEP Mon cetet a cecdvtn antes aaanin mente: R14 
GMB-AFPXAS ..sccccccscsccssssssesssssesessssssevessesevnsseee R15 
GMB-AFPXQO vsscscccsssssccsssseesesessevssssseevsssserensseses R15 
BM BSAMM ssi oer dees atinrtenereddsecasel Moores Means R17 
GMB-AM] 45 .occccccssssccssscsscssssssesssssssesesseeesassseeeee R18 
GMIBAM 90 ccs sscesdcescbeensesisnenceevsuehoctmsstivetse R19 
EIN OMI ed terse ae etreaneee a can aani aren! R17 
X] 


PART# PAGE 
BUEN Oy ttasneti tat atteeanvat te aut. R19 
MIB SOE | anv a cahacaacestaartadsinonscndind sain R20 
GM BOE Paci cays dcenneeiseanni devnagetietoomasccsemanlte R13 
CBG said ssasastisattason aaitiset ind taunts eae: R14 
GMB-6EP X45 vsccsssssssssssssssssssssessssssssssssssssssseeseseee R15 
GM BOE PX G0 uicaitesesasicciiatenncnan tactasevaitaceiea ta R15 
GMB-6MJ escssscsssssssssssssssssssssssssssssssssssssssssssssssssssssee R17 
GMB-6M}-6MJ caeccssscscsssscsssssssssssssssssssssssssssssssssssssee R21 
OMB ON] 45:3 Spccssswscocensenlesscnnses suscsenbiettovad acces R18 
GU ON 0 a gesnce Gort etn heen tei cei eet R19 
GMB-BEP vvscccccccccsscsssssssssssssssssssssssssssssssssessseesssseesee R13 
GMB CPX mailiantaundumaamunionuicnnta ta R14 
GMB-BEPX45 vocccssssssssssssssssssssssssssssssssssssssssssssesseeeen R15 
GMB-BEP X90 vvcsssssssssssssssssssvsssessssssssssssssssessseeeseeeee R15 
GMB=GM| -ccsnssscsssssmicvasstetne stasosnst tear eacoint R17 
GMB BN SGM | sessececsseaessacrtaaaneatevacrnaseciona sneer R21 
GMB-BMJ 45 aecccsscsssscsssssssssssssssssssssssssssssssssssssssssssee R18 
SUB ON 90 huts ah died teal tae itaset R19 
GMB-LOMJ cesscsssscssssscsssssssssssssssssssssssssssssssssssssssssssee R17 
GMB VOM SOs: cance wicswendectiecsmcenvavanemacmanen R19 
GM BAZIN sccccraasyscosensat teats mscrnbitceid Mrcen: R17 
GB 12M 00 sg cacccacx ie tol peta ine bes ait eteat R19 
GMBDS aaccssssscssssssssssssssssssssssssssssssssssssssssssssssssssssesen R77 
GMB UG ae piciect ttaase ited trates ween en at R12 
BMBSPOR-PLUG cvvsssssssssssssssssssssssssssssssssssssssssssseen R74 
GMBSPP-2EP oacsssssssssssssssssssssssssssssssssssssssssssssssssssee R59 
GMB SPPLOM P sda ariasnecnteaceinneatisnaaninn tncerguets R58 
GMBSPP-4FBSPPX ovvsssssssssssssssssssssssssssssssssssssssssee R76 
GMBSPP-4F] X vaaccccsssssssssssssssssssssssssssssssssssssseeseseesee R61 
OMB SP PHAEP sictice csacasstatsactaninscactarsecaee dinteiohie R59 
GMBSPP-4MJ vocscsssssssssssssssssssssssssssssssssssssesssseeseseee R59 
GMBSPP-4M] 90 vvvcccsssssssssssssssssssssssssssssssssssseseeseeeee R61 
GMB SPP HUMP. ws:isecccinsansseiniteaernennunisuhinccciaiet R58 
GMBSPP-5M) ssssssssssssssssssssssssssssssesssssvsssevesssssesssssen R59 
GMBSPP-5MJ 90 vvccssssssssssssssssssssssssssssvesssssssseseeseeeee R61 
GMBSPP-6FBSPPX ov.scssssssssssssssssssssssssssssssssssssssssen R76 
GMBSPP-GF] X vceccessssssssssssssssssssssssssssssssssssessesssseesee R61 
GMBSPP-GFP oanccsssssssssssssssssssssssssssssssssssssssssssssssssee R59 
OMB SP POM uxcasacesahasaapazacuncacmanitiecmuence R59 
GMBSPP-6M] 45 vsssssssssssssssssssssssssessessvssesvessssvesssesen R60 
GMBSPP-6MP aascccsccsssssssssssssssssssssssssssssesssseesee R58 
GMBSPP-SFBSPPX o.vvsssssssssssssssssssssssssssssssssssssssssen R76 
GMBSPP-8F] X vasccessssssssssssssssssssvsssssssssssssesssssessseeeee R61 
GMBSPP-8MJ vccssssssssssssssssssssssssssssssssssssssssssssesseeeee R59 
GMB SP POM) 45: sisviscatscandvancenrennaasivitacniin R60 
GMBSPP-8M] 90 vvvcccssssssssssssssssssssssssssssssssessseeesseeeee R61 
GMBSPP-8MP a aasccccccsssssssssssssssssssssssssssssssessesssseseee R58 
GM BSP PTOMP sic mut acc cn cauenit meee heauanns R58 
GMBSPP-LOMP vaaccccsccccccccssssssssssssssssssssssessssesseseesee R58 
GMBSPPOR-4M] .vsssssssssssssssssssssssssssssssssssssssssssessen R62 
GMB SPPORS5M) ccccsicisisissssatwinsvassesalstecisneatiors R62 
GMBSPPOR-6MFFOR .vvssssssssssssssssssssssssssssssssssssssee R63 
GMBSPPOR-6MFFORAS w.vcsssssssssssssssssssssssssssssssssen R64 
GMBSPPOR-6MFFORQO w.vssssssssssssssssssssssssssssssssssen R65 
GMBSPPOR-6M] .sssssssssssssssssssssssssssssssssssssssssssssssen R62 
GMBSPPOR-6M] 90 vvssssssssssssssssssssssssssssssssssssvsssevsen R63 
GMBSPPOR-8MFFOR .vssssssssssssssssssssssssssssssssssssssee R63 
BMBSPPOR-8MFFORAS w.vcsssssssssssssssssssssssssssssssssee R64 
BMBSPPOR-8MFFORQO u.vssssssssssssssssssssssssssssssssssee R65 
GMBSPPOR-8MFFORL wvvssssssssssssssssssssssssssssssssssssen R64 
GMBSPPOR-8MJ ..vssssssssssssssssssssssssssssssssssssssssesssseen R62 
BMBSPP-PLUG vovsssssssssssssssssssssssssssssssssssssssssssssessee R76 
OMB SP IAN zest sscoats unr ceemndtineinthencts R56 
GMB S PISSNU isvcsaseaconionstatiocissessAlatlestonsutoatiotuelevet R56 
GMBSPT-6MJ cesccccsssssssssssssssssssssssssssssssssssssssssssssssee R56 
GMBSPT-GMIS5 sssscicsasasveisanvnccssaseciiameseasiad R57 
GMBSPT-6M] 90 vesssssssssssssssssssssssssssssssssssssssssssssssee R57 
GMB SP heGll| ects ccceccansaccsea tiene tincetareneaanon R56 
OMB SP TOMS i sccosters eeu aitecannbcinrapaitsiaa R57 
GMBSPT-8M] 90 oassssssssssssssssssssssssssssssssssssssssssssssssee R57 
GMBSPT-LOMJ csccsssssssssssssssssssssssssssssssssssssssssssssssee R56 
CM BSP PLUG ctuauiiiaciiirnaiiininnai R75 
GMDH-4M) aocccccccccccssssssssssssssssssssssssssssseesssesesseeesee R72 
GUD LAMM ess Get tecnica gene atiaas cits R71 
OM DEPLUG 5 secacaratd Meaasletececavattnanuacitizeaineetta R78 
GMEGATECH 250XREEL eesessssesssssssssssssssesetssceteee B31 
GMEGATECH LOOOXREEL viececcccscsssssssecsssccesseceeeee B30 
GMEGATECH 3000XREEL vaeseccccssscssssecsssecessccceeee B29 
GBMEGATECH G5TB X5OFT vvssssssssssssssssssssssssssssseen B32 
GBMEGATECH GSTBXREEL vvssssssssssssssssssssssssssssssen B32 
GMEGATECH250 X5OFT vceccccsesssssssssssssssssesssecsesee B31 
GMEGATECH1000 X5OFT vceccccccsccscssscccsssccceseceeeee B30 
GMEGATECH3000 X50FT viecccccccssccscsssecsssecsssceeeeee B29 
GBMEGATECHLOCXREEL vvsssssssssssssssssssssssssssssssssee B39 
X8 


PART NUMBER INDEX 


PART# — Citi‘C‘CiPAE 
GMEFOR-AMB cccsssssscssssscssssssesssssssesssssssevssssseevee R44 
GMEFOR-AMBAS ...ccccccsssscssssssesssssssssssssteresssseeve R45 
GMEFOR-AMBOO voccscccsssscccssssecscsesseressssserensssseevens R45 
GMEFOR-AMEFOR scssssssssssssssssssssvsssssssessesseense R40 
GMEFOR-AMP csccsssssssssssssersssssesessstervessstervssssieeees R43 
GMEFOR-GFFORX-OMEFOR cssssssccsssssersssserevevsse R42 
GMEFOR-GFFORX9O ccccsssssecesssessssessereesssesseessee R41 
GMEFOR-GE| X scesssssccesssssecssssessssersersssssseensnsseevens R43 
GIPRORZOMB mech cudennenttcan Morente R44 
GMEFOR-6MB-GMEFOR ccccssssssssssessssssssssssssseeve RAT 
GMEFOR-6MBA5 vosccccccsssssssssssessssssssvssseresesssseenve R45 
GMEFOR-6MBOQO vscccccccsssscssssssessssssssvsssetesesssseenve R45 
GMEFOR-GMBQOL seccccscsscsssssssssessessssssesessssseeree R46 
GMEFOR-GMEFOR ccsssscssssssscsssssssssssssevesssseceese R 40 
GMEFOR-GMEFOR-GEFORX ccsessecsessssssssssssevessse R42 
GMEFOR-GMEFOR-6MB cecccssssssssssssssssssssssssseneese R46 
GMEFOR-GMEFOR-GMEFOR ccsssssssssssssssssssevvese R41 
GMEFOR-GMP ccccsssssccssssssersssssssessstervessstersesssseeees R43 
GMEFOR-BMB ccccsscsssssssssssssssesesssssesssssseeesesssseenve R44 
GMEFOR-B8MBA5 ..sccccccssssssesssssessssssssssssesesssseseenve R45 
GMEFOR-BMBOO vsccscccsssssccssssesecsesseressssserensnsseeven R45 
GMEFOR-BMP cccccscsscssssssscsssssseeesssesvsssssteresssseenee R43 
GMEFOR-10MB vssscsscccssssssssssssessssssssvsssesevssssseenve R44 
GMEFOR-12MB9O .cccccsssscsssssseesssseesvssssreresssseeve R45 
BIE EO BPG sectiasiavich ssanatiestaocel oseseaddtoait R 39 
BMI DEP esse as esahenehc la aeaccteraais teen dcceheciee R35 
BMI OEP Ossi decane ietcsuiis teewnseisie cota beceegiet R 36 
GI DMP ss cecassadeusentashetlesasistetesonessetecssdesitier R31 
GMIZOM PAG ci cece ee ia eatatataei a cain R33 
GM} -2MPQO voccccccssssccsssssssssssseevessssevsssseseesssseevee R34 
GI SAE seta ahectaeres Madhesiashncedep ctectessebtahestiend R25 
IISA RICO eh tee shea ade censcaleaeretee se ese R26 
IAF ex eaiss dceett caecnnlabanltn tat Meester R35 
GM} -AFP 90 saaccsscscccssssscssssseceessseecesssseeressseeeesese R 36 
GAM reese eden acs ecabeeastasest ere ete R23 
EMA Oech eke ta ied tee delete cecal R24 
IVAN ce starrer heccest totale cartecaemuccaas ce R32 
GM} -AMPAS .cccccssssccssssscsssssssesessssersessesevesssseevees R33 
BM AM POO iccseststesccut ema cceanvdecwtdececie R34 
EM POM cooca tad carhe ie aceenvintesseitnciedunalvet oven: R23 
BMISGBK HD scccoceinteossceste atastdttntose acasmreeiea tt R27 
GM} -GBKHD-6MJ vsscscccssssccesssssccsesssseveseseesvessseee R 30 
GM} -GBKHD4S seccsssscccsssssevssssscvessssesssservessseeeees R27 
GM} -GBKHD90 ccecsssssscsvssssessssesseessesevesssservasssseeves R28 
BIG Laciats racine eatonn seman eon ental Montel R25 
GM} -GF] X-OM] cccsssssccsssssceessssccesssesesesssssvesssseeee R31 
IMI GF) AG co viscecasaes tiogncccei Stith cert taiscares Ae R25 
NIG EI OG actrtrartsreonielen ducati istamereseaniiattocest: R26 
EMI SO EP oeccat a tectecestttehde tl une teadta eteeaeate R35 
GM} -GFP9O seccsscscccssssscssssseceesssescevessseeressteeeesese R 36 
BU SGN liseic teat Netra steocanit tama dae shu R23 
GM} -GM} AMP scccssssccsssssscsrssssessesssssssssssevesssseree R 38 
GM} -GM} -GBKHD vsssscccssssscsvssssccsesssseessssscvessstven R 30 
BMI GMICGF |) atiosetaaed cesneriosencol cuscebleubeiss R29 
GM} -6M} GMB scccsscscccsscsscessssscsssssesssssseeevessseeeees R20 
GM} -GM}-GM) ccccsssscccssssccesssssccsvsssesesessessvessseeceees R28 
BM IGM ICOM Po sscasGorecuistes uate ernst samatincasies R 38 
GM} -GM} -BMB scccsscssccssssscesssssesssssessssssesevessseeeee R20 
GM} -GM}-BM} ccccsssscccsssssceessssccesssssessssseevesssseeeee R28 
BM IGN ZEN P: votncabsccintstbeacanansteneossebeasunesiiovess R 38 
BMI GMS. seetsevtsvete tent nvosviedanhelasstet wedetseatal R24 
GIP SG MIN acicnes ca bccdees cscsesleie deter betemaaes nee Tl 
BIN ZOMP ser recatscelecumet tenant wcnbdsetnt cnacn R32 
GM} -GMP AS cccssscccssssescssssesceessesevssssesvssssseeeee R33 
GM} -GMPQO .ssccccsscccsssssserssseeceesseserssssesevesssseeeee R34 
BI) SO | Geesiet eres eke tuedensee nies eiasaeeenca pies R25 
GM ZOE sexta chentete etattedts diate ute dente R35 
GM} -BFP QO seccssescccssssscssssseceesssesseesseesvsssseeeeeese R 36 
BI SOM Pe econ) ceceuirrca at tacate nad were R32 
BMI BMPS su sssuscotscivserdeuusetoletnverteacboiensoteuent R33 
GM} -BMPQO ..ccccccsscccssssssevsssecceesseserssssesssssseeeeee R34 
GMC aseel a cd aces Maes heeectie Adit R25 
BION ceeds hecigecidersilteh icarpeate ts tahleg R32 
GM] -L2MPAS5 ccccccsssccssssssssssssssvessssersssseseesssseeeee R 33 
BIST MPO tescals eccce enatctecnlclutitececan R34 
GM] BKHD-AMP v.ssccccccsssssssssssessssseesavsseeevessseerees R 38 
ENING PU Gccte ect teleatie eret R81 
GIP UG eel ek Mee stent ta tnd R22 
GMK-GEK-GMK vssscsccssssecssssscsersessssvesssecrsessetevensee R84 
BIO K OO oiler tactics date hal antes kaa R8d 
GMM eases eattahatz cam aia ule na sede R83 
GIGI IG ree fate elctenade acences fuatanarduen R93 
GU oO UNG eects ca oc atta R82 
GIN Ge mace tutaiauan tana G36, V18 


www.gates.com 







PART# PAGE 
MINE ict auedas alae ice eieusr yas unentteeaatieattic G36, V18 
GMP AEP Secoseetsnitaccicwuarivonoct inal acannon dueacendateunccranidGae 

OM PAPA OA Batata lenicasiitlacuceManateamslly date tstaee Q5 
OM PA AB HOA Bticiudictsstievay std snatenciauvsstier esd Pialvaaledatlvendes Q5 
OP AE PIU ccsioreiasweetnontsmecaenetatiunimantateciemensuctnennte R4 
OM IP SAE PL scestccniuahiiea chats mecdaclth ches date arial CeschGats R3 
OM PEP 'S custseceaneenievenrdmuviumeetnnecmuneunnmel’ R2 
OBE BA ccc diel eacencas lade naa maretuticin Gineiearerae uae R5 
OM PAP PAD watts inning cara torte titanate ofecii R6 
OM PAF POO ss ccinavsi teed oneiteons ceshaavenaedaes ty auceomela ikem R6 
DMP SAM P  sccconetcncacancussteeccenernuugiamararauacmeneMucnimciaiuiet Rl 
OM PANO a trectias alias site das ta iccatatiracet andi R2 
OM PGA Be4AB ceccsscesvuctoiacarvenaaesntenmeadeievanedennteaere Q5 
OM PHOS OAD cctisceases saagneten tacenataliiasteienieineracn cadets Q5 
OM POA OAD ais letesatab tetas Salute aldscaia olateieales Q6 
OM POE POO accuncctincnntiennacattalatenmatnedtacinendiaund: R4 
OI ea cesar ne ar aricrned roca netaiun toned ucnemet smecamelecks R3 
OMIP HORE asic heiccslald wncatene diicthala i etatanicabelamieate| R5 
OM POF PX AD swe nisuccriroretrdemraveencntaaveluccutanetuteiients R6 
GMP OR EAU aed tacencialiaastattnnarenacianctn cam lwactuaetual R6 
OMT PONE as tent at cary ra dada ico en elt sean ead oneal Rl 
OM P HOM POO sccauisi arte rnevehcutontetas eaenaiiiiesee totals avahie R2 
GMP GA = OPN ec eaceatacta rycen ons Peete eghnnamtlaaeeince Q6 
OMPROAD OAD xixdiviasialaii uke aneautadl lala meted Q6 
OMP AOE POO vcuittscsinueetieetihenaenanustechnubseudnavasaeiate R4 
OMB SOE Letina crt ca acirtaanisen cauiscciaaanesusaeaadeancenennn R3 
OMIP OEP) wistastaieate aiatnnetitascarsvata ma tatacetieunate cia R5 
OM POF PX AD cactssacsiaiedsatirensnetieivendoesinag teu arta R6 
OO BOO aia cscs cotnaiheacenaccihourens ewtaacmuanenienenaandudl R6 
OM PHP LU Ge cases caste cai ed caetesat eh vesanidiastiiadteuamndihs Rl 
OMPX-GAB-OAB. siivisvsrssnescrinsauepanstanvnmieriacerautialss Q7 
OME RC ABBA B ca ticaisceindatiereeouvcincaucniastineetiavatonen Q7 
OM OE OEP ciate siesatia naldcaninldteteninvatasimtsatenabiths 51 
GINO THE=OF Pines crntasautrenaiesededehotimauatacunelemeanade’ S10 
OOTP OB eciedecctsntoncnecimnccnstincrandtlnurvomatmuetimanetted S10 
OM Or OEP iia il itctd mi ieninedi nmin anneaat S10 
OM OPE AAE P ctu vesscutemivesbuctesronnsuctervindvusiumunneuey ented $15 
GMO FE ROE P a ccsescarwnccsnnacienet vances aneirmunanuctenteesitte $15 
CMO TEV EIGER snr otcccantvs itecumuetelsavansehiccumrsedscat $21 
OM OPO Rance caieltcansnuvand seletconttudramustaeirenes hannates $22 
GMO PBR OE Pace cer vncteutonrasiharstorsenicertecunmestenounieacemin $4 
CMO PLCGR P ust ie an.sactcitsl nai tauilccadac citar teenth secmilit $8 
OM AXP REEL wocscvssuersinccen vordeituaantonsnstnnatrrantius B10 
ONAB TA ROOF M3 scctacaairnaconnalctucach neta tiereateles B45 
ONE TAD EG: RIE Elst caetenarauanvanlincnnianiauty ntves: B45 
ON AB EA AR EE Le vcasncistuesstucthas tases tutu beoraerncatins B45 
ON AB TB ALOFT: 2 scceccemtenaseccouameaecatnenapctaonndsegnends B45 
ONABTBXEG RE GL ie itical Gaius anand B45 
ONABTBARE EL sic: sossinvaseeiousnmavnacnsmatassabieyoneanet B45 
ONAB TG LOOP cecrers dea wwecenaeniaateeds acacounataegen duit B45 
ONABTGALG REEL puis ditnocattl sevens seneats lsc B45 
ONABTGAREEL iesicsgutcsinavesactacirisan@uacveadenciasadeh B45 
ON AB PINAR EEL: cccrainieyconsaniacenacesteyrennanacremnacinin att B45 
ON AB TO LOOT stantatisunat halt ailahaitscalaalin B45 
ON ABTOAR EEL: i wassoesuevmavennarelanonevsuneuetsioces B45 
SNA TR ALOR T sscancahscommaicranist ead acamanscvaumennnat: B45 
ON AB TR AEG REEL cup acgecotts singed teatiset soca aie B45 
ONABTRAR EE bw ciccicivoreiutnicetessttvedelieedresutenaes B45 
ON AB NOR EE be citciccuacnuisocemantancvamendocerecsiaegenes B45 
OAR TY LOOP Writes cities iiGrsahcas eatin rieest esate B45 
ONAB TY ARE EL. sca vesescntieiausiiaveinemanveseatny oars B45 
OP CLE SM 25 wig cesta tacetneatacacaesa neacense mecemeniuncacuncies l6 
OP CALE Seisetiatul ascites latieetas ata lecataaticameetinalie l6 
OP CF a2: cccesicaucesseReategaalsadeiiaeientedaimiustamaniaats l6 
OP G2 =A a. care catececmmenncuamemnucnmciiustieentaumcn ictal l6 
OP Lacs aes arte lena aacerntan ncataneenaecicans? Fl 
OPCS AZ E  lurcewiveseaieusndeduutCoeionasadt vuadusuatheveresvat we iaddaleness F2 
OP OB POLY SE EE Eva Aisne danaeucarncanan V6 
BP) POLY SEE EVE isccnnebtsaun i atmos id teens bseu V6 
BO DADC a riim acces aananenctaytal aneuiiea Oanceustenrintaal $3 
OOD ADP se scaeieccenaaretiverenetsenestencuniecgencunmuemmeradtironges $3 
BO DADP IG ciciti Ciel eel heal Cle Miceaah, 53 
BO DAO RB ccsisateivisencuvleieetnnnannanesoutnueniseudna vosavantte S2 
OO DIB sch. con atdenusuecl nurutucseemeieantcudtaneshnaamau mas: $23 
GO DDR Cs sesiecutastet sani iitnlaceiciailsalhenaslanieata $23 
BO OE EDC swataiitecatuissdavatvioniebenchastidiaaectuuaienetbacnmeee’ $14 
OO OE DP airtivecinaasccecenccseseateauctenteecenedewuaerenetnne etwnds 513 
GO DERDPIC salsieiGraslaitiata ica iabtiodalaticatean $13 
QO FFAG a isclte suivucestesesuslhown dudvaeceiun dyad mudeseaecestee S16 
OO DEE DP cick Niracenicaauctetin Sadarcensateatataten ada canaaueaatar S16 
GO DER TD PG ws scitiacnusbisecen tsetse licmmmusdiame. 55 
GDI BR sis sbasldsateloua deste davaul teva edeauevssacedees daustalests $8 
OO DDR NG sestaaiestesune-svetseecqneteuccetnsneucatecnean titer S9 
GODIOR dottit se sce n sii Dalat icck a sa tea asceetaihie S9 


PART# CPE 
ODO Rerciyte aouchusea te Meaahe utiaguuad Mapedn ucametaaiMeaaete $22 
GRE SAR BEL, bictacstecsustn ditecesceenssiaslGeavmatsvecninats B28 
CRUG AZ OFM ateAe nacre teh ai wlentr lat mM med gira’ B37 
OR CARE sacdeelalealetedtlelactlaosd du aurcteuductdslesdesinn B37 
Oo LE =40 9 aacasrccrncoda seta tmetrendrtonmantuceamiaunais H3 
OS ORE ORXGS So: iivsaicersatiam vail antom waltauda H2 
BOSOF | Ed Snnutearveasuteiehievrnche hectiteaabeatlas ealiechhites H1 
0550 MIPS: Svsiccsuasiiaccmtaansccnenaatiiettanleemaniacnaash H1 

eh tera ulti alclanaWie nce thle hectic talline tc V2 
OSC BK lace stescatta dete uiscat ere ticica aclehaleediieed cieeattitccte V2 

Sarda aaas ee caso ene ae eae noee ema V2 
OS G3 ABER a ticete ltteer aisida utah leaden tha V2 
a ccd tet eet ateatl habeas uti Redes ae atas V2 
BSG BUI fcc Si cccatuntireneuae trem sniasideanaonecs Gecauitinae: V2 
ASS ia eassicessse an Acai es dren tan neat euce bccn tua biemen tec V1 
HLF Oe SOE, wcrtose tics ee has oat Mia ac ich rtpe Pleat B49 
SD CU Natit coe he Rete act neti Mesh tacts B50 
GEN CG XSOET nee arecenabesaineh ta sina seabed ta tients B50 
OH WED LS OF Ti scincdhatree elawsdiavimtymesldciuvesinn B51 
OTEAING DEN CoN 2 secatctees cepts es ceotera iarcnen ecm eicmeenaete B51 
OTE IEG GUN peas cctse tea cce tet se cout aceantacccr aakd se ate alta B50 
OL WIN tect saicturcenl eld acenlen gees dcas catia dearest aa B49 
GTO SOB steucsievasscascona ea Gecesncaeaeaaenteracseammeaniens B48 
OH ON GX SORT Arcee theoreti cnet a ticcads B48 
TONG CUM eccercctas titi lieieGtiaal attics Dotlaicbarins B48 
GTO GIN cali sestranecsrncn cht ne tu ae Scan acaudeectenaies harsooacl B48 
GEL ONG GTN cei atac ts dicate santa Madsen isha B52 
SUL ONG TIN seicceslai tu teabsrcaeatrsecat attentions doesn B51 
GTR SOO SOR Mitre chats cetsdhentatnc den ahnrants B34 
GTR SOOKE E Esiccdctecvencccetcsetee\satttanls susdeceni ated B34 
OS Seareestaentcarstah eh Ruclerttie aac hades ental atl V16 
Ol SIN ee aces ceakeeace ascrastantien cette tea a cnadatete V16 
7" Wide Bins w/3 Dividers (Carton of 5) wu... W17 
TA ESD DM secede ac desidien ca tiniedrceuecabganat dictates, V4 
IOS G2 casas Ss chermitvaticaaneeaas cimsaeapeneeatoneta W14 
GO PEANG EOcRING sieiecetsca iad ableton A Pode indcenn V13 
GHROSE ASSV MIC AA20) 2c icsteduiaateubatdt asm tures eal auliehs W2 
eR Gist ga acccace tl ctest is ec cenc ian ater area eeeesieens V13 
COsRING DIN A vtincus clara eine Ai dsauataas NLD 
GORING RB SPR tases Rove wutes eacdust Mae datedtadente V14 
BOA RIN GHEE seitasbecentastecctenves tatu Meeceatneadads V14 
8" Notched Blade for Skil Saw (7480-2500) ........ W22 
8" Scalloped Blade for 2-24 .....sssssssssesssesseseresens W21 
ODO tee amma tacesh catia eck eval cueiattca ts cea ad stent eceated 4 
OOP BO ii tie cuttin racists hee cukhdlie trade is Meet aa tania hon’ [4 
GABE Pct scree et tacenatabiseceneadeleatintaatee tatcten ke tuamauauniens Q8 
OB A OO cali eccr caakioncenc cad teases aancauaneaenencaubinnaed Q8 
A Be Oe cet his cnt oahhd ca ulcgh tA kts as hag tua! Q2 
BAM octet ch ciaieltaaa ea Miicen collated cat it Q3 
BA BA OO acces cuisctstts acuta eintetcdee erase facta eeseanteerdceld Q3 
CAB AMP ROO citaceet cesca et stne stan leat iil o me Nsacraek, Q5 
GAB GAB: telat at esiteubeltaduernene tate eianctiaas Weatitedattaustacy Q11 
BAB GAB HOA Decree eesnuseiierecdteiascdiaasoresisewanert toes Q12 
GA BGA BAO IP aittce Met iuehu taster intteals Lu dtceni sl oatte dt Q6 
GAB CABS BED: nucvteecunteutstcineBacatircuduanteee tar Q10 
BA BOF POU. dsccmanctbvscauas daveccamaseaceaatabaanmentanand Q8 
GABtOEP BRD ccvitate dada aaa is heawr ian Q11 
AB SOM P cercie st eaticeattu et aitcatlal ti tle alana telaatattabsalsanic Q2 
CABO MOP 1 OU Sere scscstce histacan case ennuadmeannanncon Q4 
BON chs hese ttaere tek aat a tat ge ie aot ts hoes ota aad ly Q3 
POMP JU) iscsi Seatac cal al eve evel bineniacdie Q3 
BAB OME X 90 iccassireicenaucevarstewnttved sueninupiteesmcnsiet Q5 
GAB POA BD eta aiinabhittaa beds seatall Lions tidy cas Q11 
CABO ABA B seceirrccscuslectduaurdutealadiduseabelsiuedcanadeante Q12 
GAB OR Bae UE esis onset sectaakstetncuss Saceneceadicne inet: Q6 
BAB-BAB-4MPX vicccccscsecscsssscseecsecsseeceseesseesenerseners Q7 
GA BEC AB HOA By seiccitat lt casladutsthuehlalet hrantalsRiue dalla Q12 
GAB CAB =Ol1E sx ccusescad dushcceinecksccetecnmaucumeticananaee Q6 
GAB GA B=OMP 90 cssvncscecaauhtacsu venotecnn snctenesnesgbobeseal Q6 
GAB CAB HOM Perel cisccesnticemecssnwanalleaiersdeaedtvtecesusesaides Q7 
GAB POA BAA Beresseccinecensssnehereniccin aa tec canwecnetis Q12 
GABROABAO MP eves suheees tiated Aces iii 8) Q6 
GAB SCAB SOM PX cucesiilablcdusiestiectustahtecuacbseasllutae Q7 
BAB CAB 90 ccnscaneiceamastdracscan Autvsssenneateseceatcutbredanesis Q11 
GABEGA Be BK ID ehadtetessace ts Mamet Mata cae J loadoehts3, Q10 
CBOE eesbscsith esac hel Glas bites Puctcl Me date daa Retail Q8 
BAB-CEP OU ss uiiacinnciteiaiaaanvtucerncoteaarauntiectsanctaccaan Q8 
GA BHOEP <BRTD catenastenalcascdtee api dilei arth wes ci luo. Q11 
BOM Oe cei ah cit he Atta sat lal Pata sie Q2 
BAB-OMP=4P OR T 90 veises ccscvscsensessncetcsrvieroncrsneecenens Q4 
CBO A acerca eh he ces Ni chi Lie elas cot tah weld Q3 
GAC MPO) visit aeannecivcavaanstadanat x ohateanedlousd adnsatesantetlenni Q3 
BAB ROM dee nic tecncttesasithatnonsncteicnadvaiathsanerauueeatieutun Q4 
CAB HOM POO a sccititt cateailonennieav adn teaniancciedtamcnnt Q5 


PART NUMBER INDEX 


PART# CPG 
A= PLUG sided spacer ta tlie laa teaaetstliiels Q1 
OAL SAA D2 Ut vanasiiecout sl acum tucutmcadinaceenandaes B52 
OA CL SAA MR EEG eaaas edict taacin vocoder tata B52 
OA CACOE OX Saitdcdiaceveutacdaansdeeuialotnitaualtds duiadyeisvaeins K2 
GAC AMOR SAD i cenecseucatenateciyicencanunneranciatacsceneainscnet K3 
CACAROROAOU waite nsittianicaadsaticuabertiadabadtns K3 
GAC APOE FON ivsussieetnatunvanteiten tesla cenncelyimietittae K14 
CA CA-OF DON AS ix scccntesntrascend a naaeatnaaceentanneatunstute K15 
CA CAcOr LON OU sa kctcncensay tecptlsitcnan alert eat ned K16 
OA CAOMPA wsicrvivencuiancemenwnaadlntinudianadinulne: K4 
AARON E OO) cccanaiienctscantianctncentiensenniinenrcenlanrane K5 
CAG AcOM EON sic sabi tuiss aihudtidarlcnshaehectcaninkica: K10 
GACA-OM TONS cscneavesacennanshedtnenveltvnmnieanninesvatee K11 
OA CA-OM EON GO) ction cs iesteaaniesturdcaueetn Gunesovens K12 
GAC Ae Bh BO. svauliccennse Nl teanmantadtecmnaadicecmabs dtc evel deans K6 
OAC CRB OS fnsdancae sian tate tnadaacastindenaad ancaddadins K6 
CAC AAOR O Lariean rents canes ncimreshwmnmenlrecrnentiees K34 
GAGA OLAS ainatictns ataiueinsldaanarhameaiaenin K34 
OA CArOF S190 acai sient eusciamttnitentnra vomncasianiebanntteds K35 
OAC A-OF Oe taectennateemnnansaneacitasrmnsauceuuciemians K2 
OA CAG Sa cate liccast lett cea te cat leet mean ietieea ated. ine K3 
OAC ACOF OOO cisstsuti cs cacstia vaateuentbtalenennadiaeteraeaudees K3 
BA CASO FO AO 025 ma acsvacaenorasicaceneustentnnurawainerstemes K4 
CACAO Or osiiscinamaitands halen sivas bids ihe K2 
CA CAGF DON occ wavatseciunehotanuaincutumolancnmioeaats K22 
CAO Gira DONA cttercclcieste can lieaeeittnnanateenitecenaest K22 
CAC Ac Or DON GO tasers scat tatasetiednein race details K22 
GA CACORE LON ai atetestiouste daha Gna tnadisha destioeuneledvustants K14 
CACAO PO NAD wiactincin cuccennauretineiasneaenoimnueatenctis K15 
GAGASGE TONED Sitaitveis onic contimaleucal att K16 
CACASOR TONY scsreicecinaucnuarterentieatenusuontalectantytte K16 
CACA-SP PON GOB 25 5 cvcscenenaeiniae ir aractienaninennnnaie K17 
CACAO LO NOS S: savaratecsavatacanhiatabebesnicasuauced: K17 
CACACGE LONISASP cua aucataicateeeiievmneutemucuesidies K19 
BACA=OF FON TS4S P90 5 ciesiactrncsqrectwarceiuncencrenteagens K21 
GACA=GF TON TS45 P 00-5: icslstanliaiantelceed ates K21 
GACA-GF FON L345 Pes -sisictevevtencsuirnncermatenieesniyts K20 
OA CA-OF BONG Oca sencenestancumeneiraceenndaccemireite K18 
CACAO LON RUZ oP Sasuatiscainunlnetaddil rasan cite K18 
GACA-GF LONR 125 POO cciicisviviesussitinagscctmaresnedantivis K19 
GAC ATOR LO NaS aviecucuas aaheucauaeae seetanuessamen icin oun K15 
CAG AsO UE ascends t nial elidel lt icc tected abit K7 
GAC ASCHILE OG sccuetvesinitalt snusvantuivedtuel wa snslebewantatle K7 
OAC A-OH ME LOU ics Gecceanadnanencinacrenns auceuacnenteures K8 
A CAO ce ET cers ta rates caete aad decane seatne ta scaat ae K8 
OAC A-OME A iccyinegettenron cee asena ti iteni@venedeneath K4 
OA CAO MEAD sc cirue i estinceateenstnesmteaseieitimindeniarsene K5 
CAC ASE MILOM sich cbhahiiaisiehs abedadia tats catalan K28 
GAC A-OM OES: cocci aveireraecvonasesnereiateeneverieuiienngairre K28 
CA CA=BNIIO 90 5s cccarsdas ec aumaiuetecte dna huts icant Guile K29 
CACAO MIO SAS P wecusasstecatunaiesceieetetanmithiatces K30 
CAC ACM OT 3A SP OD es acctesctverivtianseasvintavendtitebnte K31 
CACAO MIO B RED vi saccunecnaseemunc tctencnmercnunite K29 
CAGA-CMIOB RMD OU sissies cecilia cacavarehasncileutt: K30 
GAC AGM OHS: scuecvsouaruactnsiacieetudeanenaiavevenmuvimaseann K28 
ONAN oncaipccteutasincomaterecmna etna asterupttaadcdacandate K1 
CA CPs Ak uasicastn aa diccunl tatcanlie saaeahtedate dua anton K1 
ORC ALOMS IU ‘sctiiccte canrstaanataadeuanitanraneninhaccaadaationns K1 
CA CAS OMSL: sacuneccet ayoneialinarsuesratecimecmaimencmcmnns K33 
CGA SON SEA Sais oat tn sh sedan tilt ela acl mscta K33 
CAC AcOM S190 ss ccstuiiseitinnvetscostonanbasetmenunincsmmnvis K33 
A A =O GOIN ccc a tect rested recan eee tence tun ere K10 
CAG Aa NE OINGS te crecasialusetierbatescasi toeecins init estactisals K11 
GAC A-OM TON 20 siceviacctesivenieriantanvintevenitoelvaste K12 
CACA-OMTON G0: 5. sctictaicuumendemieentatmnanned K13 
OAC ASO Mi ONS 4S Pot cen sccieas as aedsomalenntantas annne K13 
OAC A-LOCF TON SOB LoS: iciscitisecnstuttasuonigaetvra insulates K26 
CA CASLOCE TON GO2S sic cd ctgenncacteeasatnst astm cnveaatinds K26 
SACA-IOCETONTS4SP90BU-S iccant tera entsterds K27 
OAC ASLO LE cicsiis seat desudissacesuartckuecieieeaccuersenceeides K7 
OA AS LOME A sicccsnai ites citvetaacenaisteyimiandgaamaciiecane: K4 
CAC ALONE AOD sont Giisl sitrcan tanita ctalane met ae K5 
GACAAIZM MEA iiccutevessicenusreioenmevsttceunevannncetuana K5 
CAC AS2OF POM IN x secisesa tsaacenscennasuimenrsetendannaseniciante K23 
GAC ASZOF VO MIN GD cx acute Hortanlelatc nc ved lectuslanetitects K23 
GACA-20F TOMINGO: ttecinicusttsnieaetadtbuoesmattiledeenty K24 
GAGA-24F [DOM Nicczs cnwsracnaceneeceroninynenenetr scene K24 
GAGA-24P TDOMNAD seicciiscsuittbstortinialent cal acter K25 
GACA-24F TDOMINGD i ices iuecmaetacenaenianreaiaisicent K25 
OA CAHN UZ OF seaenh sepemcauicrcuntecntociscn marenmen tutu: K9 
OAC Aen USA SP iteceni siete tale acent Miocene tect bones. K9 
GACASR 1345 PoRb caituctuctatisendissussiteetesiabomenvatuiutes K27 
OA CAR SAS POs ciacarsconeica taceenestencaitnnodaieereautanbecved K10 
OP CGO ETON a da teccthiesa teria hk reteset L5 


www.gates.com 







PART# CPG 
BACC OF TONG ite. recaccskaevennactiiancayctendhanectieveascsnni L6 
OA OG OMIO acct siak gaatindic veatantea daatendsvecnine davenoieith L7 
OC COO Osetia tical Ricca callin Esc L/ 
OAC =ONT ON ta ccsssrisnsrestanteientsrareinhesaadundedaaeabedas L3 
BAC CAO NO NGO veaccssiecumetedecnmentrecarastnumeeniincen L4 
CAC COP DO tesdnnutnlna tinea heitecnitadacsi anal tale Neneid L1 
BAC CBP TOWN sisceateaiuctentertete canta occauranbreaacetnesiacacetati ES 
OAC COP TO NAD as icceasaruisons ions vacaanctuistsatadien vanennanits L6 
DAC CLE DOIN) ecru eset irene lester loca L6 
OACC-CRTON ISAS P Fl isuceuscuctsvedsuecauacersudeietoialinuaes’ L4 
BAC CGE ONT SOS:P O90 scan srecrnastiontummonmentien L5 
CAC CsOR LONG VP ccc ret teathuhsidat teed te amelieuiatis L4 
BACC-BE TONS WIP 90 a siicicsnscenuctenwuigeaevieavedaiuemaiesans L5 
OG Gr OE SE cat eacatare tinaatinnteviactu dei vaneewatnteranta cs uatrents L1 
CAC COREL 34S Pit ea sndsecant a dtesaiicceattectit vobtneam dition L8 
DACC- CHEE MSW Pssssdiesivuptactateeutadisnaimacteneuavitnadss L8 
OA 2 OR OW ertecai as deca cmrteaan toietadteroatate Macnee tact L8 
OAC CaORIRE laterite siacte thus ie dosti Nentaa tinea L1 
DACC- CALEY csessiousstinsdilaryaniseitemuantaddanuadiuiewatanttallvs L2 
OA Gr OIA ar cate vcteudiacitatatediacdans si austen da andiencnnantee L2 
CAC CIOM EAD ccna tieculsdatcuniuse licathcanenieviel iausliin L2 
OA CC OM ID) cei e tesuetartesaatistciataimncnusobeanerate vat L7 
OR OOO oa ssc cesses eecrenaeaoat anasulacrnnat tecture L/ 
GAC C=OMIOB RED at ciate itahatsomcte cain ivareren’ L8 
BAC C-OMIOB RAD OO 's icc ca sesoncnaeveddvrsravenanccrrsvnntesans L8 
OAC CaONTOIN . ecumarvsacine ttn care duttnenean amicentiahacen: L3 
BAC COM TLON GO. i iiccinit hes cchalt aaa id tenet sadn, L4 
CACC-GMTONGOIS4S WP A siscdsusiniesudeseitovaetaralceanacaaxe L3 
OA CaO FROIN i varonicutscearesiatecuane sateen auntencnauenads L5 
ORCUTT INGO chs testis sca ate taatak cee catealgat cd L6 
DACC>2 OE TOM se ecvstsieearevstauenveviieniivnntacenuntareneds L6 
OAC CaZORTOMINGY scosataraaccatienteutawaateidetaieslvacaacatien L7 
CAC CHE SILAS 1, satinatsstticn vehi sons lecmaaledlscas B53 
OACC-PSIIARIE BE. tchcuuty es vcosiaevensitansvelsutnetvertecmatte B53 
OAC FE Niscecutucana anaes tiaceaia intend dieateieontietentiesdtin: K6 
OP CO Rei RAl iit eelN etl tci na AE Meelis K36 
OB PLS Siuciaeua tiara etimcdldetnattiiiet nevada ddd tel teat H8 
OB OF OR Ax oie) cave ances citar nseatiaeativese atanesanlsaecunts H8 
OB OF A490 o-oo a raiatsoaluntnaniueet tains H6 
BB =OF | SA IOM HSS, ecsteuresannatetsriereuts bau undeasetentals H7 
OB OF | IN e0 Oia. vesrsatcutiocerceatinnanniieant uateenumnentces H5 
OOS O MP eo Oeiianhidiital adit accasdaniaalaia nite lata alatcate: H4 
OD BD) S sist ceitousiacelelabtuatasinesinrvetd allude ualilainnltestalden di R74 
OD Os ati arsottn esearmunin came eanmnuncnat G35, V18 
OBS RRB oP Pee sttvect dati catuaticcem aadiadeel waticateys i 
OG LTE O RMP ciuciecccuiasaicesseuvstalednicts sues evneuvenedandveldetenesn O1 
OO oo seca tacacincnaduaicnite auceeniettiatnainmanenona ar: 02 
DO LTSORE | Aa oareie staal Acaianea sacs alumi, 03 
OCT ORE | AGO i iesiiuttind daatcasebinatiel nts dedtachetaeanild ote 03 
OO RM Bais irc case attest a atone evenundag: 02 
OC OR MD as teat eecailreh ial aad ates res ideaie tastiest 02 
OC T= CRME sccsnetatetenacesrs anne ineicuns end maebesaddatasraedeilein O1 
BEC RIE sec eerotatcanscatvaictnendt ta ei tiviniatumaactssacam O1 
OC LE LOR TING sacttatadiaian Mace teases iasaiia leeatatnt stints 02 
BE UT SLOR F) R90 aaitcesat sasucesitesta tony iaderaisiaeantaal at te 03 
OG ere ORM Bic ised acs eaenteaienn dad cantina ieiuedaghed: 02 
OC UT SLOR Mi) iizasaniter eacatetited austin tindaslesiceate ants tate 02 
OG TTL ZR: sacdatuerstadteselata cd nitaledasnicbaed docusscattguletn O1 
RO oceania cea ccenccuta et teccrenteda aires salenees 04 
OCZAT-OREE ORM dep naiiiecnsiactenasshenaaiialiteascilion O7 
OG ZA TORE FORKS oii tea cel ahcchvoentenetitnumiseeite 07 
BC ZAT-ORFEOR AIDS is cccccennsatcinctsnecrmunnvecnmdiens 08 
OG ZA TOR Fe) Aree adtsccaiiteticomNediiccoaltrsaaisedicanatalas 05 
OG AAT ORF A AD cis ivstetolseeansieneiincteta dy ecucen cuestertees 06 
OG ZAP ORE) ASO ireccitivecerecuecnmeniactnaddornutnansnucs 06 
OC ZA TOR MG caters esetaeatn enchants sctaiata nachennu a ctanate 05 
BG ZAT ORM] sigress cite wslicesstateaseartarieaaventitvedaceenesiaia 05 
ODA Da BM sical cts tua tend anata dca ccndicia es 04 
OCA TGR MEK seriteszi iacedtitd cranial ental stale std, 04 
BG ZA T= LOR accesses tisuacetctese oetatitel aw necleiyeudtiuans 05 
BO ZAMS LORE AIO sccanocereestyircnuendinntnasroutmendeus 06 
COAT ORIN ic cet iceatti rather catia tadteadvaat aiid 05 
OG ZA TALORIM) :ccisccatctrvawssedstovalaetsiniaeteneetsuatetteeniiens 05 
OAT ZRIMP sleuain ca ancutettcvacevtde tisestaueta deacdvadadiuases 04 
Oe OR ey Ba ster yoke saaat lets cekt ole icah es ad Sea P9 
OC OO RMP B: scx. scstacedurdeuvaesavusdaegunadecdueuetnccsuaetducarty lies Pl 
OGG. NOU Lol) Seacesitacacin anc necenaas tiara itusicencanieceantnait B42 
OOO GN OU Fl carts iia atti) Bnet inanudaeien nets B42 
COCA GAR EE sccitalt otcideaieetiteltatyteeduielsengenteels B42 
OOO FR cata eeca as acanlatatetata dis easton aeca tase B42 
OCOD OU Lua tetetiataccar tn elateaiatats aah lalalenlehate ra B43 
OC OD NREL ceeds Maen lebenciuievenudenauaeladaus B43 
OS De OU il heiacer sinha tesrcabieien ett tnaunliesrnetteaiein B44 
ODE ORM Pasi ak i iiiah cenit inca eh caeslacalteiiaia i P12 
X9 


PART# CPG 
BOSE ORE) Sia iatatntlansiatt er actin stale suacenautnantaiety P15 
COE ORF Od 40 ialcnenaucundianienentenbaamonaie Pld 
BODE ROR | O90 waitins Lame inarailiids endian ily! P16 
BOO ESO MIA uct cauciiitraliadie creat euineuulisl easodindder P18 
CUO OR MLK wraecenascunvcaelasae qeenemuteaemceuaiuratacnaenine: P16 
COD ESO R MINAS tetecitantt cial aad wath asetabicie cacti adge Ply 
SCOE SOR MIKI scaccssuevetanrveriiaverinaneincstnuewsintinernieds Ply 
OO VE) acer hatatecti at naacentadhanitaiunincunteacetdetas P12 
OCD EC UIN, iepeceadahscmalls Mencia se inti aa tiasaura heath B44 
CODE ARE BL ircti sariateialatatcbeateatavatinacnenetuaamneitn B44 
OOO N DUE turiteugcoigaiteencendadtetennantestanicatenceteatualt B43 
CGO M REGIA a teedtat Artin sen sh iabtideath cl aan cad B43 
OC OA-OR PAB Mc sscsssnvesssuties venwuceserrnsesba ven sbnruedswuiensus P11 
OL Oe dacpeceanah Gam itoreniatGiatta haa Masea ty utmetted P2 
OOO UA rast atte tial siracit lt int lati scat elated a biti ns P4 
BC SA<OR MING -O4 3 ci cGencantstaveseachanettvtadielaeaadtaneatu' P5 
OG sO RMP siesiacencanunsanenitin enenunacuaesuianenemmncnenied Pe 
OC OASO REE OR Gua antical uatiecaleenteabes ait abe lanticab P9 
OCOKSOR Fi] SMe shectece ures cessed aut stebrnteeit oelantted saath P7 
CUO NOR bla 4 Osc an euseradacaeatinial watson asaosuemanan P8 
OC AOE) OU seal scasntiaaal lukl nt clad aa tat feat P8 
BC ONSORE) SAUD scones iterrstiueinecaddeeniendemetienudends P8 
OO NEON BD a nescence ncecenaathatetoaituarndcinarminenatiagl P9 
OC OASOR MEA aint teieeats ineaititn halreaiaa anes, P11 
OC OXHGOR MIX cas occtusnitonresreiyonecesneenudcesnavenncnanuress P4 
SCO AOR MIX 45-026 sceurscctueresvaiteneainerimmanitinncinnectt P5 
BC ONO RMI SU UA astral iasecuin cna him naa saast hn PO 
SCOACORM | Aesiiiachaceainteeitedimecamieticenedteattnien: P2 
DONE OP iaiesces asshcrccena cei anauitieg cenaeehanrenaaite candor Pi 
CCBAC RMD ctiialattr elacdhtital sit reathidatttlnts structed aii P4 
OC LA KX ZBF T ices wyesavecnieresedenraudereeeeuieduieonsiacnet B46 
OC TAZ OME =D) sacaraconedaiacaraanmhiannns augecmncacaenmncarienint M1 
OG TAO PS Gi unaien bathe aiamaietatnicah aiaetabaital M1 
OC TA-CAB CB cae cPiawsscncsyrsanthteaarnaceavautnesoaveneneal M6 
OCA BROAD sicenede tecseners atonctaliemae dneuengacnacenns M4 
OC TABOR) SAeo oe cain hiiiia heel ayia Bacal ste M4 
OCA BE | AAS ices sautinrsraulsneonenatonaoessautnteunaauianitesal M3 
CCAS OF |: ie Unis cualcteeaaan cau tad an an veetiateame a ante cotimuarten M3 
OG LAGE SAD ctteticania eater a nabsicatai lta seseidatoeaitant) M5 
BO AF AO acietcauwatennncctan aii dneustsituatemuanttacena anes M5 
OCA OMY sacstercaneniacenennnimacnanneniaunmanemrec M6 
OG LASS MINAS i cihisesh adherens tual duets rheasebialeiel M7 
OC ABM IK 90 a: veriscssnaiedsvasearcneenemntenaaiinuyonueonatuniae M7 
OO PB cts acteagstenetl etiene nner ney caustiindcdiateins M1 
OC LACM PSS aiancaiet abate ata nateuataicaih alate tals ch M1 
OC TACT AZOF Tr seuccusivaciateniaidatatadnacnluensarnate B4/ 
COLAC TG IN os css ctenaensrreceanenammenaacenncatiacntenns B4/ 
OC TAN CTW cctscatansitrcslsalioeiskaticcMsAsincatika hla B46 
OCA ALA sé nsuusldlcsaaulaeremtcabuontinnsokorauenantunany: Q13 
OA BLD acetals tacwnicadiastedenuatgeraon Geacmeamm cages Q14 
OCA PG EA a cies soeantaat te cantive hi coathinloorainrntad Q1 
OC LAMP saicrexertusnstersinaenacmacsheuancstacinecdierecatentingt: L9 
CEM ZTDL TER SOFT ch cui sebhnntvsattaaageiddinsats B22 
SCMZTDLEXTEXCTIN ccscsienes ueseumnaiesanumatvesuntvn esate B22 
COLE ORR ORD: -acanacaessecumethnaemanucmuanncnean od 
OOP FO EI SOR ra etenulnesecnnteor caer beet caeiultebitves $12 
CCP EOP Fs ORB” :ccicinuieescattucneitueentaaiancutaruces S11 
CO EOE RTL ZEB ei cccinnenieiciraidwncaciieaninrenteatuadts S11 
COP MOFE- ORO sickest djl nua tieicu dasha S10 
OO PMO EOF? cen siarauesttactinunaracsmiutaunuunevenmnts S10 
OO POE a OE Be chou ccetcemacte lasted citatpedciaetvsathurt S10 
CO PMO PE ZED wrsticcuacesifenstinlngndinitectinitiatds S10 
GEG A ZOE I iid cainitlccoieateaeasli dai dtwsedtcnctenevnt Bo 
Oe GA ND OF etc racer hatiocttuedtsnurbaeaaaamtenccens Aneel BO 
Cer OOK MITE A ZOE ahicams setemnaiaet aca iernanctan B/ 
SEP GAR-MTEAC TIN ccescaiess uoctussuniunrsacernumeesinrarnnyuiets B/ 
Oe A CIN, ec caraceatiaaamncencaugumane acttecacecacautl BO 
OE ELS Sad ttecash tat ceaes eddieant eel asani itiaat eta Bo 
CEG IGA ZOE I sitesi oti meceslleat edames atetursenent dante B3 
GE GO MITE 7 DE cernenccsocromeniaiecienatasiecewaetietencouests B4 
CEO TEAC LN xia ititeiiietuteie leads cheats: B4 
BE ORME A LE sescrieacuatin asentecnsduvnaiueyaaeiiiengs B4 
Oe IN sac sect ase eaeaguintatncacmna macnn B3 
OE IU acai disccaat odie’ eld cmnaninetievanl itech B3 
BER GOR N20F | am were ttmacnsiatiaedtnesnernenednedtin’ Bl 
Cer OK MER 25 Fl ccm denccunettautmesincinndutinciracat B2 
CEP GOK MIT PAC Nisiatiiatnitaicathbra healt iadiansinls B2 
DEP GORACTN suisccuse uitovinicuetaalentenstebanauesmieennaeneined Bl 
OE GOR MEM scicacaantdtivatannatoret cuit aueatusn enarncaasaciaaane Bl 
OP BONE ood iocaa ve iced iaae chdgeeei tian ieaat eas R16 
OP BOF BBY viccsesdcincises eisaistaeu nat saanutiharvesvamuista att Ul 
OF BOE Sia nchaccnncuiuucaneiscueueeiiannnanteaneechoncinn R16 
CEB RE OROM | ucts ctacatida iii mas iat aes R68 
X10 


PART NUMBER INDEX 


PART# PAGE 
BFBEFOR-BMJ scssssscssssssesssssssessssssessssssessssssseven R68 
BEBEFOR-LOMJ ssccssccssssssssssssssssssssssssseseressseeree R68 
SE BSP Po GRP. cx. aessecescanviisannraneaue shecttabocans R66 
SEB SP RESM I scxcrssesscurnssticansredadnaastvsieomeressa ae R66 
BEBSPP-BMP ccccesssssecessssccvssssersessesserssesssrevsnsseeens R65 
BEES PP MOM Pecu asec dueumn dee aeuetuaaes R65 
SFE SPEC NP cacrste cansveericte tet guacuiee heeled R75 
BEB SPN OF |X ccecscccsescuseceeeuusersaveseels eerie toes R68 
SEBSPPXCOM voce ses trssaeiel dina ltiecnccaleomesie: R67 
BEBSPPX-BE| X ssssccssssscsesssssevevssservvsessevenseseeranses R68 
BEBSPPX-SM] scsssccssssssssssssscvessssecressssseessssssevesse R67 
BEBSPPX-SMP9O ceccesssssssssssserssssseressssevvesestevense R67 
BEB SPX 10M) ected caceser:telesitenletesveriteyitedabse R67 
BEDH ICAP chcekc ic hee cpaceiaate is meaceboetaes R80 
BF DC AP i ty ue ita sanictincn vente nae R79 
GF DINCAM |. scoscoduvsccececchectatusheacar ieciotndesieaaian: R72 
FD XCOMI evssietcozsssceiseetsteaousdsisateuatectbsechee R72 
Ne ca ee eather eS lta V17 
BEPOR-CAP stscxtacessodascusiomsielsaoaan estimates R39 
BEF ROM adeee neces ch att Anata R47 
BG cient eae esculenta natant Ue 
SAGs erie castigo cuneate ean ase 
BECP aia cs ah ptt mcr ectiercceeMcctt R22 
Bice iM aeaictatts shel) coiteestenes ceasatiatentis R82 
SEG. CP secsestenorncsestatedsitahareiartatasiniehateasian R81 
BE K2GEP. esl accseacastzecbects-ssseaccssseanaesebeachncastivesiad R37 
BE) CGMP sas cecsen ite uteneeeica tatstouar catenin R 36 
BE] X-GMPQO ..ccccccsscscssssseseessssssvssssseesessesevnesseen R37 
BF) ORR ese sta smustestatlie satin te euctctis R37 
BED CoM Micnstiiocret dod ack oe htt syed R 36 
BE] X-BMPQO ..scscccssscccossssecssssssevenssssesessnseressnssens R37 
BE NE necked et ceottch le atiad Artescns chee vce R83 
ICO ie cere teas ene eta! R82 
FRED V saieie tere fandnctats eeltghs fatetaeuly bien U1 
SELON cities correcta Miata anette ee R48 
SPOS cose dae ta vatseas Gil tat ial terd aa ac cat R49 
BEE OO e Aucsa hace natn taaher eempeatehteacet R50 
BELH=BELHBV cnsccssssscccssssesssssssevessesscrvessnserenssssees Ul 
BPA Piet cecene ae ucla marie ele ate eis R7 
BEP-AEPQO .sccscccssssccssssssevsssssesessssevevssseevessnseevvnsees R8 
SPIER ates secce sfeite ccuststoldentdeausasiean ate R8 
BOE ahaa cetie hat tie ea aetna, R7 
DEP GF POO. csseseacnsstvcvsciseetettdteeectasiseinins tteonanel R8 
BOF Peace onion esitaecsaeuneeter R8 
SEP GER seen teats cand ceniotacsl contort ces RQ 
BE PGF PX 90 cactssssinvinslaciennu yessetaedsasintsvedatars R10 
SE Rb ee rsa cortiarhcd ecenntvaas cnetnceetel R7 
BE PGE PGE P tsca tuictusecaivatslaeh an be akaubodant, R10 
BEP-SEP-BFPBV scscsscccsssssecsssssesesessersenssssevenssssevvanes U4 
BEP-BEP-BMP saeccsssssessssssescsssseersssseesesesserensssseren R11 
BE PE SE POO es etsrciie taltteicereutcaan dalseietaradte dv R8 
BEP-BEPBV cccsssssssssssssessssssssssserssessotssvessersseseeeen U2 
BFP oie secherse eecie cnt ctatchceeetestesiectoneciaet R8 
BE PEO E PN a cast carats etait uae die iat hae are ame RQ 
SEP Ge PX 0 er ssschenteucucdeeinhcectarseabtastetenattectorrte R10 
BE POMP 5 schscecca cl xeescticssatdee senses mare sh eee R4 
SPN cath cia tse tater dgreaaats eee at R8 
BFP 1 IEP Xie rcoviexrnclaacunuugsseraadssienoeta rece R10 
BEPX-BEPX-BEPX ssccsssssesssssservssessevnsssservevsnssevens R11 
BPX -GEP MOM Ps 24 catote aces \icacntoktacttcted «ayia R12 
SEO BEG RB \ caecesanvtelsvpiesicadectole (oc cies eiesetton 52 
SF OBI BEP. «.ccscas-tsceoeaisevscndwereccan estos nacvessnoccenetn S1 
SE OB ADA OF PY ee cnetcicsctsdotaciaiutal cobs datcaneinacuats S1 
BFOBADA-L2EP scccssseccossssescsssssecnssssesesstservssssseen S1 
BF OB ANG Pex cciceeat scence Sclsontestsstasecotetvatcte 55 
BE ORE CED citeietenac diet ten erent ate! S11 
BEQFE-SEBPP ceccssssseccsssscscssssevsevssservnssservnssssevnes S12 
BEQFE-BEP. ccessssscssssessesssssssersssssesvsssssesesesserenses $12 
GEOR FORK H Dist scsceaticceneucse ontalatinctics $12 
GF ORE SIDRB cc sustreubscortcscted ina Setiactdelececul tants S11 
BEQFEH-BEP scesssssccsssssevssssscervssservsssssevensessvrasses S15 
BE OUHE GM Bectetrcdsteitaalasleatil use aeailaalll a. G15 
SF CEES MIDs cettestctsl elas titeaadhieta nator G15 
BEOQLH-LOMB ccsssseccosssscsssssseccssssescsssesesesesserenen G15 
BORO Pecieatste cau ieementas ecauhtaluttateant i: $22 
BF OPIA-BEP scssssessntcsestecinesvedorseestoet eden eotasasteuse S4 
BOO ee wteestaiciel te te atnenten acetates? 58 
SOTO bettie Mental eee leat B27 
BGT OORT crs cetenescsstichec taeutetisteen wcaveoenenceane B27 
BG TH XGOE I: csicc ive /eisaci scence eenncest stots iebieed B28 
BG THE Els tae era acest itecaltecenbienedt te B28 
BG OMe x tacen paca eta ascent, B27 
BGINUG RE Blcictgcte snus auearctones B27 
BG eee acheter, let cated B27 


www.gates.com 







PART# CPG 
OGIZ KOOP T ceeiseladinucielsucinlayanitatalulauheatedaauedewinanetns B23 
OO OOF scans einai dsemnniandenaccel ail eatntanarnammacin: B23 
OGZL KOOP Tait bisotestivet caccan von nemadatantecn eens B25 
OG AR EE sisarcsuaesacemuirdened ua iiaeduly ene auaelediles B25 
OOI2 NB ALLE. scan teecsrenminearrcanaunncnn acme aun madness B23 
COZNE SOFT eataiainataleneaiilaniestianean mania B24 
OGIZ NEA BEE kviore esuleisarcattale nt udeaelitenttan an dosiuletag B24 
OBE ee eta cea apentanletaeedaalecarea hs eedea Gaal canenactrs B23 
CUS DEV ZO Mica cte Saat toast denn Seasai in lenaate ae B34 
OSE NC UIN ceteris tan steiceuses tactile beataasncetaataaaueNontaesie B34 
OME ster ccvascatescnautatn cetawetalneatrnea antics cmeneesiueaten Gl 
OOP ADA listen Teh atihl ait ees aset Geel ali ath Alrtgeeld G27 
OG-OF BOP OBA sc awiseccccnasvacaccaneirannaudacenapiaandens G37 
BOOP TG ORK ccaacusinciesntne arena uanamiensan G17 
CGO FORM 409: aa tcert yy arch ater alacant G19 
OG-OF FORA QUE ssuttdaectinatervescnertciacioteatidtinsdie G20 
BOOP EO R90 5 hacateannnesiactatecenemncermeanncmetie G20 
OG-OF FORMAT GA sis teccialssiedannisanernadinstdansaterant: G46 
OG OF [Arc iciusisaistorextietraseants vaiastoni tvastnelinienanturl duets G8 
OOF | AOE sacar anvonnunn teats cakvieem erm mamemecnamnt: G8 
OOF eC a cteansiiin er ianiencuudnaradehiainis G45 
OG OPT aviateccrcsansucdediiatieacsuawlese abit agantsuendestaemces G3 
BG*OE PHI Oscar cuseanennanaumaacanans G44 
OUSOMB OPP shims tnl hl meng Scat bial: G37 
OG OMIA: siiaicianuissaunsatantiauenny witout vabiatondavansina ail G24 
ONE ies tal cratic cate nitcetidce ete tuiceeatngrens Gl 
CON ON satcancecsit ita abit ladda ten cea ela f G44 
OG OM PA ics dewinraalscihaenijarcsatarneaetiatbinedatiagsccieamnndye G2 
OG ON POO. is concise cotanesieotanansknycananitancmaccaieytanden G2 
OG OB OP Diam laa g sels hdaol suas Abt cain: G28 
SG -GPAB A sscisistvecsvsonaiiedenernta nemueonan tebanetnianimentinalit G27 
OT OF DEEN: steaateagentataaiin aes en uencenace as acatien nara mencnta liu G39 
CGO BOP OR sctuaticasusaiecma naar isl latmatiiata G37 
SG-CFBSPORKAD succacsieetsatinsnnradisen niacin 638 
BOOP BSP OR NO scrim accituetanctensenienserrtnnecdeeveneaee G38 
OGror bop ORNOUBL aaa oman eam enctmne G39 
OG-OF FORK citiunuiavsrauuesnuucensumiuocsnama uate G17 
BOtOPE OR KG Sucatsa nc detre catnanaceuemmmaieuunnante G19 
GOGO FORM AOO TON cnicarsecntcitaan autoreve! G47 
OG-GFFORAG P2022 uci succtncimatinarieragananemriacaive G19 
BO OE ROR NOU Ls cicesrendinenacn Cuanarantreuincnbettacie G20 
OG-GEFORKOOM cas cuih tars cients aldhaatsatinaarncutnds G20 
SG-OF EORKQOS si ct cvvscruvesuatlovaatinnt avesnect ma ewnwecet G20 
BG-GEFORNGOS-[ OKs icsncsaatccmarnttatsunciadenmeuea: G47 
OG=OFE OR NTA ch iiecastesitientni a leenanh enolate tested G46 
OOP SA <vtatiiei reiterate aabumeeidn tens G42 
Bc OF): sicaararns co enewnaietuancatactucntancnaeon tn amen cauiree G8 
OU Oa 00 i vurska Meals arn Bla Ho G9 
OG=BF | A495 «CK a oiserroraauicnsrstitinnndarermaneneetnnatens G45 
BOTGE | NUL, siaar can iastecwarestn carne dndenesnmumenside G10 
OU OR UM seas conan tht Monat oet ccna das tasedon: G10 
OB F | A905 ean icacrsadusneieane autineieedadinitom tegentieduters G10 
BG GP Na CX: acaincscanectnncnattncemneets Sessines aunatmneet ecules G45 
OO ORI mise einen Nalanda acta G41 
BBP RNG cecetsisnrattont sandeanteateunnnnel mierecuoatnieuaagantathase G41 
BOT OF NOU cai caccos ta cactus crim aunaatenrumemanaret G42 
OU OP scorn ad onal ised alee aera armas G21 
GGG E EA OM xcraunitnchactcinteinncetaaiidacdnnteniaseautacc™ G22 
BG OF SOU sce smntetmccnreaiecammcanratmaicmcmmmmnncnaeds G24 
OOP LLC essai aie iA oul e th ork 3 Aa ueel a evar G48 
OGRGEP siiutictetdatesucauuaawateaciine wtanasiatusiuaenennmnennds G3 
OOTGE Pa OA scietenadrsire Mbiincetnemanducaraawe G44 
OU OF Pa rasa eastataah Gt cacreall Lounanes naa dota am a G4 
GiB Oe ceteaetenatatsedishasthauatananandedubecetaceauettasaadatae G12 
BG OF 45 sancsnssencunecesestaeavcnisettenesaimentonnmuneemana tee G12 
OG Oh ONO saienaatainmrknmanticn Monnaies danny G13 
SO) ISP A csaecedaiavaitest sianuiuanlenaaaiael me vedveaiaunnadtantages G43 
OS OM Bidet ena atrenlstestct ode cenan Me aneamnonnnatnernes G4 
OU ONE PAE asses can atataDauni cal ieteanled st carhl ud acca G37 
OG-OMBOP T sia ecaainntenceatmaineadtadnemkenecads G36 
BO OMB sina cuestincvesneatnvsaiienicrenstuesteioniminanocnteaenaat G5 
OU ON Daa clini Sista leita hl aii Aneta nt aha G5 
OG OMB AASB sviccinuetalstwanstouda oaduatesanvareemnuabivetnns G6 
BOSOM B AOU 5 cect ar ica seeuruiaectrcniteumtdnntaraimiueneaiae G6 
BS OIB UB ik cacriaste Nitonn ehlitocelaied ites ania eine tad G7 
SOOM BA. wccasiecsscuatsiomcesstanincatedeadiuedianeeinsiteaue eatin G26 
OO c OM RIPON: 2iccrisedssecasoncssnceeteneaesanmnadnautoncen tyre Gi] 
CG -OMEPOR BEDE Nas hiccct hel Maciuvshs sea wanhesntwte, G16 
OOO MIX c iesaieinulvatennceaiaeian icnerancandeameenauancitondl G24 
BOSOM A Drie citi cdreeistecctteotentnaateccmnuanngomucatucnne G25 
CU ONE DO ie acsdiat ese tat daath aad canter a loreal G25 
SGM) asiscieducian seu tsese came onae ites dune ty vd cdiet een G7 
BOOM Er a¥icas acnctananiennmnmuertsuunenamncnnnaiveecnmnnne Gl 
CROP =P OX suis Gries Ge liencel airianesl annie hus silane G44 


PART# CPG 
OME A eset Yash tata Vedat dca Vaan G2 
DO AONE KOO cacti tavecianinntrccintsdaecuntiunhscaacuiteertinneint G2 
OG OMP AOU Es ciauts Zou acimaatna tesa Memekie nabiA: G3 
COMO TE eaciaesinnastee tea Oacticeba tal anervseadane tecarees G13 
BG CMO LA ADS O10 scceadususcenersacateatanasneuin teats G14 
OG ONO EE OOLOG fries otsicests subtended tiers tot icconts tes G14 
BG=GMQ LAGOS 026 ccs ctstansvatrastinaualedaaubtosstinseates G14 
OG OO anon caress cae aera cntmancmaainain teomaaneaaaueranys G15 
OG ONO LEAS 0 53 aes taaiaast italiani tantatat G16 
SG-BMOQUESUO50 cia reercsmnaratansiansseeksvesecdentanbestse G16 
OG ONS arin mstiiud ciate manatee meme aware G12 
OGRONI SF elaledastal Anatase ccantie a tateatU at ates saat G26 
OG TOF BS P-OR Ke ietriccinslcisetinstaipanedew uncuishuandtensternegien G37 
BG LOEB SP OR KAO a atescmey. cs tennnencnemnatunarmddant: G38 
OG OED POR AOU teed as ccwals i sianaaiasliantig 638 
OG TOF FORA sa aiecioncedt anisalaptactinueatuninedinaetamuiie G17 
BG DOF FOR AS0=OL sccsisscute atececntantcoomnuitiennaents G18 
CGO ROR AGO pestis sticctesahicmiataiaie a at adticaibetls G19 
OG OF FOR ASS 5-1 OK vineancastiraslventtnratcccsieeteeats G47 
BG OF FOR OU as catecccrst ads deananaiestanleteincamaneces G20 
OG TO POR MOON: shies catieccen adic uiehiatia oat G20 
OG LOPE OR KOS sicceiés csctesncanocsaiatseseadimeansiaccdiediete G20 
BGrLOPFOR A905 TCX as iisiiwn deta trenvenaannreenaen G47 
OGaOR ROR ALOK oka: inca thaniinren tanteca\ annie at G46 
OG LORIN sterectatl atetiianesinoa dala vote vaeineedtelytchaluctsite G8 
BG UE NGOS se sGrecsavenhin care didrunmmnsatt cand eathecaneacinens G9 
OG =TOF) AAD ae CM crue letiedsh Ai taant uastieaaas Uoacinteakins G45 
OG LOE) NOD OG Oa wsiciuschtretarecsnasendasrhsntettncntauses G10 
OOO ET) KOU cas cexssirecnacnusen tava decmugtatattences tenceere. G10 
OGD OOM a cca atte es hee a bidet tahiti alta G10 
BG OF) NODS cite vteacchluaiuastiinaeevanterdastina tt yaatluie’ G10 
BG LOP Ae GX: sccccsnseacueeenenenneronmminennnany’ G45 
TOF LS id ice eta Neate as ected acai Escala brat taae G39 
OG LOR SA ccs iestiarccunanlandenadsietarsnteanecceurunnagomuasatsy G12 
BG LOPS NAOU1G iirc cctitvnavenccdunteaciien menducnee G12 
OGaLOP SK OU-08) isc uitame iia cacavaaints G13 
OG 1 OMB scrsiiecyuit oe Centanesicnesdel te lata veasutauasintytedenvansite G4 
BOON BI tient iheocraqathin cancdacanmtets icant enihomaneaaten. G5 
OU TOM BAGO cucsoaht be taccii st eine hsaainl Minette eset: G5 
OU LOM BASS Le eslsdexater eaves tuaioes ened ewietestacuslsdentiinea G6 
BG) ONE 0 aces cicctesd ae mmagunnuamieonnen entrain: G6 
OGTOUMB AGU Litcusunmhahtactnasioneim Boethaattnaitts G7 
SG LOMB AQCB LU sa saisiccieataitwtenciedeeieat dl ween suieneibaate G7 
OG ONE sisters cerca tinoateaid deaneeeandcmausc enn G26 
BGA LOM ERO R aieratatases satiate em tisinosetatas aes G17 
OG LOM |) isasitiorrsnatetian site deitiermaeeStodeumususmactaudtiag adtdys G7 
BOLUM Sit sac trcaidues haneimenateconnts woemusenemeites G12 
OGaIZEBIPEA want ssanthimlsschatsa lhl iicterla stiee G39 
OG LZEBS PORK: se paina eld uilunttasvidain btaaleauuevuectaateas G37 
OGL ZED OR it iaicstouscnrtecntaettanctteawoetunanmeadsceate G33 
OG a1 EEO Re iil ccd riticnien ln cusastieoiatiarde G18 
OG 1 ZEF OR KASD x disesernccsiraregssidle edecesstlenagse etnies G19 
BG rE FORA IU da vxtesetnantecnmenwbrsrmeniienrncn wnat G20 
OGa17 FRO R RAL GX cen icotincunantnetainabiadatnalinetiel dts G46 
OGL ZEN iierialoht oh satis tsiatectukate vacuus te Reacuset ote eapeuelate G8 
BG rl ZE) NOS sais cetanedd nrcien deerunenetmenatetratemnentn G10 
OG SIDE | TCX ais crtsncin aadateat ctedcn an calsrtaattctah actin G45 
OGL ZF Lz ccatecctaishehactnethccacdna whale daeteladenearmerncae G21 
OE A Mi icicccenaaiteanctnituenconcanieccaganheutmaniint G22 
OG AFLOOM tte ccnncensakenhaucinieat 4 aaa sotetna G24 
OGL DNB aerete scat deaaleiliesdaetate Cohavhessbans uaigensat odie G4 
BG AMEN 0) seussiaceameshcn cams dsdvnnemmetatcnatestnemanes arene G6 
OG] ZB ROC Be vacancies at cadesyale data et seat valsncasiiuine G7 
COTM BOOB LU hcsrssitesicteta debvoeswuuteatedestavediceuwiatls G7 
OG LID esc camucategnacterencc dedectnod ncatinat uaxcenednen G32 
OGal ZIRE ORY ccrarseacetantavsentannivaatantacoseman scion: G17 
OG 12M I) sce taliasrnar estab ant attier natant atu inah ial vant G7 
ONE araitrcotaalc cease Geccntathaemianeenmnalactnaain Gl 
OG] DIP ATC sic shincoeisna det cana aitiin cal saci G44 
OG PAE DOR ssuacasserusiuesane camloesstunnilinadadiltsnates G33 
BGT DAOR MA ats necustascet aa cteaei bitterness sctwnetaceeds G33 
OGIAPOMOR NI pean eenanie in diieanawe G34 
BG LOEDUOR M: sccsurhlenonscsevins ievanlgaveanaltieacbeaceng aes G30 
BG SOF DLO RA AD citer datrecaneninceat abhotauantnans G30 
OGD LOR AGO cases bicoreiiatescai di scuarkeee oman vate G31 
SG TOM DL ssitssicdusadtesadinea chante tadene vit stanatemanccant vast G29 
OG ELON OP icici aincauentacanandnnan amconenmamiumten G35 
OG LOE DMO RN a scarsecteusietaeaussctai al tue alsat G33 
SG- TGF DHOR KAD scuessaeanatrerian geeteannncisannrenues G33 
BOOED AOR OO a cacy catenrnamianrannamnadan: G34 
BGT OF | Xe sites attecanshae scant atten alienate sarc Asan! G8 
OG=1 OM DIF cicdsevuesscurvicsatbadrsneamnes rien sduancsuauanytesees G32 
OGLE EG sects: cmeteah came annuncee G32 
OGal GDB) de cssdaatiticeclialitaodaisican etal uieet: G29 


PART NUMBER INDEX 


PART# — —C(tst—“ié‘éiPA 
BG eC OLOR aguat tee ua ac amens G30 
BG-1BFDLORXA5 vosscccccssssscsssssessssseseeeessesesesseeen G30 
SG TCRDLO ROO sree kstvinaeastnenturgenustenatte x: G31 
BG DOF DH ORY sccovesunsssoractidesasevtietinovsirenobstunete) G33 
BOC IF Peete ascitic a cect ctrnee rcceetee i E39 
BGT oe aieciom teceda osiaenselncth cecamaM leant }9 
GLP L-BF] XA5S cccsssscssssssseessssssvssssssvsssseseesessee 9 
SGU Or MOO pctinereadian cca ateeeaccmttac 9 
BG UP Te BE (G0 cdc scenons hacia ecrentrdetsuric bt }9 
BGG 1e tmnt tonnes alee onan E40 
BGS IR Ace el corer tatiiemnmes enacts E40 
BGG BE BSP OR rvestniam he wits oasauuaietae: E34 
BGS-BEBSPORXA5M ccssssscsscscsssssesesssvsssesevnsseee E34 
BGS-SEBSPORX9OM o.ccccssscssssesesssssesssseevssseeeee E35 
BGS. F OB ae te nsec canent te rae, oeenerbartadh E8 
BGS-BEFORXASS scesesssccsessssessssevssssessstssveseeteessese EQ 
BGS-BEFORX90-083 scessscccscsssssssssssssssvsssseresssseeve E10 
BGS-BEFORXOOM ccscsccccccsssccssssccesssseveseseeessteense E10 
BGS-BEFORX9OS cccsssssccsssssvsssssvesstsvvssstvessstvves E10 
S65 GF IN eee anietasnra vutareancaann Eq 
BGS BEI 15S. aed nals enter onc ara ecamamtvicer te E5 
BGG CEP OOl arias ainatacie aastnig, Berane a, E6 
BGS OFX 90M iccciseascsesratas hasaitc woceseeseenasesence E6 
BGG OES aaa cine ae ent tats E6 
BGS-BE] XOOXL sescccssssssssvecsessessceesvessotevvssserenssseee E6 
BG COE Ge eas ae as ee E39 
BG G28 ela ectorlman trite a vaninnaeamora voters El 
BG OMe ctens uns ettts tree ramet E12 
B65 -CELASM eect ot ce rue cee a E13 
BGG BEG soc wh aed tensions utekt anaes tl) E14 
BGS-BELOOL .ccccccscccsescccssecevssssvesesesevssternesseeee E15 
S65 SE LOOM csccteuan tia netarnectaadetes E15 
BG ORIN ene hetces uence cecal ter acters E19 
BGS OF EHASM tess scusceces net cintna,eccaaces! E20 
BGS-BELH90-080 scsscssccsssccesesesssesseessssreseseeevstte E22 
BGs OOM ictusceuanteauiesactiesta ea atel E22 
BGG CHILE sess acct cline sirecuetoesnicc osama lin’ E27 
BGS-BHLEQ0-O86 ..scccssescsssescssssssessseevesssteeesseeeee E28 
BG SUE eae rata amuseeneynan ey E2 
BGG GMB SPP asecusncssecs Gatejateteaa ot itacsemoe rane E33 
BGS -GMEF OR it csctieeraadteststicetttelenasties ET 
BGG lice neat tinaanen inanimate EA 
BG OID ts suttio cseretecuce stan nienmtanateeteenccastcentel Fl 
SES IOFFORY cccsscrue a eect uasaietac ad ucetcues E8 
BGS OE FOR 455 wx tesersonsdiceirss eran otinree cee EQ 
BGG TOE FOR OL acccraes cs dnacncduamuenanaieonn! E10 
BG SOR FOR XOOM sesisaccottece: teste stheteccts thet E10 
BGS TORO Rh C0s ueeeen aidan tant ioctiants E10 
BG SE) cae tt eile cdetensient vee Saianehnecatan E5 
SSE Ao sete eet ences ieee oe E5 
BGS 0 | 00 ace sccted eactcandelct nal cecneamiuanals. ET 
BGS-1OF] XQOM scecssccccsecsccsseseressssessseereseseenssteeee ET 
BGS TOE) 00S: cet diraatctrats ciate Set autte ET 
BCC URC veto ta ae cae E17 
BG VOMBL 6 trevoniencaaicersetewessentsunemuitacemutcete E2 
SGS-TOMPFOR: sescsscevsssscinesiseesisoscicdivueiesddiesecte ET 
BG oo Nis scartrthsiacatt ts taaneelsl mt etenen tatacnatss EA 
BGS TDF DORN escsossaszscerastectonrievarctricdrnsts meses E31 
BEEF OR eis sent acest eaten Eg 
BOT O oS wave iat iets ecleniiet EQ 
BGS-1L2FFORXQOS vesscccssssessssssvsssessvssesesssetevee E10 
BG IRI ase ceitossetietena dente E5 
BG 00S setts fearochasen scenic cles ET 
SS esa it setae tl Poteaanteaten ea seativeleg! Ell 
B65 TRL SOM acest ices acitceatiee! E13 
BG 1 ADI ice teen ater es a E13 
BG 52612092 a sperecdeteretcacdactntedec ere cseinetovee E14 
BGS -TIFLOOM ecccsseshtesvciesiadtinartevieiufieda E15 
BGS TOE CH cen, etorensent eeneoioaserainl Menmantirenense) E19 
BGG TPE CHAM cc eccesace sc sesssn certoen c ccaaces E20 
BGS-12FLHQOM o.ssscccssscccsecsecsseseesssesessstereseseeee E22 
BGS OU pinta atari Ue me El 
BGS-14EDHORX sccsssssssssssssssssssssesesossssssssrtvesssee E31 
S651 5FDLOR  cscatanee casera mcetntwane, E29 
SG SIGE DOR 45 ox wiecerdees sash verrten sian wwe E30 
86S -15F DLOR N90 sisssdtnaetucanteerrtuenwseiacce toons E30 
BGS GMO Lee ciate acne uea tie E29 
SCG 16, DHORY coanscsanedisauns tosmantannc E31 
BGS-1GFDHORXA5 sscscccssssscsssesvsssssevssseevssseeesee E32 
BGS-16F DHORXQOM ..ccccsssccssseseessssessssesvssteeese E32 
BOSS TGF octecctasuticennuan ear temaiarushorased aceenatnaal Ell 
BGG 16M DH ictsivecctesccteccvvaneetectsesteoueteeenauctacea E31 
BG SOIT EEG Giciteces die ara aenae ae E38 
BGS RPE lee ee kk te ree eta ee E36 


www.gates.com 







PART# a —C—“‘CSC*éiPAGE 
Bsr G eae eeenmeen! E37 
BGS TIMP E Le wccscsccss-navectnd wurexeseapmcsutese ats E36 
BGS 220F DH OR sess etorsslteeeesntsscenctisesecuntedete E31 
BGT SOFT scncsacceiseteslauteccoiet datscestusnguscat B35 
SGT) CU Nicer ee a eng eet B35 
SG THR EEL sccecssscsseasssnsseisendadenssncasteostaseseate B35 
B)IC SWIVEL SEAL KIT sccesssssscesssscsssessccssesesserenees T2 
SNS he sce at A cea .el amcearertin V17 
BG OOF Ti slenucinonenamtetntnnaiautnueoand B39 
BOC AR IME erosse ceaicsstalecuteoe vsssessecasisecacsctamice j1 
CEO COR FP acuta delani eaten ence cila, 2 
BC ORS sa tia ah seeule Necrtaked cada dae hehe 5 
BIO C GR IMU crea secvecsstanustatteeourieeaetateuittenecdart 16 
SEO CZOR MP ices ccscc-dectcae tateicene ose acsmanoeseadenns 1 
BLOG OR EU erernticS Ieernns cece eleanteacesseiet loaner 16 
BIO C-OR EIS saacsacsosccdei suerssveageeorsotsanieroe Geer Tot 5 
SOC SO REP eens etasrecittatng! tae nsset ltt ecalts }2 
BIG ORD oh stec nos nt hastens sesctel Sacred benton dein }3 
BLOC-SRHM seceessssccvsssservvssscsvnsssecrnsssserasesseranensees \7 
SO ORIN deta tehcan cauantidatemdenaateedenas 16 
BLOG -OR I iiesrtocrnnscaranal hint cwahcetntsrate actaias }3 
BIO. C<BRMP ves cssteccsscsuitate’ecvsseuiseneestevesvaresneconedete’ 1 
BLOC-BRMP9O ..eccccssscsssssseessssesessssssesvsssetesesssteeee }2 
SP OC OR IAP Nuts tesletate uatratee ereeaat Metcadstteletas| 1 
SOG OR ING at hancath etter delice vetation \4 
SOC ORS Pichi uavcmudduntasvanndmusceaen \7 
BEG: TOR EIS carasessace ee uaatet ames iromitiatenls 5 
BLOC 1ORM| ccrdsisssstourveceesnsivesszousveneensensciuesas }3 
SCOR US recessed ceereressueetetn ise cadtsecivcie \4 
SOC TORR cece cuenta ere sense tans aed 1 
BOC EE ccreassnceciotin tesdctiateaim cca tase oecestet B39 
SEA SOF Ves cesceaclbaceer a nseveetaas une eoaseseced B40 
DOLE ccontatist cod ttementen a ntbeot tide: B40 
BIOB X 25F esta tecssvczsdhcscessetsrserncarcsentacasedts B40 
BLOLBXREEL caccsssseccsssssecesssssersssssesvsenserensssves B40 
BOG RE earnest eacteie espan eiraie B40 
BLOG HOF Foccicsctosssiss let ctu erccshesscelhemsesnele B40 
SONG REE lec ce cakes acetasicwes B40 
BOC ROSE cutee acct etan esau tenas B40 
SOUR REE I scot cctessstataeesaccte icsetcesecesctecl B40 
SUE REE betes staae tn accteesecttteenas ete B40 
OORT sere wide eee B20 
BM2T-MTE X5OET sssssscssssssssssssssessssssevssssssvvsssssen B21 
BM2T-MTEXBALE caecesssssescsssssecnsesseresssserenesserenes B21 
BM2T-MTEXREEL cssssesssssssssssssecvessssserssesserensssees B21 
BM2TXIOOREEL csssssescsssscscssssecvnssssevssessevensssserens B20 
CN OE set cece tetera tie cece B20 
SN 2 PG IR EE (esti tented tra cuttint lana: B20 
BM2TXREEL scscccsssssevssesseresssservvssseesnsesstvenssssevens B20 
SWOT MTX REE lecaacavciaceesadtcnsnehateccon B22 
BO OOF raed a utic aol amas B17 
BMBKH-MTEXREEL sccsssssssssssscssssssesssssessseseseeeses B19 
BMBKHXREEL essscsecessessccevssscevsssserensesseensesserenses B19 
BMBK-MTF XSOFT scccssssccsssssecsssssscsssssecsesssseevesee B17 
BMBK-MTEXBALE ssscscccssssssssssscssvesssssssssssesassseees B17 
BMBK-MTFXLG REEL scssssssccssssescssssseresesseressssees B17 
BMBK-MTFXREEL sccssssscccsssseccsessesessssserensnsservesees B17 
BM De eat aee leat etre camd tt oaealte tances 16 
BMBKXBALE esscccesssccsssssseresssscevevsssersvsensevvssssees B17 
QM AK MEG REE sacickatuincsciacus colette B17 
SM SKM RIEEL. sestusrsthccsateh neisencundtccsdeluste tetesen B17 
BMBK-XTEXBALE csccccsssseccsssssercessssercnsesecrnssssev B18 
BMBK-XTEXREEL scsssssecccssssescsssssevensssscsenseseevesees B18 
SM AK NBOP.D Seest' ct cehsniavidamcstdhasshosecsiuemeedateeee B12 
BMAKH X5OET cssssscccssssesvsssscevnsssecrnssssevesesserenses B14 
BMAKH-MTF X5OFT scessssscsssssscsvssesecrnsssserevssseeenes B15 
BMAKH-MTEXREEL sccssssscsssssscssssssessessesevsssseeeees B15 
BMAKHXREEL cssssscccscssccenssscevssssersnsessevensesseeanens B14 
BMAKLXREEL evssseccessssecssssscevvssservenssesevensesecrasens B16 
BMAK-MTE XS5OFT scccsssscssssssccsssssscrssssssevesseserense B13 
BMAK-MTEXBALE vsscsccssssssesessssccsesssssvsssssesevsseee B13 
BMAK-MTFXREEL sccsssssccosssseccsessesssssssevensssseevenees B13 
SM ARB ALE csc cotecseinisie i sssstsrsstvtesnetitevecsaths B12 
BMAKXREEL scesssseccsssessccssssssecnssssesvvesseesevesserenses B12 
BMAK-XTF X5OFT sccssssscccsssseccssssseressseeevnseseeresses B14 
BMAK-XTEXREEL scccesseccssssseseesssssvvssssseessseseressee B14 
SWS KO MOOR T sextet ceca ech cralet erect tutrccautetet Bll 
BMSK-MTFXREEL sccsssssccossssescsesseressssserensosserasee Bll 
BMSKXREEL sscssssscscscssccssssssecenssssesvensssseessesservanees Bll 
BMSK-XTEXREEL scssssseccsssssescsssssevenssssceresseserensee B12 
BIW 5 O05 OF Sas vaeresouiaieenantetereauntattooatirstncai B33 
BMSOOXREEL secssesscssssssssssssssvsssessevsssesevesseteeneee B33 
BMSOO-XTEXREEL sscsssscssssssecessssssssssseceesssservesee B33 
SIDE Pa hicteen dc at teal haat an tatstends dase cate R13 
X11 


PART# — —C(‘(stC~iPA 
SAB APN crastiieenisannescoratenseeuiaauinteetvonous R14 
SMB AFP X45: coca eonsiesseatodnieeanetseacutsaorcas R15 
BIB AE PN 90 sac scacuutasnonkce nomad tuaeeid nomen R15 
BIA areticde todo cunsnatel bastenatéeeaaieeestvan R17 
BMB-AM] 90 scccsssscccovssssssersesssessevsssseseevevesseeeeevesees R19 
GUID SI cate wtented alacds shawn Gleank wloaartent R17 
BMB-5M] 90 cccccsssscccssssessersevssesserssssesseesssseeteevesee R19 
SMB GF aan ectcncosa aihaseetbownatddiaienGhotannddoncnn R13 
GIB 05 2 pasesansdevcnat set teotmaeantumnadanconean R14 
SMB GEXA 5 csizsersrasisetouitverniuasiisasurssdideruauthaes R15 
SIIB GF PX 90 ss sisccasnsniessaiiistersion tian dotiiseaqntiaen R16 
BILE 6M) acuta usaresnet nee easGhamnanaa ination R17 
BMB-GM] 45 sccccssscccssssssssessssssssessssseseeessssseseeveseee R18 
SMB GM) 90 scsctcaciouae Mtvecaccascete wanes R19 
GIB G6 12 aul heoreneace au itsnanvectmaauttaenbastant R20 
BNIB GEI ‘ies sticmiattonitiiad eas tnetecmarsatotent! R13 
SINFO) a tedaiacisinltaneaton decdiionatsiateruntcistonee R14 
SIIB CEP yds ait trcwals alan dnensn shaauniiecennaane R15 
BMB-BFPX9O ccccccsscsscssssssssessssssesesvssssssssssssseserveee R16 
SIIB GMI scscar-csciec sneticas de aliesnes Shodientaaramacons R17 
GIB: SM|- BU | scssaweesvnosaasivepune tosmonaiscaeneedetsne R21 
BIB OM) 45 sennacssanseanatatsiasunaiss sie tasinasuianannrane R18 
BMB-BM] 90 sccccssssccsssssecsersesssesserevsseeseessssseseevesee R19 
GIB GMP sccanca tacainra eoank miaaaini tinction tie voraiuae R13 
BMB-LOM) cccccsssssceevssssssvessssssevsssssssssvesssssesvesesse R17 
SMBS TOMI 45) can, qeiccnses suaaaesenteneenacet R18 
BIB 10M | 90 ce nsceeoasinsnmeacan Masons ddecnninnen R19 
BNIB TOE Os straits decietibennesantatsnniearnanine R13 
SUB TOE Oates cast aceates de cttinsaiatesuetcisttones R14 
SIIB TOE 215 a tecuis exaiant dens uaauniiacennine R15 
BMB-L2FPX9O scecsscssccsssssscessssssscsevsssssersssesesereeee R16 
SMBS VOM Messe haccrace castes ale nesfeilecmiaa aos R17 
BIB TOUT AB -ccocsavcaseamsnicasanean mrniedakaan acne R18 
SIE 19M1 00 siescccaitanatuscnisunaissasndaciaancanieatueh R19 
SINB2VOM | srstecccistats actataeneniettatescnse asc cieaeasea gh R17 
BINB 16M | 90 ss samisianranantcurasiera ana houisahtow R19 
SIME 01S smireteccnbavarivenseniiassiivevcts iomntnstannencervont R77 
SM PUGS actcceanciseacactaneaene R12 
BMBSPOR-PLUG scisusdewnrtearnansiadsuwarinnanate R74 
SMB SP PAE rceansitert itsiteisichtirecneantnbcietatincta R62 
SMB SPPLAEP aitinneneinatoiutialnaietiaed R5Q 
SUBS Ppa Pc catalase certeahin cael R58 
BMBSPP-GEBSPPX vscssssccessssssevsessssseeessssetevessse R76 
SMB SPP IGRI © whcdits ciaulseiacatactieatsomattiante R62 
GIB SPREE P< ucovtsdunquniseimuotultmaanisncanveuemans R59 
SMBSPP-GNI esr, tvssiansevaiavs dieteausnsuiideuaamicne R5Q 
BMBSPP-6M] 90 vsscscccccsscssccssssssseeesssssseressssseeeeveee R61 
SIIB SPP =EMP cv aecoun tannins auntacnan ikaanehe R58 
BMBSPP-BEBSPPX vcscssssccsvsssssessssssesevvssssssevessse R16 
SMB SPPSOF| \ saictutucstcatieroinieion Meanie eetitente R62 
GIB SPPSORP shcastidunasvnanavsuinonninsmmseelenan R5Q 
SMB SPP OM I avi acsurnrstot instaeteiauthsnseeeaihraahnunne R5Q 
BMBSPP-BM] 45 .oscccccccscsssessssssseessssssserevsssesereveees R60 
GIB Piece VI oy aceaansh sseniah senngn Dssemhaltitecamnates R58 
BMBSPP-LOFBSPPX vcssscccesessssessssssesevvssssetevvssee R16 
SMB SPP 10F| \ icanictcanieincacaeceatietuticants R62 
GINB SPSL ON rroustiromaesineinauetumacincsieh R5Q 
BMBSPP-1OMJ 45 voccccccsscssccssssssssesvesssservvssseeerveee R60 
BMBSPP-10MJ 90 cccccccssssccssssssseeevssssserevsssesereveees R61 
BMBSPP-L2FBSPPX csscsscccssssssssvsssssseevessssseeeessee R76 
BMBSPP-L2F] X scccssssscssssssessesssssssssevsssssteesssseeeee R62 
SMB SP P51 PI. ssc on scce sncinie saaeeisaarseesstts R5Q 
BMBSPP-12MJ 45 vcccccccsscssssssssssssessssssssevssssssereveees R60 
SMBSPP 12M] 90 ssiisecessscisivinutosincalvsseiotasivnain R61 
SMB SPPSIOME 4. ccrericcsaatiascssuietaessiteietetastion R58 
BMBSPP-LGMP s.cccssscccccsssscccevsssseseevvesssssevvesseeeee R58 
BMBSPPOR-GMFFOR cccccceccsssssssvesssssssvssssssevessee R63 
BMBSPPOR-GMFFORQO sceccsssssccssssseseevsssseseeesssee R65 
BMBSPPOR-GMJ ccccsssssscsssssssseeessseseevssssesseessse R62 
BMBSPPOR-BMFFOR ccccccccsssscssssssesessessseservesssee R63 
BMBSPPOR-BMFFORAS sccccsssssccssssseseevsssseeeevesssee R64 
BMBSPPOR-BMFFORQO sccccsssssccssssseseessessssseevesssee R65 
BMBSPPOR-BMFFORL cecccscsssscssssssesessssssseeresssee R64 
BMBSPPOR-BMJ ccccssscssscsvsssessersessseseeressseseresssee R62 
BMBSPPOR-BM] 90 cccsssscccssssssscersesssesseresseesteevsee R63 
BMBSPPOR-LOMEFOR ccccccsssscssvsssesesvsssseseevesssee R63 
BMBSPPOR-LOMEFORAS vcsscsssccsssssesesssssssseesesssee R64 
BMBSPPOR-LOMEFORQO scssesssccssssseseessssssseevesssee R65 
BMBSPPOR-LOMEFORL scccesssssecsssssesesssssseeeresssee R64 
SMBSPPOR=LOM|. saisexs asia schsasstcssancenicetcatstetaats R62 
BMBSPPOR-12MEFORQO scssesssccsssssesesssssseseevesssee R65 
BMBSPPOR-12M] cccesssscsessssssssesessseseevessseseeveessee R62 
SMB SPP PLUG sssreaisSeeeaeswindenrenswntrdonen R76 
GIB SP ICOM I sateoa itaaisaeacnriimn aaa aan R56 
X12 


PART NUMBER INDEX 


PART# — i(tst—“C‘éiPAE 
BMBSPT-GM] 90 vcccscccsssssscsssssssssssssssssssuvsssnnee R57 
BIBS PTO) sac ceecciescscacssecsn inns casevsumeteter ce R56 
BMBSPT-BM 5 ..sccccccsssscssssssessssssssssssessvesseseeee R57 
BMBSPT-BM] 90 vsccccccssssscssssssesssssessssssesevessseeree R57 
SIMBS PT LOM ccer tasers aeacee boinc ciautiasumelededhe R56 
BMBSPT-LOM] 45 vocccccsssscsssssscssessssesssseseressseeeees R57 
BMBSPT-1OM] 90 sccccccscsscssssssecssssessrssseseresssseenee R57 
SMBS PT=1QM. oc cccecussscacsavencertonsesunleacsenugeecscseos R56 
BMBSPT-12M] 90 ccccccsssscssssssccessssseresseteresssseree R57 
BIBS PUP LU Ge escessartce cites tel seutiatcicaiee tsedetet R75 
BMDH-AM] sccccssscccssssscsssssscsvssseccevesssscrvssseneassses R72 
SDA OM I) aceetet eu oeiaseoene rented a R72 
SIDR Gee tenner cclecastd atl ee ce etedeaciel R79 
SIDA ce tadhicateected waudiala tte tek enc hettacers R71 
BID ON Gan vacates aens esau tveunnd R71 
BI DIP LUG: <sciscsosincoonsonesvassonsbesantetessseieebacestn R78 
BMEGATECH 250XREEL cssscccssssecssssscsvsssssrrnsees B31 
BMEGATECH LOOOXREEL scccsccsscsssssssessesssseeessee B30 
BMEGATECH 3000XREEL cccccssssccssssssesesssseressee B29 
BMEGATECH G5TB X50ET sssssssssssssssvsssssssssssseen B32 
BMEGATECH GSTBXREEL vssssccssssssesssssseeresseeen B32 
BMEGATECH250 XSOET cssssecsssssssssssssseessssseevesse B31 
BMEGATECH1000 XSOFT vscccccsssscsssssssesssseseenssee B30 
BMEGATECH3000 XSOFT vcccccsssssssssssesesssseseenssee B29 
BMEGATECHLOCXREEL secesssssssesssssesssssseesssseen B39 
SIME FOR-AMP® ccs.cxcsie wctocaistesoneastsvesecrrstamnadiasee R43 
BER ORSON B att tacntonae dice Master tt R44 
BMEFOR-GMBA5 ..sccccccsssssssssssesssssesssssserevssssseene R45 
BMEFOR-GMBOQO v.ccccccssssscssssssesssssessvssseteressseeenve R45 
BMEFOR-OMP scccssssscssssssscssessssessesssssrvsssetervesseseenve R43 
BMEFOR-BEFORX-SMEFOR sscsessessssssssssssssseessse R42 
BMEFOR-BFFORX9O ccccsssssecsvsssseesssseserssssssteessee R41 
BM EFOR=OR I sescecteans-eeanniitadarscentantecete,! R43 
BMEFOR-BMB ccccsssssccosssscccssssersessssevesssssevensnsseeven R44 
BMEFOR-BMB-BMEFOR cccssssscsssssessssssesssssseserve RAT 
SMEFORSOMB45 xi, .oneuiniena auauuneccl R45 
BMEFOR-BMBQO vsccsccccsssssssssesesssssessvsssetesesssteene R45 
BMEFOR-BMEFOR-BFFORX sscssssecesssssessssseseessse R42 
BMEFOR-BMEFOR-BMB cccccsssssssssssssssssssssesssesesees R46 
BMEFOR-BMEFOR-SMEFOR ccsssssssssssssvssssssvsese R41 
BMEFOR-BMEFORQO cccccssssecsssssscssssseesesseseevesee R40 
BMEFOR-BMEFOR-LX cssccsssssscsvssssscsesssserssssseeevee T3 
BMEFOR-BMP ccccssssssesssssssvsssssesssssessssssenesesseseene R43 
BMEFOR-LOMB sessssscccsssssccssssesessessernsssssevensssseevens R44 
BMEFOR-1OMBAS .ccccccssssccsssssesssessesvsssereresssseeve R45 
BMEFOR-10MB9O cccccccsssscsssssseessssessvsssereresssseenees R45 
SME RORSIOMB ccc ccs actus wncluccantesnsansite R44 
SMFFOR:IIMB45 tac, enon actin atanc! R45 
BMEFOR-12MB9O cecccccssssssvssssesssssesesssseseresssseene R45 
SME FORSIOMP a cnctte cers gusta ascetantetie R43 
SMEFOR=16MBis; cc csiaseaniellonsiMnauniecat R44 
BMEFOR-PLUG scsscccsssssccssssserssssessvsessevensessseenses R 39 
SWIC OEIS Oe ec ee ett eaten, S24 
BMIHC-BF] D scsscccsssscscsssscccssssecvnssssessseseerensssservens S24 
BMISO-BFIHC secsscscccssssccssssssceessesceesssscsessseeeense $25 
BMISO-BFIHCDSO ..sccccccssscsessscsevsssseceesssecevesssee 526 
BIG O50 Die cece tetas tetra actcanten unciaiauct 524 
BMISO-BF] DDSO cecccsssscssvssscevsssssvsesssesvsssesteeese 525 
DMP Sisco ree eeattaet attcahnstetincauaiceantets R32 
SIV AE | ica) etd etre lacs hea le danas R25 
OMAP ccrsasnthea tater tvedrdacatactseceustlah acti R35 
BMI SAF P90 xscscescosnceieisstsecnavaccnietereuisienavesesuvaie R 36 
SIVAN ete eual ee tute tec tate anit caueal R23 
SI MND seat aie ical ipieleh eters cobendioue ashes R32 
SIAM PAB ec teces2iasticnteatetetde neice R33 
BIPAN POO crate cree cums tinaeurnaante eae R34 
SSW cut teasers ne enero anltetecteate niente! R23 
BM SGE (00% sccceuccieedlecacearan eer’ voces R26 
TGP aan lrsena tented ts nde donee Sven ooeteat R35 
BM] -GEP QO seccsssscccssssscssssceseessssecessseeceessseeeesese R 36 
BM} -GM) scccsssccccsscscssessescvsssscseessseervessetsssssseseeee R23 
BISON) 90 -tosnnewtndancertdaasusasttedtacon asbantard R24 
SINCE Mea tacit hiccapt taeelecatcanemuca ce R32 
BM} -GMP AS. cccccsscccssssssesssseeceesssserssssetevesssseeeee R33 
BMI CM POO: a scaktviccmnt timber annytiautdncaie R34 
BM} -BBKHD ssssccccssssesssessesvssssecvnssssevssesstrensesserens R27 
BM} -BBKHD-SMJ cssssccsssssscssssssecssessseevssssesevessseee R 30 
BM} -BBKHD4S ceccssssseccssssccvsssseecsssseevnsesserensssseren R27 
BM} -BBKHD9O saccssssscccsssscccssssescessssecvenseseerensssseeenns R28 
BCE Mac ee emee tect nates ete cent tartan R25 
SIMI SOE IVER ALN ccdesussce/ioconcdeelecaicadezomuretenatlladaa a 
BMV -OF| COM) wcissocusciedacstaeethacmesavimecbent R31 
SIS FAG stestean Steacg aatestie gets etctcet oe R25 
BNI AOE OG creaasatintec sete acaain ataantes at aansentacedth R26 


www.gates.com 







PART# PAGE 
SII SOP Sa vsssslsecaceasresaevseieairsadeoreunticoenvies R35 
SMI ZOE POO secrudeth caer euaceuesis seewidsiancnanecceiue R 36 
OME PE cata tceh ss crceisiak lira antares auch homage 12 
SUIS CN i ccthie asisles messes usage sbemtnensiemec nm anes: R23 
BM} -BM} GMP ssaccssccccsssssceesssseressseteesssesessssseereee R 38 
SIM SOM 2BBKHD o:tis.csescieseccstiesccatefottactasbasaste R 30 
BM} -BM} BE] X scesscsccesessssceesssseressssseessssstsesssseeee R29 
GNI ZOM OMB scsrcie cscs falas nsidtccanictietaacsuies R21 
ASO SON Mans deeeosl ciel deaeen cern cicearst R28 
SM OMI ON P. coun cectes soesoaiel suave oecataue’ R 38 
GNI ZOM) TOMB cet cccetetes cette ttateeel tact aati R21 
SEO STON ce car ctr re cece ocean cet R 38 
BM} -BM} 90 veeccccssssccsesssscrssssseresssssevessssevsssseeeeees R24 
SNUEONE AON ceeaceeite cee teeta hearin poe Tl 
SIU COND te atesratd Merce ibe alt eenar he thio cr R32 
SI) SOM PIAS iu orc cocazecetieltayatsecinnettsinaunattetnast R33 
GNI OM POO setter scceccete dn tt aeeeeteeadeeccesaieat hd R34 
SINE U OD I cesta cnt eek teen etal teats! R25 
BM} -LOF] X90 saeccesssscessssssevessssscssssssevsssessvesssseeee R26 
BNI DE Me caasuere cetera tevaatache am teiaarcaceaues R25 
BIO OR crasctsszcnsctetetnan tacoma iaomsertanesimacaered R35 
SIMI TOM eeccslett eens © st tdcsces eects vstecea hehe ect R32 
1 es | se aCe ea R33 
ONTO na oct ace tno hoe R34 
BM] -LOMP vccscsccccsssssssecsessesssseseesseteesessesvesssesevee R32 
SII UOMP OU: fs cssesices cat tans aatattnctacete was ease del R34 
BM] BKHD-GMP vssccccccssssssssssssesssssssesessesevssseneeve R 38 
BM] BKHD-SMP vssccsccsssssssssssssssssssssessssesevsssseenee R 38 
END OF GO: s .tiitan cau acuioR iene S24 
SIG PIU tte: fake ct ote hele ute econ a R81 
GID <P LU G ts iceoorevn enuchevaeiesettencvenveboervaenecciedace R22 
SN KBE OM Kdeccctrcccdccsestesact hademanencsnanan R84 
QM KBP R90. ds. eccswsrrsesrsarueteasenneianaviteseaeeasse R 8d 
SMC OMIA Sepencttas ee yt tint nace R83 
BINS CNN cestes tates Siena acetic al R93 
ONGP Gh tt ect aad, ont eet R82 
GIMME UG; :scssessarennsestosleaviestgseeocscestenatessececu R78 
SMiNaectenids ie teetceea, eeatee ns aa G36, V18 
SU sce tniccste ei nie Otero hea ean tence G36, V18 
SD tac ctes ich tear heeeeehatteiiatee vate R2 
17 ee Nel R4 
SIMRO PS sists alate fal teal tac anced accede R2 
BMP -AFPXAS5 ...ccccccsssssssssssssssssesssssssssvsssssssssseenee R6 
GN PPAF P00" act cade case attecadtascaavonsatel R6 
BIWIPEO Pageants deal ass tebe entices Rl 
OM POA Or gtr, ctaceiie arate R2 
EMG MBE ONBiaotscnttt a atucanecteciraa sce Uae: 06 
SIPEG POU Aiutn ata iet otk deri sauancate id R4 
BMP-GEPS seccessssssssssssevessssersssessevensessceessnserenesssvene R2 
SIPEG FP Meese auc eeesie ce eal R5 
BMP-GEPXA5 vsccsccosssssecssssersssessersssssesvssnserevesseeene R6 
BM PEGE PX 90: ceiscsscccrestinadsetsarscoesseniacsateuane weiss R6 
SGU Pe cttcccttencee atte rer aac eet el Rl 
SIMPEGM POO atte rate adie ants, taconite d. R2 
BMP-BAB-2EP vssssccssscsscsssssssssssssessssssssvsssetesessseen Q9 
QM PEEP POO ciececcssescach cd amcsentecacanetecea tl R4 
OMPEOPP Lm ionutmeincaviaununacnumtocutuatta R3 
SNR eee reece vena ta ea raed R5 
GMPABRP MAB ttm attest ccistercrtasiacnasteona tee cota R6 
SIPC EP OO stance tenner aranctc tate acta R6 
SIM PBIB casscecssccistsoxecsestunlictiol eisiewassehoeentes oats Rl 
SI PPRM POO) oc canta cata’ secstuitetetianstatscee R2 
QM PEL DE POD: esrerscaiveade ron ccsenaiadconacronst R4 
SMSO Ps sccertu tates aaticuecetcauscetcgertel acest! R3 
SM OST OR Geach en ete rie rnc tent nasal R5 
QIVPSTDE PIXOS ot. vorcatee setenv cates caren alee R6 
BMP -12EPXQO ccccccsssssssessssesvsssssvsssssrevsssesesesseeeeee R6 
SVIPeTOE Plncua corer cactdeets aerate R3 
BIN EUG era dione tacos steteat iaeecast esata Rl 
BMPX-BAB-BAB sssccccsssssssssssssvsssssssssssssssssssseveseee Q7 
GMO BAGOEB osc. ecsccvnsicarstenecesesPosisteerscactnerenet S1 
SIN OB 2 Pesce cereal cee ae S1 
BMOBA*L2EP scccsssscccssssccvsssssesesesscvessssesvvesssevnsee S1 
BMOBAIHC-BEP scessssscscsssscssssssescsssssevssesseensssseeens 56 
QMOBA) DOF B cciscauescesecene tacanlistanaaneszeaniasien $5 
SMOBIA) DsQPP: vsssscsssssssonsiaeteeecerusetareeteresefeesae, 55 
SMOBA)IC-OF Pisces. ccc iiecete te sett. S7 
QMOEF BF Bis. secscscsenasnciesasvisssieu con cesceesassdsentes $10 
BMOFF-BEBPP. vssccccssssssssssssssvsssssesessssevvesssrevesee S11 
QMIOFPSRPD  scecssselscicscedsscsssseretetdtvaccisttaseestede 510 
BMOFF-LOBKHD sssssccessssccssssserssesesserssssseevevsnssevee S11 
SMOFPSUDE B viesctce cant neecsasadenectiaeed-el ceceeseire 510 
BMOFFH-BEP. sssscccssssccscsssservevssscrvensssscrvesstservenessees S15 
TO) oc 1 als aaa ere aetna OEE ES 522 


PART#  CCC“‘COWPAAGE 
SM OP ACEP civil slseurasudetiuisudlnciieiel dicts $4 
BMG PISGED slicucencalsduausaltciaciutadubusnecantswtacutalidensatatcnts $8 
BMEK PIR EE Li Siurcveatsnca seal seiaash aces httas aiesdet eciie B10 
SNAB TAA LOOT wecisceta Rtuerrsuuttslecedusiteevoulsieaeiaets B45 
BNAB TAX REEL: secctiecncisccesestincadnctrasenctuesaoacenaidira B45 
SNABTB XLQORT 25: cctivansrcttanstariercaisa diuatareciacils B45 
SN AB TE RE Ee. secaitert ohuaiaeevinrenielaiedeebureitort ars B45 
BNABTG XLOORT: cccvuvccnisdutccuvedntrtamleationmnentaees B45 
SNABTGXREEL tistics biomes badass B45 
SN ABO ALOOE Te icscniicliasunu dats dermusasialmecateutaneuies B46 
BN AB TR XUMOOE I sutpccnmeraiea tsruaisnswcenniialncenteewsieutiit B46 
SNABTRAR CEL sists cietcawsnaesinannneshluntintet till sith B46 
SNAB TON REEL utcciavialucotvesdatcciselubdtaluciintcdibuel B46 
BNAB TY KLO0R I sctsaaialscocis an isastonssalsoncouctinicoanenae lea B46 
BORS/8BSPP LIVE SWVL SEAL KIT uses 13 
BC TAIZ sete Anesvetac deta vb eustdvaledennedinsaldiinasnadiannn tl l6 
BP CFS sicerreae rnniualaitasetnarudestucisaimneassettecndacnstetd’ l6 
BP CE aD saaswanss sheet sath asinbs ices dabbieeitsa shea dats ieee l6 
BE ea eect acitaan tinea beh ule Dad itech ae l6 
BECO LE: cect anbinctntenaticctendnieimemanetincieudwiimcmnenitacbeeds Fl 
Se Di cata acess ates eect ila tais ashi cam ints Sees cid icaa has F2 
ee oe canna nates tecauieicacdeons merece ad ecmucat V2 
BPSB POLY: SLEEVE’ .scccesmssccciaunscceiensoertennien V6 
BPO POL sO LEE VE sta tieedantshicsesnsbicatves dieses V6 
OG oe clanh acces earache eee Gace tceoneus $3 
BO DAD siscovcdssiushacoan wars nics siunsracnaioateniesaiauvhucanwnesin $3 
SODA DPIC siescsaccustes seacnsttstiec aaa stews enero san ticuath $3 
BOO ceaniadesitccateDCateatetinti deamlatunieatete trident aunts 52 
BO DBR ssn ctuulsareactiseuctnduacoaceadualesnaiiunnoatencdiescuntven $23 
BO DD Crees sashes ieee aieiaatvasteraaclaati aie g) $23 
BOD De ater taslalath eaauaki tates atu tiekd teeta auclehe $23 
DODD PIG ctu uconcteadeei aeals tacentsthtacs nash nconadnadcotan $23 
SOE DC: rcs beccnn ot oncat atnieatataN aici aint autakins $14 
BOOED P eetenttvelateieh ove aelatcnckuntaeeamets $13 
BO DIR DPC aia sinscocinsantssseiavaiteananlvasiatanterdunsacts $13 
BODE iD C wtcatesabatcainenahdscate dasa tdi steahtenante dit $16 
DOO AUD escent cate band Aa ecileta tunel taneauntans $16 
BO DFE HIDP IG sccnxdetivauriedubgecnientisautnetiigecendie vote 515 
SODIBR ysccin’ssuarecanaucsave sot inuat ow Dena vocsecnt nanan $8 
DIE Cer chtescnsteeiees salacualcancdiseursatecalenenedsdueirvatect $9 
BO DIO Ri siatesecmsus Gieceesusdncannenieiocamesttonmentwcanueadltic S9 
BO DOR iegeasicheteath tectetensl ietiueatesuebetonel sneha suebetets $22 
DS Rie EMS eater uli ieltadh tatu ncutianudtalatibe hci B28 
BRIA KODE I: actslirviacuntna saucenisatbacentabdvoaconadicnoacendecses B37 
SL Pa Batt aati Abas ations adidas abiaae B37 
DOr doo aceenueisattnuirutenlemaeuteenan ddcbaattiutcets H3 
BOC EE OIRO rcoscoiicssisuscacianurtemissorateiutsnccu icant H2 
OOAOE | AO Sutin adiahtientbatita tina ined) H1 
TSE Se ees aattiacitede eat tala oct tatallatachaetest H1 
BSCS A BUI sccacaissiesoancdeanceaickoerncentscaceubinseenpaeits V2 
BO Cad lec atecdeniniatatatatacasemied dada itcasialatedMetls V2 
BOCA BWI russia tacaleicteenantuitattadeuldenlsl hematin V2 
BSCR A oS actiau cs ictnneas sate ttuat vortutanaiact ied cacanaaateens V1 
ST PDEA GIN zanasctscantn aed tocar saatdeaatn cad etaniats idan B50 
BIE CONDOR | ex techaet ateucnistbvunteciies adeuteiabuunicdiautolets B50 
BTENE DEX CIN icctescascacosancrsanieresantnecneaeeanenerivac B51 
SEEN CIN ciesestst aesst a tsicwtane cenit cant seeantid al teil B50 
BI CIN teste caudate deualecnguaduleiiumnenanntencteiats B49 
BI O-A DOR Is saticaciaeante canine aulisacatunh aenuenbcciaventdcsatie B48 
STON GX OOFT ats ciecentiithaeatathtacaieatataiiecals B48 
BION GM tei Paclecdv itil iitlechanie Rieu toile B48 
BT OK CIN secshelata hua uctenrnstateaceta Gedncessmtteniceateatuessind B48 
SLE LONG GTN cette enc dade cantecittnntedilsemiitien’ B52 
SEO AC EIN nicest aati uasautuibdemdtitlecadualieind B51 
BTR DOO SOR atta vite dnin Sonica yeundecduineaiowiuceatecunts B34 
BTR DOOKIE E Lsucectecensssontgntachecns aneiantdea haat B34 
Bil: se sitesi soticeh al tenceesmacttedt uintacineenemateall ninacdt’ V16 
BION, citeet i tesarepsrvsrasncr tsi dosh soared lesa dah auitaaduluaes V16 
LORLANGE Oc RIN G catetrernicaszinscsntesnnesieninivitatated, V13 
DOO RING ide cGats seine tdeelesean Ot aeons taalionvnhdeatidoosls V13 
TOOSRING "DIN. Hl. sccrciceseitencriesuntinandennnerearcettencateiag LO 
L0-ORING FB SPP sau, cigeaiar anv vitieatas alana V14 
POFO RANG UE sidst a aal eutiotiasileneaatsatectasanuttcenntiet ii V14 
10" Scalloped Blade for 1.5" Shop Saw, 2" 

SNOP S.aW aNd 0-32 SAW sav eave sansas tects W21 
POABHOMP cutstelundeaaheioleranacuntvatlteliesdGedneenscienes Q2 
ROA OM PAD <sciccaiseshnacd azesiieessineaioechu nastiest togucsiate Q3 
LOA B= OM POO) sles cies sieheeaa ince ed est anne eee tanieaaa” Q3 
POA BOMEX ilerveznacalutonnasratietnna teotuencustetelavennetuese’ Q5 
TOAB-BA BOM P sscacceaccsuieeseinestivecgentcaainranmentngatcain Q6 
VOAB-BA Ba LOA ys sstsavansvacsnentinetsncmn wiceniswatsiuts Q12 
POA OME? sesivsiciaducdeditle dumtecdetiasumilesiancmnadtiad smile tach Q2 
BORE BM PAD <sssascisctinaetacutausateontiuesaidiatntesaindutitetaas Q3 
POR B= MP OU sie stiri cast silent achat sidh auton ii! Q3 


PART NUMBER INDEX 


PART# CPG 
MOAB GNI Pek tcc usta alitiiaetenecaallwtallateisueats Q4 
MOAB CMP ROO a cecsiiaiascrmuvaslicccinaiclcecantmaneancucaattesans Q5 
ORB OAD i cdindee Lica itancae rca at Ge iat seca Q1l 
TOAB=TOAB LOA eset ccuinsdsdstandtrnactoncesiaucaeeusanalisiete Q12 
LOA BL OAB QU chcsccanccswucataurecneccencurunaruncraisiecunteie’ Q1l 
TOAB = TOAB BK Dis satcaiabtsesuat ate lucsalanmaieal andi Q10 
LOAG TSAR K2SF T vectsusiveavicncatesaacensiedeanitwesevaulettaiiie B52 
MOA GT SAAR EEE wreslcacsenustn cian ties Weacenulacaacestoneeinns B52 
TO GR OE ae art sisecerestecd aden ied oases aia eee ea acct iasa K2 
TOACA OF SAO Mia incicesacctaseatdenaiadaes iacutuontanaataciied K3 
OAC AOE PONS siccatonarntinaenenteacceneassuscneetaacenetae K14 
TOA CACO VON Ais ciaccassaaten autaliacsinscvaatseiarcatt K15 
TOA A OP LON OD i cieutorusatwniiiucnsoekan cenventdtweatuatn K16 
MOEA OE ssc tl teenie sataate dies eacenccareeatadiet atacand: K4 
TOA CRS OEP cesrnente sa eseatialtata ct Salata eis sls K5 
TOAC BLOCK TON GOS: stvgeus vcncaidcesteradaaceatacune K26 
LOACA-10CFTONI34S P9OBL-S otter K27 
TOA CASTOR O) 2 iccusianeicarustatoaiia staat attnecedesaits K6 
LOA CA LOFB OS icccriestaucruessinrnctin ceabernntaucmiertacise K6 
OAC RE VOR S ladecccnnesicscncestssasaenentrscaracndceecenetncrae: K34 
TOA CAs TOE SIGS eee atnccotesecetealts ani iedisnsad east sath ie K34 
TOAC ALOR SSO srctcecucasantetitenanthacenatartncn apstaoneets K35 
OPC Re LOE Se scotertcenncaenaicsnectemeunvacttencieltsademonsngeameis K2 
LOA CA TOR SAAS wetssimiiiaa es ale ctdainatan K3 
LOA ALOE SA 90 i csustactnaestniecscronigudt nveseuetamvenutles K3 
LORCA LOE SX 90-5 vahreccendsansescmeiduannconcmnacuamcdeventent K4 
TOA CAS TOPO Sets tucson nivvestoaalit ceanacuhes K2 
TOACA-TOPT DOWN -cuvesccesadirresdutnetvisiitusevanactactiov ttre K22 
LOA CAS TORT DOING sicciiesccneenteuataausrsaeanalecencent K22 
TOACASTOF TON car sihccas aleve incatis ltedaadiuett K14 
TOA GAS LOR FONG aici scxndvatusnaattoul nr unsuletsateatusta K15 
LOA GAS OPT O NAD oS) id cstaadastcanenaieia ea ded ectevarst K16 
TOAGASTOR LONGO wesceccunediouteciiet buat vestieter at stout K16 
TOAC A LOR TONSOB b28 wssastnceutsecint cata seesacnadacsants K17 
ORCAS HORTON OO: Ss ccsdieatiuaecduecsaaniertutainwrmeent K17 
POAC ASTOR TONTSAS PE iiiaainatcein a sieatanatancaiiis os K19 
LOAGA= TOF FONTS 4S POO as ccisectarcincaiciuwestoctin vanes K21 
LOACA TOF TONISAS P QOS: ticciesuenitacenrentwnaea ears K21 
TONGA OE LON TSA SP scares salotenninnt tic ielesaterss K20 
TOACA-LOFTONI345 P=: incivestvcsativessucimeevecsudanui K20 
LOA CAs LOE TO NR ZS Pe cctcccosecetoaitie scence anna conte K18 
LOACA-TOPTONR 2S P 90 ictaitidted cede ainanats K19 
LOACA=1OPTON-S: sicsiectescvecnicineaverneatesnnneennaniaente K15 
MOA CRS UTILS caceaitit cr cacrastasnaatese aosrauantecacncuedmanereana K7 
TOA CAST OREO rien tact actuate teat tit ncaa teceat lent ia K7 
TOAC A LOQHILETBD sevitsciestraccomieracuataliacraaneniactanerencuines K8 
OPCs LOPE cesta sss oatasestvcwssieacsnasannenteveaoieiauueats K8 
OAC ASTOMEA, citer aaniatensacuktads lacks ads tat ols K4 
LOAGC A= LOM FAG icon tvccscenuersiuteueenitdcen aloe dear K5 
MOP VON) cele casadesustacenainen steat Gecantca epee K28 
TOA CASO MIO A 5 ccechuta ravine taceMadataccait totatnarednut decals K28 
TOACA-LOM IOSD ccucs ssesseavesucdtinsicinuntalventivnnnedies K29 
LORCA LOMIOU SES P a cenccnsencinccinievceranniaecesenieyewr: K30 
LORCA TOMIO TS 4S POO xan cctthantal ait deautabiiads K31 
TOA CA LOMIOB RED rst vecsieestsactinutstssiaeuennbleiaus K29 
LOAGA=TOMIOB RED 90 cic ccsccsscutnertiectnatiactrecnere K30 
TOAGA=TOMIOBRE DES swcaversncsteaccecetinetensiinetiers K29 
TOA BLOM lO 2S cicevsasetruskasanasiys budtwantanaatonauctsiyetst K28 
OPCs OMS ceoiccessscumeteamarsoneterounnttesraantinastnentenetute K1 
TOA CAS TOM SOS accctsitta di icih a alcathatiieitansantaay K1 
TOA AS LOMS 90s icsnsissaesaivetsatatanelorauaseseessnetincrveiaes K2 
LOA R LOI le tet cae citea ceunetonetcanenannecanctbiadr sandman K33 
TOA CAs TOMS AS sccutaia tied hate taatiacuiritceatinealoces K33 
TOA CA LOM S LOO si csetcetaauittieenstditatoncantticenel eather K33 
LOA CAS LOM ON sicictarccraoiiercanssenecianniiecencentee scot K10 
LORCA LOM TONS vcr avecneateaitenta anim aveatanisess K11 
TOAC A= LOM TON 45-5 a cvssusauscvisencisan cocautnuaoteanioneeti K12 
OAC ATOM TONOO: to vcicusadesaastecolucacanetalwaaeocenlucantis K12 
TOAGA= TOM TONS0= 5 vies stcwanvelicemtvstiwauvelicees K13 
TOACA-LOMTON S45 Ps ar ictesstvstadGeelnaatencntemddns K13 
LOA CAS TOM TONE SOS POO) cecicssteysennmnsrstoncastiwekincenn’ K14 
TOACA=LOM TONGS sscadtavisecnicatendathateaaeiaaten ove K11 
TOAGCAS LOT ORS E sreisssusleatsuetesavduannudtnsedenes cients K31 
LORGAAT2G SIOR OP setecsnacssraccdeacanetevavcanadsveutie K32 
TOAGACT ZF LON stalsentecans es lircamveats ncn tetas vatseit K14 
TOAC Be 1 ZE LONGO sisidetecsnicecsnetenioeettwotsnartaedeiyts K16 
LOA Cel ZUG RSP scatoracitinsscndeshuivauanerstententiraencent K31 
TOA CARTE OM MPA ccectis cctieastotit ibaa antaiteals K5 
TOAG AZ 2ELOMIN sicetaridiontestienstoul aie cuduontestwnesaiiet K23 
LOAGA=2 ZE TOM INAS cg iecusctrscaccceusatrencwndisniadueneiant K23 
TOAGAA2 26 EO MIN OO sciceustie teeccetlecst ncn a tnenan aetoocat K24 
TOA CA-24 FT DOMIN sitcssusccaainesival cncainpakesneiivadvons K24 
LOA GARZA FDO MING D a cvicestnaretecurenunnsrstineniliresencunt K25 
NOAGASZ4P IDO WINGO veccnitatei tatiana metaiteae K25 
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POAC ZA TO MIN, sushi alunite iin elent K23 
TOAGA= ZAP TO MINAS ctvvccnnucdcaccian ahecvaneulnecimecdeis K23 
LOACA- ZF TOMINGQ assccestticicsit iicaduetdncnicediseeets K24 
TOA CARS tevstecausvesielctetiors edlenivaesiulcesialtueteatvuintvet K9 
LOA GAS RTOS OP viscceceacaneauctnenteunten cit encaeiaielieccincretece K9 
LOACA-R ES FOR SRL con nccsecarletiael meteldlnadiarte saa K27 
LOAGA-RIS4S PS cacicuiiineteacartinvnbttndueets K10 
LOA GC -OR LOIN, 5 aN sccaiata tactics eacenlatateattediesstetonacadins L5 
OPC IONE Saciasesostt stant cau alate latte saute Soca L6 
LOAC CBF FOINQU: sccsstccduatyeseucshacwecaduuanscadasiwesedetiineeds L6 
LOACG-OF PONT SAS OH icsccasienicicvanaincnacinacennetter L4 
LOACC-CPTONIS4S PHO i sctvericeanttanasitccany. L5 
LOACC-BF FON S WP OU cccvcu uiduatennietiisusanstinateeiat LS 
LORG COMO 0 ssc esceneice acmedasietneneAtoarsnetumamndtern L/ 
LOR CGC MONO sicrensnscttiesa ti haatech etl fever veh eared L4 
POAC CHLOE B Oe5 siecciucusisdieuaentars ncuasbade ta veneeey cucetunntees il 
OAC COP LOING sneceetiasstaciitie teaccongen acacia sienna. L5 
TONG ColOE TL OINAD: sssatetea tabemetsua riled stateadedatntls L6 
LOACC- LOFTON OD scidcciwivsauernnavaiucesinunetnaitecetuiteieti L6 
LOAG C=TOP TON TSS POO ssl cdanetven cura cscsnecernentivess L5 
IO AC COE TON ISAS Bass coptacatesententecesmb states L4 
TOACC- IOP TONTSAS PESO ic erciccsinaces etecasneusedervewusveies L5 
LOAC C= LOETONMS WP OO wiscccsneicsecaiiescslteaceiccipeevaton L5 
LOAC CAIVP vsstuatiealatencchsdiedeadtattainecbecuciectbatars: L1 
LOAGC-IOF LETS 4S PH sesuictsccdisinesaalintcdavatsuauanadeine L8 
LOAG C=TQMLE SAS PL 2 ticcsciaet vecontsinltecaendatlventnnteanie L8 
LOACC TOR LEMS W Paves a iatecesltcadicence lanliuactdtetaccans’ L8 
TOAC CATOALES WP’ cucvicucssuictsnaisnsnaventainractmeeesiucesaais L8 
POAC C LORIE Vi siucvetia cat suiactnca teuatenctaascaenuanlte ctunerandecs L1 
LO AC CAULEY tif etvssdiacee esti siialiosmasieaves lt L2 
LOACC-LOMER: a. ccstvicrstesnicteeuutiainetresaltnaiduntes L2 
OAS CTO MFA OO ica tical ocrsntacicrercouancncrratinaccvadadidertae LZ 
POAC CVOMIO OO seus teers ctat eau ite lresentcca tient ant feat L7 
TOAC C= LOMIOBKIND! ccciuscvssevesnevcisednsnsaetnacvesevdanes L8 
LOACC-TLOMIOB KAD 90 i icccinucssceses cuesiwusincunsevewsate L8 
TORC CaLOM TON 26 senaans telnet satin vane id aaihalenianaad L3 
TOACCALOMT ONO vrinctsinenrvoutaemnieelanentavenalumeatests L4 
LOAG C=LOM TONG 0: i cxccconeaienaananieacmamentenceaunduns L4 
OAC C20 MTOM sites ccceden inset seve bisewonennttacane Utseuath L9 
LOACC-24F TOMNGOSP LE ccintiueinteutainneanigen L9 
OAC CA 27E TPO MIN a ccocnieusanuasiteacenaaiteeencade weer tanitid L6 
LOACGCAP SILEX SUP | ctivuoacititetiiaten tinal acienaie B53 
LOACC-PSIAREEL sic covssecceravsiivuneevetivmtevainnnnien B53 
OAC OF sscscaetvia onsite ceacnu nanoeeenag ancnamuertenamuee K36 
DB LS vee tot aacatan Lseaanht adie Veale caine isa dtecne H8 
LOB= TOF FOR X-S:5 xeitwsessuctancicnevsevnsetuaetueaitiniarinweiiae H8 
LOB VOR) S00 5 2 iis carorechcatinesas tatenvtiectnegteaaune H6 
LOB=TOE) SX OM 5.5: wateastecsactivaletneiuesti cas alenuedour H7 
LOB LOE | SNS 5: sencscsanctebeniiatanuiesrcmnnustecesnbavensdeantrs H6 
LOB BD Sissons teariicsakscuacnaaeccn castvemmnencnnetaacuen R74 
LOB Siesta nteeneancicn alee eac alent hae G35, V18 
LO CSO RFI SX sccatesuiantieeriecuotnewoneteadaeenia vetadyemdvantiets P7 
LOC SSO RIE ieiieacitrasteenaeslcccmcakienmunliecinientecnnts Pl 
LOG OSCR MP Bile sceeir tacts hat tuciiel Boceitaettntl sting Pl 
LOCS-LORE PORK sa cisiucsssteusieearievaiarestiamra etree deals P10 
LOGS SLOR TG | Sa ccecestsoeranxstnctenasaircrticntv cteudtccondane P7 
LOC RIOR ES Eo sit neaelintellntaca alten tan P8 
DOCS LORE) SXI0: cruuisiieee tea cetcnlascnns ances catuaeveaunened: P8 
POC Se LOR FS IO Litcaietcsstiesntonececatuatesscnesniaencuatrces P8 
LOGO TOR FIO AB wares tatacauid scnieidel sata diietallantiass P9 
LOCO-LOR MBA cccssuorsiacveswavssaunsueeveertetsudtaeeativereduues Pll 
LOG LOR IM | sas cacenacenaas cou snithanreuadancaaelahcnancadsadccieen P2 
LOGS VOR MS entetecsieiadarctevncntiamiedtinonnatiemt elie P4 
LOCO AL ZR EAN suchen visucschuctstecteta eldenwestevesttaedtace duet’ P2 
LOG De LZR Oa eu seacscnredt crates Atnecanuatea raat nace teats P6 
LOCO LZR MP atiasscerece sett huttemraet tae kl scamtieel Pl 
LOCO CE KOOP siestenenacuevslariterdacentan devises recleve B42 
FOC OOO eM iectetiatiaccnatitecantan Maneencteaaecentaunkt B42 
LOGS CATO REE eset ncsa\itivnat tt cncoulealietatladetonce. B42 
LOCSCAREE Lai stir scncdnacuserdnseniaeenennientnnarsniats B42 
FC KOOP I taasnescis dunia suaencanlaeancapadvcaiaeis B43 
LOCSO AREER iiraraaseltcsscaiateciteaeretebesaintaateacrtead B43 
TOCDE KOU IS sacecyanctistnaeisint te aust muaceiadidashnaue B44 
LOGE SO RIMEP cccciucachcorsunseseucsssioccencartnatenatsaroede P12 
LOG DEVORE] SX nace dsseceiveots cea ddavec anise velteds P15 
LOCSE TORE) SHAD icsistenvolactanerieneitecteladecewnaneste P16 
LOCO EOR ES ASO a cretcnsioureeamnnnmantentaiiumnets P16 
LOGS LOR ME A awrect etait ibhatiultnct cat thad P18 
LOCDE AC TIN wisuctosaesttecianeesatetetaaearueviiaraleaeiacctsaven B44 
OG DEAR IE EI. sociare ates com antvecccanendtrugetn entvracementeccts B44 
LOCO OOE succes vntsetas ates el teat inca ual unitds B43 
LOCOMAR EEL scaiveusitanctetinaetviinatereneanmmaumainwed B43 
LOC TA KZ Ut srcevcuccune tutta rteresulteatunecacicenene cmeaeneteneet B46 
LOC TAG MP ABs ccsnkt as ats lal auephelentetvdettaavaunientetvans M1 
X13 


PART# CPG 
LOC LA-BMP aS 5 wcsciieorvicsihuvacinuuivniaernaneimauduacs M1 
OC ARC TA oc cienedaececsiiesitacwileueeiaenaaanttdbcceieeenttrs M6 
LOC T4-LOABC-L0AB C16 disc, cess stincadtiumacetianve, M9 
LOCT4-LOABC-10ABC<26 ccs ccecsiniaudisietionuetanctatguleet M9 
BC OR BG Be areca cacwancaneucernentwusnaaneruce tment: M6 
LOCTA=<LOE| SX1OF| SA1G tis csctasiasentedtiainabivenn M8 
LOC T4-1LOF | SX=LOP] SXZ4 cinctaccneevsisnieeratedenvangest: M8 
LOCT4-TOP) SX= LOE] S230 ic vacivscnccsexiewsiasentenentoncs M8 
LOC TA-TOR | SX TOFS ASO race scrausit saree aaa dats M8 
VOC TA- LOE) SX LOE) SX-42 is ccagovacvelecinadvonecenndeates M8 
100 14-10F] SX-LOF) SX-48 wettest M8 
LOCT4-LOE| SX=1OF] SX-O4 sci cscdiehedie ania, M8 
LOCT4-1OF| SX=LOP] S12 civcsreenaewascemmavoecennsvectis M8 
100 14-10F] SX-LOF) SX-84 oct testes M8 
LOC LALOR) S=Bes astatetsrcouulataranntaidieatn aitanmte M4 
TOC 14 WOE) SHS Sagas atneveaticastnedineeinceseanaeamnadrine M4 
LOC LARUE [N45 rcantincutncihectarnnentrecerest anaes tmcere M3 
POC TALON OO ascccistnarehotns atehinils stitial rcaraadin M3 
LOC LALOR S KAD ss secrssnalalouenanceidalaanes lebanese setae M5 
TG A LOE OO asset acacsiencateteatenar ues crenatinnatiuseecns M5 
OA LOM soa aha cacpestesok rasa bilocent vest faces ve ldsncate daha M6 
VOC TA LOM IK 4 5 ssicivcrdestaeseeweisiantien bin saatiennaiatuctedatabiaen M7 
BC ALO MK OD srusntaecanncsencencemionnetventtveliacndnantnned M7 
LOC 14-105 PA-VOAB C16 cists iin danlchaatca iiss M9 
LOCT4- LOS TASLOAB C224 a vesitcnscnsvnncehaninuewlaeate’ M9 
LOCL4- LOS TASLOAB G36: git cscrcccamcatnenaatauts M9 
LOCT4-V0STA-TOAB CAB sacuseccaescoccecaieeles wet vettienns M9 
TOCT4-LOS TA-L0S TARLG cacccus na vaasrdianiicenaas M9 
LOC T4105 TA LOS TAR 24 isccanncssssecernecasteinenctesiue tenors M9 
TOC TA-LOS TAVLOS TA-3 0 ak siereawiihockidceteusisigie M9 
LOC TALUS TAB csicccssvuedusulvea ienvetastionssuetesnseneunt sink M6 
DOG TE CW tian econ tecatinal sceenaa aetataaeneanaaanan, B46 
LOCAR VRID GE AB ga sirsscces a tirewcaticcan ualsecetieatin Q1 
LOCA P exstelcathircecalediciaenshotecvesasabcbostedtieveaamutedse L9 
PEE GO KOM I ecsctecescsuesmncncocuctenadueatnaieleuanane: BO 
LOE F GAA IE A200 lc uiicaliiainann iia ieaaalisds B/ 
LOE PGAR=MTE XC TIN ciceesuessaverraccatyvasibieninaties B/ 
LOE GAC Nis saeatheeneancaaptnes cceaneraciicdy tired canapioachds BO 
LOE GAIN UL ci iaitionaitectscuat eAtaceots ities acme Bo 
LOPE GOR AZSET: sxccsetsacunaieentdete cer mvenineceaadlint B3 
LOE GSKA E AZO | ciccitccanedmtenecedteuainttucst B4 
LOE F GOR SM UE GUN Ficeteseaat itis sicatslt te iiaiiidy te B4 
LOPE GSKA TN cists eussaientsaliunaeiennmaeeaaunaeeieeine B4 
DE FG OR hacsrcde te cactuastors cuneate aan auras tasmctonecearen B4 
LOE GOK 25 Fe lsat eteseceraanirwns valnetesat sree peatnies Bl 
TOPE GOK-MiIE AZ OFT ssstesarcdaistateilguacaauiea teenies B2 
POET GORANI EGG TIN ss mrcracecrmmatreentnedecacedimaiatuecenld B2 
LOE EF GORY GUN ticadiennecseciasncnentesl ielis euei acne grata Bl 
LOE F.GOK XL wiscucnaiaeytanesuices aancnay nvausntonsaeneaniensn Bl 
OPI OM secisdesadencaulsevesnmonttacet aatiadnvaatrearecabrecnt R16 
TOF BE OR OM i cidcanssaticnhtalircautcatsten ad sect, R68 
TOP BSP P=CAP cree fucactattaicine tin litanctirtacuuntuunieatils R75 
DORR OPE AGI), sruiaicscaconcie vecenoanatnanssietoroendaesia R67 
LOFBS PPX SLOP I cciccsos aed vcchsdadeiccernsashivnadananesecenins R68 
LOPBSPPX- LOM |) ccccovesutt aneousrecveaveraeetevauaventatere R67 
MED EECA ssc catzes asta erat tanteasasete tun \soenaeuatactetua Ne R80 
LORD A | \cessicatcaarelledegetontt ht east can reemnltita hiatal R73 
TOF Oe CAP seicatsacctascussedessiiaviavessnabasiadeandnssestiyieteels R79 
POF DISNSOM | xcescanciiacinacttevenrsanl vote atten catenlnantes R72 
LORDLACOM | seita tects aria sacs carlasretaateladinaeadds R72 
DO FIEIN ietasesas iat cicnealicwetettalemaalveg octane delcsawustd neue V17 
LOPE OR = CAD cs. ceraenehceacarnestvctanneinatcwmnatoutundeties R39 
DOPE OR A LOM), <atacecsscteatascais statetiabarnicainsleseiiahitea R47 
BF CAP arcncaeeencrgarecaunetensuetenetn extaencange tenctdntamed R22 
LOPIACOR EP ares retesensinta asta ieciaat Abia td, R37 
OF OM Pe cessivccvescartuvs sreasltudlersditatale tarred minuets R36 
OF NOP OO crcieccconcun masa aud devetren acta dondutaeauinedt R37 
OF LOM) ceasicchtesssassr coeaacn ats acariste hanes ata ccamnssahtat R83 
LO PK GAP winch laetitiivencinaddneiennendvnade nto R82 
TOE QT PTZ BRAD) iacocaeneiseusycatoncentenmuctuainveneon $12 
TORO FSI ZP Bites ccitd tenet senanskaltocd ab tsedads od 
TORQUE SMB -ccsssusswueorncematesaicdnencepauetuanpesaacananentns G15 
TOE OE LOM Bsc cesatcaicats aot ttaconacahtantnnantencent Abeta. G15 
TOF OL BU ZIM Bt betecsiccarascnt te hacccaartabd tecanio dd seuatuel G15 
TOG TEN SOE I teatiestetsaaaushadeetaselaeet a idueiaGt tibetan B28 
BG TEAR EE Le ccaaa caesecveanacatis sceveen arias catecacinaenteneciens B28 
LOG TAB ALE wi tescasastesiccetathtiel as elies Me beesenesasedaer B2/ 
LOG TAR EEL tsicaustlusunitetusleccauet staniuaeantudveianenuavaialy B2/ 
TG UE atic scene itt ec carenentuca stn Giamiearenceies B23 
LOG 2 SOE as casscaiis catalase tata nie ataccaasalatase B25 
LOGIE REE hated cucehicusuaraedusetaidinahantametaied B25 
HG ZB AE os ceiescoraunirerstraeentuncen vance aeacncetvn B23 
LOG REA OU RD seen nates cies Mpuaakas head laceaiet ada. B24 
X14 
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LOG ZAR EEE: shaite vested tuiuaun ieiitauliuntsnediciusiareavlan B24 
OG EE EU asec cect eat cee ea B23 
LOG SEINGITIN, din leech atracey cabenssiinaceedesltchaseetads B34 
LOG GFE O BaKvvcssuutausiscaeteutesia lode duatainiediediiacisiaest G18 
TOG HORE OR NG Dots actacshcentatieatunktonmanteetvals G19 
LOG OER OR RODE sess stseces tices tecesta selene G20 
TOG 2SF FOR AGOS stictaschssucaitiiandelealtuadddecstinrbesaalens G20 
DOG SOE EN scacacutscecnd an ta cceuereaheaciaune niacsnue aucune tnt G8 
TOG SOE ASP iis et icceet pl ioaanl valet aceak ie ioe hia aati G8 
LOGSOE AAT CX vsiacsscsesehesinvtneaxuth odeputtesvasntueaiieens G45 
LOG MB icccncue nce casivestiateconesl iu chenen laa atinawuntenneltica G4 
DOG OI il tac att teeth tah a chiA aa stash ah Galata ti G7 
LOG SMP sce svncctuatiesvau lade calaniuneaaltans tanveltduuadsackahatatad Gl 
LOG OM PTC ace ateuccaties encinala eats dia hauciteadaesenn G44 
LOG OE BS POR A swatiaticsaidisaticeateys intent danteccainiehion G37 
LOG TOR BSP OR AAD scrcetscuesivctnedasarmentlaninecilacts G38 
TOG IOPB OP OR KOU siatecetim odiecrmnantactnenaenins G38 
LOG IQR FORK satiautnatieeatnrsiacaiientucascaioctanias G18 
TOG TOE FOR NAS scsseints wuauasnuraditueeiuatiiantevandne G19 
LOG OREO RAS DSH TOK iscsetircircntsccuneniiecorentiias G47 
TOG SIDE EO Bx QOL sain tian aatnetanslestiedeaNen sae G20 
LOG-TOP FOR XOOM vcustsitsnesccsusssad vonnaieneuestacrinanaerss G20 
TUG =TOPPORAG0S Sasa dccentaetrensiinamntentuads G20 
LOG TOF FOR ROOST CX siitscsnaa aceiiiinicdensans dean G47 
LOG-TOFEORKTCK ssc sceutcullducvesinctveetitiacsstinsactene G46 
DOG OFAN esc cect ed tecererteermna act acne nents G8 
LOG OE ao: 4 ess aseahelit tear delete solicsth h heinatehiae G9 
LOG TOF NAS ST OX sic sctaustoncabocrcess suaatirueiaasstencayatees G45 
TOG OEY 90-05 Oss cartesesteteacsmsacineem acerca lurenies G10 
LOG OE NO OL ralen iacel act calathts aves isacaths tat G10 
LOG STOR] XSOM cist vceaeseteiastadost oe wetedbtsiteantael atl G10 
LOGO aT CK si ciccaccsniese Rencwncia utara leecncaaentin G45 
TOG OEY seatescarsh wala taaite Relea beth cau ualacnnks G41 
LOG TOPIX AD ccchacvsscdsneies Madenewestasaevategeduuvideremtts G41 
DOG OF ON OO csc tie susuatindn cuenta ius cceucaatettaacintastae G42 
DOK casi ea wstiied aaa tai inal ice Saeed Hess G40 
LOG TOF LIGA D cssiteasiestattircesiureais Gaaamadusiieaneeenilisn G40 
BOOP OO sist crscamuetesnetaniccenas east cen cesar G40 
GON Bsa coats at sceceh at Airc cadetcalaies souls ae itatceleod G4 
LOG TOMBS PE uicisteseshRlawvnrirsintecaaliniicnta'ieislbelacwine G37 
TOG TOME SIP Ti srscteiy daaescsucacicete renal cociemangcenintlnets G36 
LOG TOM BX cecorsrsotsccenes tacieumiidoticuaianetietens socdiiniaaits G5 
LOG ALOM BOO xis sccsaslessecta deuraieciatactista indulyiaatelsu G6 
LOG LOM BX GOB lle siccceicer deocrmcrsilvencwusccacrneaendentweacie G7 
TOG TOME ROR a stslec eters ateseasit dgntetee nate sca iiecagiaad, G17 
LOG TOMI ses tastincesterusvasseebumaiencibernuvemaeratinnesevten G24 
LOG TOM AD sacssccttcas ecacatintnctimenaicmnnctenieantnte G25 
LOG OM INGO acatitaciee nie A iatesattuhiten hacen G25 
TOTO rectal etre ls carded barat G7 
OOO EET st te cect canta ecentarc cee ctartecantasiaes G13 
LOG TOM OA OLS ccstatrcctnnalamennincuausecek: G14 
LOG TOMO COOL 00D esc ccaadiiscverianmnlednectiewesyas tens G14 
LOG =TOMO ESOS 033 ccceseidk wststeiunlesntenstoesnnslait G14 
LOG 1 ZEB BE retusa iat aise ealicet mel tellundiaadtt G39 
LOG-TZFBS PORK csr ctvianscureriattwnataluasenuguntabttudsiuncs G37 
LOG =TZEB SP OR NAD stxiccscaactinensabornouaiciiucuneccvinacdetdn G38 
TOG] ZFBSPORAQO a oicenibica ia lieniitinntielse 638 
LOG TZ EE ORK stiistetehiactaccantedeamcanitucucsealoecsitecuicul G18 
LOG HIZER ORK S95 cote cstsrmaaurnc trantinacecatets G19 
LOGST2F EO BR RQ0S. 5c ishton arctan icc tteaiaethaelivnnibes G20 
LOG-AZEBORKUCK. sieccsteciseuteusettastvtevedeuaanerntaties G46 
LOG LEK sedans ectwadeetletacenait acacia ecwnets ucrimcisnact G8 
TOG TE) UO cancer alien denies alienated! G9 
LOG =TZE | MASS scuieh aes esashouceineslatechoadtiinceseiatente bit G9 
LOGIT ZF) XESS “TCX. sciastenivcacednentetertnaiteucatwentexaetiten G45 
LOG eT ZI) 200 Ue iit ten ee tenminentaseai ane ncmtaes cies G10 
VOGT ZF | HOOM scitcucune ieuiatandettabtela uesuiutriiieadentunate Gll 
LOGIE) OU Se sccra ates ccuanastas caancndinancanes i maemeasesucia: Gll 
DZ Ey TCA recta et ait Fauna iotadc tice eal cones G45 
LOG TZ ELAM. ctaiesnciletaedntcctstancn cutter iinudids dieuceieait G22 
DESO Mis cathivacts itachi eccrine teccincaticcateh G24 
LOG ZN DB ccie cota ea ccststh irae ehtncal aca teaitan Racal G4 
LOG -TZMIBS PP cicncacisalinsuilesultuus tiyuslitaaedaeussanessiline G37 
LOG TAB cc coatastinccemnessdacceaa catiocinieatcnoeancatentian G6 
TOG TAME E OR seitalesatisrveraccaita lala tectesshierauitelascdtesoats G17 
LOG=TZM J) aiiesinavastavtanactaedauaeviouallamceebatvcu ite uatimcuaun G7 
LDP. scram sar haces taracestnaciternanniettenute suenetactioe! Gl 
LOG MP OK atasitae aiciekatainietbesd cietasiateaisal te G44 
LOG TZ MP Xe cinsc Guarana tehocbanttventcusinrcdabaaihe vacaultinteeal G2 
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Bracket w/SCrews And K@YS vsscssssesesseseseeeeen W21 
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Ce DIGS Si 101 +O) sissezeerashaatentchannanatnunesaniti unanetnts W2 
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Cardboard Bin BOX+1G:25 ius cctievis cr cccsteamtersetseannicen W18 
Caliy CASS POA. sad atetsccntiantea tected nacinersuan Ww14 
Caster Leg Set- Heavy Duty weer W17 
CC-7C3 Die Set for Clamp Collar wo... see W4 
CC-7C4 Die Set for Clamp Collar ........c cece W4 
Chraif TOF LOCKING PM: sciaipneiesitaindisiaradaivetinigniwnnts W2 
CUA CANIM wis trcce et ttrssaila dd socal St teosil cheese thd ica W 26 
COEF S WACO satu sracianahanenenteranuditet stunner W23 
COMPESSION: 5 PIING ceteesicccstrranveonimmesveaciaeaubeeaits W 26 
COMPUTE CADIG Gicisictiivteadinnaindaletahalarnettenaiey W2 
Computer Crimp Control BOX .....cceessesesseereees W2 
Computer Power MOdUule ......ccseeseseessssesseeeeen W2 
COME: S WAGE KC ea tsccai ecatnitienteau vs dire tteat: W23 
OT OUDOX Cor aca tumanekamncetmmndesmaneune Ww9 
CONTO PANEL POSE carci siaccrceistecansnitsirannussaranoat Ww9 
CONWOlPaliel SCLOWS sii idinisractiounsariinrernicsaunnerhets W9 
COUDING Ca DIMGr SNGS  mactscasccser astern Delbaltareuste W17 
COVErP la lec Ginicetaturiictnngsenicanierienindsimanmeniann W2 
Cplg. Cabinet w/4 Sliding Shelves uu... W17 
Crimp Switch Button for PC603/PC707 .....ceeee W5 
CYINGER ANG TOD PACE cwscccisuncascctaviestocrrucenstosniaes W5 
DD Computer Pressure Plate .....ccscsssessesssseesees W2 
DD COMMONER TOD: MOURE six nctsihintnontervarisencedeenunscens W2 
DD Top Mt Contrl Kit (side to top mount) ............ W2 
PSU S TOD saps a asercasiscocscctn ead eure satieensveal tees ratienns W9 
DET S TOD Qld SVG ites catteauntuan cumatardandemtin W12 
Dic VSHMIED sens dtiernnonvisannoicvipnanenceianaentinnseeiteiysnt Ww9 
Dial Vernier LOCKing Plate .......ccccsessesssseseeseeeees Ww9 
Die Cage Halves (Set of 2) for 700 Series... W5 
Die Cage Halves for 739 vo. cscs W5 
Die-Gore (NNO) suits essenasveedsecerel fetsnean etl secs W5 
DIE COME WIT NOTE Mess ascarennraxsonnisndutnrevarsniiannsents W5 
BiG GUC DIO CK vorrncscvrscannetavniaiteents sivsinuasemieteneiiot W14 
IG TEAK i baatnictatiaditee ka deraecvateseeataisaieiae oe tnaumensaiionan W2 
Die REtENTON Plate K Mecca censncawenvoninieonanniients W10 
DIS SOU ON Gla tesa cae tccmnnienman Merciacseans: W13 
DIGS CCBAC) sreh teh le acess ten le acl icae atl a: W13 
DIE SOC TOA CG) a shite durin teach cvtuaeanisateee rues Mectiuctians W13 
DIGS CUIDZAG ) siciccrisercinencseseatiuisiuctenediseccinenseacaie W13 
DIG SEE 2) wecisheinteaaienentastinwatedatenetieN teed, W13 
ISS CL(Z 2) Gisrvnee cestinedete cil cusluiratGtinirattucaitatettiedt W13 
a seer ease trader es ectns aan hta ants W13 
DIG SCE (SZ) asia teteileateicon h datenlatang cael Eafesbisl ot W13 
PNG S033) ceuestsaet Pelle dtctastobarne vale aula dcteadnacteates W13 
DIGS CU 30) ries strcascactncistoushiaioastnalsshcguinasnontane W13 
DIG SCC (SD) sta Baal ahatela ih taatat aati: W13 
DIG SOT 90) ri cictcectuatetacetuatiletmonmtredduniteretralte: W13 
SS 8 lea ena tara teens ecatareg ncaa ntiaat taamsad sheen: W13 
DIGS CE (30) Perea tascam latecicbniaiecg Na lasctiatad: W13 
DIG SOU O 9) ie hie ce tress ctchuestereltitnacnelveanaeutitenat W13 
DIGS CCL B 5) TON Gili sesccctacvalssecina eeeceneealaeastotinects W13 
DIG SOC (85) 100 Ga cctranen setenaasatnanan ccna W13 
NS CUS OL ea wacitsostrcesdurustinstiteavatee ctuauatateratell W13 
Die Set (310L) Replaced (310) wv. W13 
DIG SES UU) secstaseanednetyscstins Seadetielnitaica a statenieste W13 
DISS Ci 312) uchtatdaieite Odin ieuaainate ahadhiodatienin w14 
DIGS CUD 1S) Scesticnineatncnstevertiouiieasinenievsstaonimnatiis W13 
DIG SSC (S14 | ccckciai cdathnias iinaindalnaieaitudtelel W13 
DIG SCE (Ee Din Gd tenet neccmuricicctesel snacomut use taeboeasel W 32 
Die SCtIFP OAC) cetwiarccccuaimacermnaitisearandiiecneanusecss W 32 
Die Set (EP LOA CG Vici caisis’ toctantaniecnuatiecanvetacaiis W 32 
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DIGS CUP SU) sec cacisihenene ciscutanscuhestesnniteatmeaiies W32 
Die STEPS) hat aiteatriodatensnieiarienau saab: W 32 
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DIG SUI EPG Tortus a emailed ate cutustcas W32 
DIOS CU FPS G) scauschaasiavatacitenbelcaitaeaatirar tical octets W32 
IES CU (EP OT) io. vice ceeanesSewntaca tes eetnemee sintered cares W32 
DIG SOUTER SOL) sitter shania aia aad W32 
IES OU (PR SOP) wr ossairar toserstrwrar olaiaerenuieteceatatsioeeebocs W32 
IES CUE SOA a recaneces ser dice enc aractradictemnciens W32 
DIES CUE POT OL) cosnnai veered tam ualraatetre ncn: W32 
IOS OU EP SEN) case ecses csie bat sedeamanataciancealPacsateten W32 
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PIES CU (EP 13) ac cart aca Oe a ata ck W32 
ES OPS Ay ce crits aastacevaet es baversunatuaterenueslaenouneast W32 
DIE StF PAO) tecrcales, cased eaten dicdatcdiceaamonaiaats W32 
Die S Ct(h? 3234) EG ain aeccaeaiitnainitiensuids W32 
DIES Et (FP 3335) UG. acsnansarataadaadeaadtuanaleatent W32 
DIES Ct(EP 3436) EG cictuncrencdsreernchaivterun aces W32 
DIG Seb (E3957) EG durin enti ebadiiateamianen W32 
DIGS GCL ER S6 38) 5EG scuccscitnneiivnneterunioieiactiaaensians W32 
DIG SCt(E 383 LUVEG scccctenncaceetadGuimeunaunac W33 
DIOS CUM G20) cesses eenta tsa ad mete shania, W2 
TOS OU CG 2a a caste, acces Seaste fat ag cuicecatih cetantihataseateccatet W1 
DIGS CUM C22): vs ccvccscsintuareteurernase mcimesmemnnaean W1 
IES CUCM CSL) cccs rt acpi ek Ot sth Sika W1 
ES OU C 32 ice ccicatessasiacevatteelautritunatenatumaiuntssaoueentet W1 
Die S.Ct C33) i cchuttr cacddnteatctamadicngaten sneer Wl 
DIO SOU MCSA eiccstaen ls omatil scale oathuistanteaca, Wl 
JOS CU UMC 35) caret iaeaah eiyantentallecschaeatiean ernest aesnnl ate Wl 
DIES CUM C36). scrseatecoranen Gusnrrdesenialaasuensuene W1 
DIG SOU CBT) ices detalii al Salta cart aial ly W1 
DIES CU LIM CSB) ca ccaroars wast tiaioeitniehar cuatlenteton tritettot Wl 
DiC SCCM C39). cesiwcioronees dadeeaetncnasatadyaveatencuenuns Wl 
Die Sec MCAD) TOr OA Go itrece uece cena tcsoee nese: W1 
DIOS et(MGAT) fOr BAC os iocsesanaceiedveenudeasbarwacscuavsnte Wl 
Die Set (MC42) for LOAC vccccsecsscsece seen Wl 
Die Set MCAS On TZAC. a taciis iets saaaanaata de: W1 
Die Set (MC44) for Power Steering wees W1 
Die Set (MC45) for Grease Fitting wc W1 
PIE SOU CA ice strczei ts ientahia aia antes cant iSia cits, Wl 
TOS OU CI octet ace tcectettte het aae tnt catense tania tanta W1 
DIGS CUM C78) sc cescescececvaresScactarulstecnmndsiatmnescaien W1 
DIG SCCM TO teh Atal cca alee taal Wl 
Die Set (MCC3) for Clamp Collars uo... cece W1 
Die Set (MCC4) for Clamp Collars uo... W1 
DIES CLIO MOAC iets a red annianen i ittmabience: W11 
DIES COM GAC) ryote cteucaaktins tte cau cseSkocdumadtann W11 
Die Set (OMIOAC) accesses W11 
DIG SCE(OMUZAG ans oats hata hiatal oie lasted W11 
DIES CULO 1 OM sccecsuerssstossurciacuninacetemmibseunanuebeacnte W11 
DIC St (OM 2 ON ssi ceaeties ascatnden veh nae derma W12 
DIO SEU(OM2 1B cua oecakis rum e cathe cuae W11 
DIOS OU OM 2 2B Mais cctesettetethcadhnatahte stack icucel W11 
Die Set (OM22M) viccccccccccccsecsererseersercsserees W11 
Die SCU(OMSIB) oiernautae outa iae aunt: W11 
DIES CU OMS 2B We iris tosirsurprctoesinerarticecttabtacceteent W11 
DIC SCLIOM SSB i isancendcseiceneeoncanGuaananne W11 
DIES CCIOM 30) stew autres ent aetn ans tecneanclsces W11 
DISS Ct (OM 35) ‘sir iossiasaridatitietindariaiaentuinetstnaigents W11 
DIES Ct (OM 36) 4 ctinctrrcccsinnranasvianncndieanucnninaeeie W11 
DIGS CE(OM 37) Aiins detainee sali aeeec es W11 
DIE. S CPLOM 38) svvnciessuirnbawnnacesiantanesntranusuoramesanante W11 
DIE St (OM 39) oisctcuncacustivaaccidntenctenaadalemaince' W11 
Die Set(OMS4) Tot Gls aiecamanitnan duemaeiels W11 
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DIO SCO M2 cx caer tecnica Seeman W11 
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DIES CCS2-20 Gate Piet tas test tC hed Ww9 
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DIS SOE 2= 22 x scidenanushasdivedianteimncanetalerecuduedtiosertaaities W8 
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Die Set 96-611 With BOX oo... cseesesesseesseeerseeeen Wil 
Die Set 96-612 With BOX ...c.ceeseseseeesseeeseseeeen Wil 
Dig'S eC 96-613 WIT BOK wessatesciceesstuaras lead Besrelean Wil 
Die Set 96-614 With BOX oo... cseeesesesseesssseeeseeeen Wil 
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Die Set 720 (Requires No Notch Cone) .......ce W4 
DIS SOE 20S ccscctiotdincnicavasdntunlecatanl wcatemed aaaten eis W4 
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Vertical Hose Storage Cabinet (Optional 

CADINCEB ASC) ds cerintotuaiaaun i teri sthlesls W16 
WLS Pa Cele Poe cel sxennnielincaauall matrosenteitinndualel aatsaaneris’ W3 
WZ SACO lec P oasreacacoucssoecceamuacaune ccamnea vena W3 
Wear SDACOl, Po. criacuite tiers lal tate tieetireatl el treat tiad W3 
WAS Da Cle Por ackitiacatioel aursicoesneseacsenenedles vuneninedes W3 
WWD: Pa COL PS acracesscanessntuatencsiseescadioatshantanecainutaneas W3 
WV Ge: BUSI ccna tacacsicsa tora seiventiheehtvusathtatsiucalt W21 

X30 


PART NUMBER INDEX 







www.gates.com 





GATES CORPORATION 
Gates.com 







ea ee te 


For more information on Gates hydraulic hose, 
visit www.gates.com/hydraulics 


For in-depth technical support, contact ©2015 Gates Corporation 
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